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White Beeswax’ *RORYED 


Haarlem Oil 4 


Klaas Tilly Brand, ~RAR 


DENATURED ALCOHOL 


Completely and specially for al! industrial uses 


ETHYL ALCOHOL anp COLOGNE SPIRITS 


For Industrial, Medicinal, Scientific and Technica] Purposes. 


DOMESTIC EXPORT 


JEFFERSON DISTILLING AND DENATURING CO. 
INDEPENDENT DISTILLERS 


Offices and Warehouses: 
NEW YORK OFFICE: 662-664 Woolworth Building 
CHICAGO; 118 N. La Salle Street CINCINNATI: Edward J, Shannon Co. 
BOSTON: Rogers & McClellan, 136 Federal St DETROIT: E. C. Ecclestone, 524 Griswold St 
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Treée-Mark —” 


THE 
CLEVELAND-CLIFFS IRON Co. 


Kirby Building, CLEVELAND, O. 
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NEWARK 
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BOSTON 
DETROIT 
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PURE and DENATURED 
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U. S. Industrial Alcohol Co. 
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Executive Offices: 
27 WILLIAM STREET 


* oR eaners 8 Otler 


NEW YORK 


vrter 


100 100 William St., New York St., 


Wood Products Co. 


Refiners of Methanol 


BUFFALO, N. Y. 


New York 


Hereafter our various grades ot wood alcohol, including 
Pure Methyl! Alcohcl, will be designated as Methanol. 


95% Refined Methanol, 
97% Refined Methanol, 
Pure Methanol, 

C. P. Methanol, 

Denaturing Grade Methanol, 
Methyl Acetone. 


WM. S. GRAY & CO. 


342 MADISON AVENUE 
NEW YORK CITY 


ACETATE OF LIME 


The Right Quality at the Right Price 


[HOSEA ALCOR, 


For every manufacturing or pharmaceutical purpose 


DAVID BERG INDUSTRIAL ALCOHOL CO. 
LARGEST EASTERN INDEPENDENT DISTILLERS 
Pulledeiphio. ae 
Boston—70 Kilby St., Main 7630 a »k Bidg., Cherry 1977. 
Buffalo—481 Ellicott Square Bk ig., aa ca 1190. Gran¢ d Rapids—218 Ellsworth Ave., Main 600. 
*hi § Indiana is — —Maijestic Bldg., Main 686. 
Hudson St., Watkins 8430, 
semer Bldg., Smithfield 1820. 


New Yo a Is 


nati—60é 3 
Cleveland—Kirby Bldg., Main 1341. Pittsburgh—Be 


Pure— A a i O H O = —Denatured 
Cologne Spirits, Ethyl Alcohol and Fusel Oil 


Baltimore Buffal Detroit New York Norfolk 
Boston Cleveland Cincinnaté Indianapolis Pittsburgh Providence 


PusB.ickER COMMERCIAL ALCOHOL ComPANY 


Water Street and Snyder Avenue Philadelphia, Pa, 


Sales Offices and Distributing Warehouses 


James A. Webb & Son, Inc, 
60-52 Stone St., New = “iy 
BALTIMORB A L. Webb & Sons, 
201 Maryland Trust Buliding 
rs snnsylvania Alcohol & Chemical Co. 
41 North’ Front Street 
U. 8. Industrial Alcohol Co 
943 Cambridge St., E. Cambridge, Mass 
BUFFALO VW. S. Industrial Alcohe' Co. 
4th and Pennsylvania Streets 
CHICAGO U. S. Industrial Alcohol Co. 
First National Bank Building 
U. 8S. Industrial Alcohol Co, 
1434 North Bioadway 
KANSAS CITY, MO. U. S. Industrial Alcohol Co, 
1409 West 10th Street 
NEW ORLEANS U. S. Industrial Alcoho 
10°83 Maison Blanche Building 
MINN. U. 8 a iustrial Alcohol Co, 
739 Pillsbury Ave 


NEW YORE 


PHILADELPHIA 


BOSTON 


ST. LOUIS 


8ST. PAUL, 


PITTSBURGH U. 8 ~ justrial Alcohol Co, 
601 Empire “Building 

U. S. Industrial Alcohol Co 
374 Kirby Building 

U. 8S. Industrial Alcohol Co, 
616 Union Trust Building 
INDIANAPOLIS U. 8S. Industrial Alcohol Co, 
129 North Davidson Street 
U. S. Industrial Alcohol Co. 
2610 Union Central Building 


CLEVELAND 


DETROIT 


CINCINNATI 
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Chemical Market 


LATE MARKET DEVELOPMENTS 





Yellow prussiate of soda was held at 2he. nace > mak a 
per pound on spot on Saturday Supplies were LONDON, May 19, 1922. 
to about one ton in the possession of Potassium ferro cyanide advanced 1c. to 31@ manure salts, $9.90 per ton; kainit, $7.30 per The London market, as cabled by the Re- 
factor. Shipments for May-June were 35¢c. per pound U: S. P. crystals; powder ton, all prices ¢. i. f. Atlantic or Gulf ports. porter’s London correspondent, closed at the 
practically all taken up, and sal until the moved forward 36@40c, per pound Soda fol ok - 
the year had been made As high as acetate, U. 8S. P., advanced 2c. to l4c. per 2 ee This week. Last } 
22 . i. f. was paid for September arrivals pound . . . ao —— oe ee 
Domestic producers were completely out of it, Nitrate of silver weakened under the reaction Cottonseed Oil Closing Prices ” d. . qd 
as coke production has been so light no prus dow nward in bullion. It closed Saturday noon On Saturday prices weakened in sympathy Shellac, August.......... 345 O 345 0 
accumulated at fi s@48%c, per ounce, se with cotton and lard, MONthOl .ccccccsssececess 23. 206¢«C0 24. «0 
Yellow prussiate of potash was al strong Buchu leaves at 85@90c. per pound Closing prices were:— Glyce a7 
2@35c, per pound, and supplies tight. Ship with little de mands, The arrival of a fair- May 20 : PAP OOEEM 8.908 SR OR KEE HOGS . e 
were almost impossible None of the sized quantity failed to affect the market ad- may « May 13. Morphine ...ccscccscsvece 7 3 as 
dealers had any authentic prices to quote versely, largely because the importer declared M@ay .«..+++eseeees 11.50@11.65 11.72@11.75 Cocaine ..... pies ak Mio as 18 (0 1“ 66 
ambien eo conte sold S0c. per pound prior to June ........esees 11,50@11.85 11.75@11.84 Buchu leaves............. % O 8 9 
Drug Market Glycerin, C closed at 15@15%c. per JWY ssreeeseeeers 11.66@11.68 11.81@11.88 Camphor, slabs........... 8 OS _ 
oe pound in drums Shading in one direction August .......... 11.68@11.70 11.80@11.83 es 
Menthol held unchanged at $5.75 in case lots under competition was reported at 14%c. per September ....... 11.68@11.70 11.79@11.80 ™ ; : 
lot of five cases was recently bought pound : a The long awaited meeting of the De- 
at $5.50 per pound, but no more was available at October ....++-. 11.08@11.11 11.03@11.05  troit Paint, Oil and Varnish Club to enter- 
in that direction. The market closed dull and November ........ 9.90@ 9.95 10.00@10.05 tain N. P., O. and V. A. officials, will be 
ati H December ........ 9.73@ 9.! 991@ 9.95 held Wednesday evening, May 25. In ad- 
Coriander oil continued its advance and Alsatian Potash Prices s a S 1 — ues ame OS dition to National Srastient Trige and 
ended the week strong at $11.50@12 per pound Late in the week an announcement was made — SASS OTe ERS 1.00@— 11.70@— National Secretary Horgan, C. C. Boone, 
prices are above the spot and but of the new prices the French potash pro- Crude ..ceeeeceees 10.00@ 10.00@ of Chicago, former president of the club 
holdings are available in this market. ducers. They were:—Muriate, $33.30 per ton; Total sales, 2,600 barrels, will be present. ; 








London Closing Cable 











May 22, 1922 


OILS 
ANIMAL OILS 


Jegras, American 
English 


00 69 te 


4 am ee 
saSens 


@ Ib. 5% 
# 100 lbs.14.12% 
extra winter strained... ° 0 
extra 
extra No. 1. 
N ° 


Lard, 


IBLE PP TUE Lote 


corte 
Saetnageneaad 


® gal 
oll, acidless....%9 100 Ibs. 10.00 


COTTONSEED, OIL, MEAL 


Cottonseed oil, crude, S. b, -@ Ib. 10. 00 
refined, spot ® 1b.11.50 
meal, s. Msc 6.0.0 oan 660505064 42.00 

Cottonseed, carloads, S. E.@ ton.50.00 
wagon lots, 8. E....ce.eee. 45.00 


FATTY ACIDS 


Fatty acid, coconut, tanks, West, 
Ib 


mills..... e lb. 
tanks, West, 
# Ib. 
tanks, West, 
@ lb. 


$44.00 
@ _ 
@47.00 


84@ 
8%@ 


tanks, 
bean, 


corn, 
soya 


cottonseed, 


tallow ... 
Red oil, distilled. 
saponified Ib. 
Stearic acid, single pressed. ®@ Ib. 
double pressed......... @ lb. 
triple pressed .... 


FISH OLS 


GRIOs ike ous ee icees ® gal. 
Newfoundland 
Herring, tanks, coast 
Menhaden, crude, 

tanks, Baltimore 

bbis., Baltimore..... 

light, 

yellow, bleached 

white, bleached... 
Salmon, tanks, coast.. 
Sardine, tanks, coast. 
Sperm, bleached, bbl 

natural, bblis.... 
Whale, crude, No. 

coast eee 

No. 2, tanks, 2oast. 
No, 3, tanks, coast. 
winter, 
bleached 


GREASE, LARD, STEARIN 
AND TALLOW 


Candles, adamantine, 6s, 16 ozs., 


Cod, 


IBSSS aastega' | 


99998 OO99E99 


10%@ 
40-set, 10 @ 
paraffine, 6s, 14 ozs., 

of 40 sets...... 8 set 
6s, 14 ozs., case of six 
cartons containing 36 


sets 
6s, 12 ozs., 40-set, 


6s, 12 ozs., case of six 
cartons containing 36 
sets #8 set 
stearin, 6s, 16 ozs., plain.. 

. Bset 

Oo ge eee 
Grease, brown, 40-60 p. c. acid. 
Ib. 


house, 20 p. c. acid, _— 
white, under 3 p. c. acid. 
yellow, 15@20 p. c 
Lard, city steam 
compound 
neutral 
Middle 
prime 
refined 
Stearin, lard, 
oleo 
Tallow, city, special 
city prime 
edible 


LINSEED OIL, 


Linseed oil, raw, tanks... 
bls.. carloads... 
5-bbl. lots... 
less than 5 bbl 
boiled, tanks..... . 

bbis., carloads.... 
BeUNe. BOW. cccustacces 
less than 5 bbls... 
double boiled, bbls... 
refined, 
varnish grade, 
English, 
Dutch 


@13.2 

12:75 @12. 85 
WOR cccvesesaer 12.10 @12.12 
WEEE. cccccscvcces 12.30 @12.40 
12.25 @12.35 
144@ 


-# gal. 


VEGETABLE OILS, CAKE 


AND MEAL 


Castor—See Drug List, a: 4. 
China wood, bbls., spot. 
bbls., f. o. b. CoE st, 
June shipment..... if 
tanks. f. o. b. coast, 
June shipment 
April-May shipment 
Orient, N. Y¥ 
Ceylon 
spot 
Ceylon, 
Cochin, 
Cochin, 
edible, 
Manila 
Manila, 
Coconut cake 
Coconut 
Copra, 
sun 


13%@ 


from 
8 lb. 
bbis., 
# Ib. 
‘s, coast...#@ lb. 
spot..... # lb. 
coast... Ib. 
spot......@ Ib. 
spot....@ lb. 
coast. ..# Ib. 
# ton. 24. 00 
#@ ton.25.00 @26. 
8 Ib. 4%@ 
- 8 Ib. 4%@ 
--8!511.25 @ 


12%@ 


8%@ 
7%4@ 
9%@ 


Yoconut, 


tanks, 
bbls., 

bbls., 

tanks, 


@25. 


sun dried, 
dried, coast, 
crude, bbls. 
crude, tank -.#B 1b.10.38 
refined, bt # ib.12.99 
refined, cases.. ++++-® ib.11.09 
crude, tanks, -# lb. 9.75 @ 


Cornmeal, bulk 
sacks ea ton.39.15 @ 
BOBccccccesacces # Ib. 10%@ 


Lumbang, 
bbls.....8 gal. 1.17 @ 1.5 


Olive, denatured, 
edible, bbis 2.00 @ 2.! 
8%@ 


foots, prime gree 
Lagos.. 7%4.@ 
Lagos, shipment....... # Ib. 7 @ 
Niger 64@ 
Bonny -#@ Ib. ™%4@ 
Palm kernel # lb. 8%@ 
Peanut, crude, bbis........ # lb. 12 @ 
crude, tanks, mills....@ lb. 
refined, bbls 
Oriental, tanks, coast.. le 
Peanut meal, 20 per cent, #@ ton.20.00 
30 per cent #8 ton.28.00 @ 
Perilia, Dbia....+-.scccccecs Pilb. 13%@ 
Poppy seed. DbIS....e.00. Beal. 250 @ — 
Rapeseed, y @ gal. 92 @ . 
refined 8 gal. 82 @ 
Sesame, edible, bbls.......#@ gal. 1.10 @ 1. i3 
Soya bean, crude, bbls +» @ Ib. Nominal 
refined, bbis..... . 1 
blown, bbls... 
crude tanks, 


Corn, 


Old Calabar.. 


Vegetable tallow, ocast 
Walnut, crude, bbis 


eR 


14% 
96 
65% 


CAKE, _MEAL 


OIL PAINT AND DRUG REPORTER 


New York Market Prices 


Revised to the close of business SATURDAY NOON. They are for original 
packages in large quantities, and, unless otherwise specified, represent the spot 


quotations. 


FOR INDEX TO MARKET REPORTS SEE PAGE 2. 


Late Market Developments Will Be Found on Page 2. 


PETROLEUM OILS 
Crude at the Wells 


Pennsylvania 
Corning 
Illinois 
Somerset, ° 
Mid-Continent, light.. 
under 38 gravity 
North and Central Texas 


to 
a 


El Dorado, heavy 


SSehherrne 


Salt Creek. 
California. highest gravity le 
lowr t gravity # bbi. 
[lluminating Oils 
Kerosene, tank wagon 13 @ 
Standard, white. bulk, 
port Pp . 6 @ 
— 12 @ 
case ® gal. 154@ 
Water white, bulk, for export. 
7 @ 


barrels - 13 @ 
cases Be 164%@ 
Burning oil, mineral seal. ‘Peal, 16%@ 
Prime white, 41@43, N. Tex. refy. 
3 @ 
3%@ 


ges. Okla. refy.. 
Penna. refy 1 T8 gal. 5%@ 


Naphthas, Gasoline, Etc. 


Motor gasoline, steel bbls..@ gal. 27 @ — 
Motor gasoline, to consumers... 
@ gal. 29 @ 
Naphtha, V. M. and P., deod.... 
# gal. 
54 grav., Penna, refy.# gal. 
Navy gasoline, 58@60, 437 E. P., 
N. Y., export, bulk. .® gal. 
North Texas refy....# gal. 
Okla. refy . 
S. R.. — 60 grav., 


Phorm roporo nono m 8s 


oe 
on 


26 @ 
18%@ 


20 @ 
16%@ 
17%@ 


1 21%@ 

Gas oil, 52@Q34 deg., bulk, f. eo ». 

refinery @ gal. 

28@36 deg., Bayonne..# gal. 
24@28 deg 
18@26 deg 

Fuel oil, bulk, 42-gal. 

finery) 


Lubricating Oils 
(In_ barrels) 
Black, reduced, 25@30 cold test. 
@gal. 15 
15 cold test @gal. 15% 
Cylinder, Penn., dark fil. D.® cal. 25 
Penn. dark fil. @ gal. 24 
Penn., bright fil., cold test. 
# gal. 
er st. various 
® gal. 
Bicomienn, | soos grav., 100 vis. 
Qt 70 GOS. .coccccs @ gal. 
White technical oil, 3@ 
34 deg., steel bbls. 9 gal. 
Paraffin, pale, 903 grav., 25.4 B. 
30 # ga ne 
885 pale, 28.2 B, 80@85.. 


gal. 
875 specific gravity, pale... 


Pe 
bbl. 


ref., 


8 


red paraffin..... ee 
Spindle, No. 200, pale 
180, DA]O. coccccceccce 


eSus8 8 8B 


gal. 
Petrolatums 


Snow white.....cececsoee -® bbl. 
Lily white 5 
Cream petroleum jelly.... 
Amber 

Dark amber . 

Veterinary 

Dark green 


hite Medicinal Oi 


875@885 specific gravity...@ gal. 1.15 

865@870 specific gravity...@ gal. 1.10 

Ex. Russian crude oil, 885@890 
specific gravity, in bar- 
rels. to arrive....@ gal. 1.75 @ 1.90 


Paraffin Waxes—See page 5 


PAINT MATERIALS 
PIGMENTS 


Alumina hydrate—See Chemicals, 


Industrial. 
Baryten, ey white, foreign, 
f. . New York.® ton.32.00 
Weise domestic, pure 
white, floated, including 
package, f. o. k. mills.. 
Southern, off colcr, in bulk.15.00 @17.00 
Blanc fixe, pulp....... -+-¥# 50.00 
dry, 1. c. B Ib. _ 
car lots, f.o.b.works. ~ _ 
Flake white.....+sesseeeees 8 ib. iL 18% 
Litharge. commercial, powdered, 
casks, net 
steei kegs, iess being 600 
ibs. 
500 to 2,000 Ibs... 
2,000 ta 10,000 Ibs 
10,000 to 30,000 lbs. 
carload, min. 15 ton coe 
All above prices subject 
to cash discount of 2 per 
cent., and are for single 
delivery. 
rs’ 


ay 


eee Sie 
88 98808808 60909 © © 


‘et 


@35.00 


23.00 @ — 


Ps 


saye 
Lithopene, 
in barrels, car lots 
less than ae lots... 
imported . 
Metallic paints, brown. eee 
red 
Orange mineral, 
ican 
German 


To 
White lead, basic carbonate, 
American, dry, casks..# Ib. 
basic sulphate, casks....... 
White lead in oil, 100-lb. kegs, 
less than 500 Its. 


eo 
~~ 


11h S8ellIs 


243 
ae 


100 Ib 
500 Ibs. up to 2,000 Ibs 
2,000 Ibs. up to 10,000 Ibs. 
10,000 Ibs. up to 80,000 oy ; 
carload, minimum, 15 tons. 9. 
All above prices subject to cash 
discount of 2 per cent., and 
are for single delivery. 
lead, dry, casks....... # lb. 
em. kegs, less than ~ 


Ssiil 


Red 


10,000 to 30,000 Ibs. 
car lots, min. 15 tons. 
lead in oil, steel kegs, less 
than 509 Ibs..# 100 lbs. 
500 Ibs. up to 2,000 Ibs....12.38 
2,000 lbs. up to 10,000 Ibs.11.87 
10,000 Ibs. up to 30,000 Ibs.11.84 
carload, minimum 15 tons. .11.15 
All above prices for red lead 
and red lead in oil are sub- 
ject to cash discount of 2 
per cent,, and are for single 
delivery. 


zinc oxide— 


White geal ...sesececcescses 

French process, red seal....... 

BTOON BEAL. . cece ccssereceees 

White BEAL... .eccersrsesreee 

Leaded grad2s, American 

process— 

commercially lead free. 

56 p. c. lead suiphate.... 

10 p. c. lead sulphate... 

20 p. c. lead sulphate... 

85 p. c. lead sulphate... 

Discount of 1 per cent. on order 

of more than tons, and 2 per 
cent. for more than 100 tons. 


DRIERS 


fused, bbls.. 
@ lb. 

bbis.. 
Ib. 


Aluminum, oleate, 


palmitate, precip., 
resinate, precip., bbls. .#® lb. 
stearate, precip., bbis.® lb. 
Calcium, linoleate, bbls.....#@ !b. 
resinate, precip., bbis.. # lb. 
stearate, precip., bbis..@ Ib. 
Cobalt, acetate, bbis- ooeee  @ Ib. 
carbonate, bbls. ‘ 
hydrate, 
linoleate, solid, bbls 
paste drier, bbis.. ° 
resinate, fused, bbis..@ 
resinate, precip., bbls.® Ib. 
Lead, acetate, bbis ot 
linoleate, solid, bbis. 
resinate, fused, bbls. 
resinate, precip., bbis.. °@ Ib. 
Manganese, borate, c. p., bbis.. 


Ib. 
borate, technical, bbls. # lb. 
oxide, "85 per ct., bbls..@ Ib. 
resinate, fused, ‘pois. -@ lb. 
resinate, precip. ve bbis. # lb. 
sulphate, anhydrous, bbis.. 


¥ Ib. 

Zinc, carbonate, bbls......- 
resinate, fused, bbls.. ‘Biv, 
resinate, precip., bbis. -@ Ib. 
sulphate, crystals, bbls. @ Ib. 
stearate, precip., bbls..@ lb. 


BBESnok 


BER A 


ys 
nw 


~ 
on 


— 
ee 
OHHO9IOOQQNSSESE © 


_ Hr 
Sanne oO 


998988 Q9OH9 29 


DRY COLORS 


Blacks 


Bone, powdered.... # Ib. 
Black oxide of iron. . 
Carbon gas 
Charcoal, willow, 
common 


‘powdered. 
a ececccocvcccecs 
TVOTY ccccccscceccesseecessessee 
Lampblack 
Minera) blacks 


Seema ee eere watt eseeeeeeeee 


Bronze, ton lots 
Celestial, 500-lb. lot 
Chinese, 500-lb. lots 
Milori, 500-lb. lots. 
Prussian, 500-ib. lots 
Soluble, '250-Ib. lots. 
Ultramarine, in barrels 


Browns 


Sienna, Italian, burnt and pow- 
dered, ton lots, bbls. @lb. 
raw, powdered, ton lots, in 
barrels ...ceseeeesersees 
American, burnt and pow- 
dered, ton lots, bbis.... 
raw, in ton lots, in barrels 
Spanish browns, high grades, 

per tOn ..ceeeees 
low BTAdES ...--eeseseceee 
Wmber, Turkey, burnt cons en 
dered, in ton lots..# Ib. 
raw, powdered, ton lots, 

in bbls 

American, burnt, powdered, 
car lots, in barrels. 
raw, car lots, in barrels... 
Vandyke Drown....cssseseseeees 
domestic, ton lots, bbis.... 


Greens 
light, c. Perssesnc am 


ee eeeeeere 


Chrome, 


seeeeee 
stereos 
eeeeee 


seeesees 


Paris green, 
Verdigris 


Alizarine, feme, concentrated. . 
Carmine, bulk, 11- Ib. 
imp eocccceccoece e 
Amaranth 
Crocus martus (purple oxide), 
per pound 


Indian red, English, pure. 
English, ordinary.......- 
American ° 

Oxide red, copperas, in casks.. 

domestic earth 
Spanish, imported earth. 
Para rec. toner, concentrated, 
100-lb. 
commercial 

Purple, lake 

Rose pink 
lake 

Toluidine toner 

Tuscan red 

Venetian red 

Vermilion, quicksilver, English.. 
American .. 


Yellows 
ton lots, light. @lb. 


eeeeeeseeeree 


Chrome, c. p., 
medium 
dark 

Dutch, pink 

Iron oxide, yellow, natural 
precipitated 

Ocher, French 
domestic, 
medium 

Ocher, golden . 

Zinc, yellow 


In 1-lb. and 5-lb. cans, Basis, 


Blacks 


in 
Drop black....escesseees eccccces 
Lampblack - 


Chinese 

Prussian ° 
Ultramarine 
Imitation cobalt.. 


sreeeees* stan 'as.00 


889989 


5%@ 


8%@ 
8%@ 


sof 3 $ 


4@ 
4@ 


8 
rs 
4 


‘1 
i 


RoaSeSRs 


COLORS IN OIL 


100-ib. cases. 


15 


g's | 1 ott 


$2151 888 


50 

5 
7 
18 
12 
12 


14 
4% 
4, 


85 
380 
RO 


Browns 


Italian, burnt or raw, 
best grades ®lb. 21 
Turkey umber, burnt or raw, 
best grades.......ssceee 


Sienna, 


Vandyke brown, genuine........ 30 


Greens 


Chrome, chemically pure...@ 1b. 30 
commercial, 25 per cent.... 17 


25 
33 
Venetian 16 


24@ 2 
Ocher, 15 @ 18 


GOLD AND OTHER LEAF 


Gold leaf, XX deep, 8% x 3% In. 
®@ pkg.12.75 
3% x 3% 


# pkg.11.00 
Silver leaf, domestic, 3% x 3% = 4 


imported, 3% x 3% in 
e 
Aluminum leaf, 5% x 5% in 


ordinary, 


50 


pd 
a metal leaf, 5% = rH 
® pkg. 1.5 
Package “consists of 500 leaves 
in books of 25 leaves each. Prices 
subject to a discount of 2 per 
cent. for cash. 


OTHER PAINT MATERIALS 


Bronze powders, gold, bulk.@ib. 55 
aluminum 55 


5 #@ ton 5.00 
Clay, china, imptd., lump. = ton.16.00 
domestic, lump, £, b. 
point of production. 


Cobalt oxide, grey, in kegs.# Ib. = 
black, in kegs ep 
Copper oxide a "15 
Feldspar A ton.20.00 
Fuller's earth, powdered, carload 
lots 


#@ ton.23.00 @ 
Graphite, f @ Ib. Ye 
lump, ground 


Manganese, powdered or granu- 
_ 80@85 p. c. + > 


Magnesite, 
calcined, powdered 
Marble flour 
Naphtha, deodorized 
Plaster of paris 
dentists’ 
Pumice stone, original cks..@ ib. 
lump, 
selected lumps in barrels... 
powdered, . 
Putty, com’l, in 1 and 5 


38 
aa 


AR AS 


31 S8 onea83! S28! | 


linseed oil, 
commercial, 
linseed oil, 

Rotten stone, original casks.#@ lb. 
selected, 


in 120-Ib. tubs. 3. 


999999 9HO8999eq 
2 oe 


_ -® ton.10.00 
) ton.18.00 
@ ton 0.00 


extra. velvet, black 
Soapstone, pow’d, in bags.# ton.15. 00 
Talc, American 
French 
French, high grade 
Italian 
Terra alba, Am. No. 1. 
No. 2 
Tripoli, car lots 
Whiting, commercial. 
gilders’, bolted 
extra gilders’. 
American, paris white 
English cliffstone 


VARNISH GUMS 


Asphaltum, Barbadoes 8 
California 
Cuban # ton. ‘60. oO 
Egyptian # |b. 25 


Gilsonite 
# ton.47.50 


Malta 
Mexican #@ ton.22.50 


South American > 7 
Texas 
Trinidad 
Manjak 
Venezuelan 
Copal, Congo, amber. 
dark amber 
picture 
sorts 
white 
East Indian bold 


Stk wrt 


SSSa 
te 
899599H9H9999899' 


et 


gs 


@euel 
AA SAS 
| aS3aSS31 S22 


orn 


= 
Q9HOHOHHH9H99999 


3% 


standagd sorts 
Pontinak, chips........ 
No, 1 


> 
2 


selected fine 
Yanzibar, bean and pea. wip. 
Dammar, Batavia b. 
futures 
S'ngapore, 


98 


a 
2 


No. 1, 


89896 


a 
Ss 


Kauri, 


No. 8.... 


brown chips, eoeeery. -B@ Ib. 
brown chips, extra....@ Ib. 
bright dust 
brown dust 
ordinary dust 
X dark 


white... 


Q999HH9ON99HQOSN95 


XXXX extra pale Nomina! 


xXXXXX picture quality.. 
: #8 lb Nomina! 


Artificial Resins 


Parocoumarone resin, met. = 


(250 Ibs.) ‘ 
Ester gums—High acid, bbis 
(B00 IDS.)...--2eeeee # Ib. 

low acid, bbls. (300 Ibs. c Ib 


Diamond 
Superfine, 
Fine 
Meese 
garne t 


orange. 


Button “ei 
Bleached, ground.........++. 
bone dry 





4 


WINDOW GLASS 


United 

inches 

% 6x8 
lix!4? 

4 12x18} 

20 10x26 
18x22? 

50 

54 


14x20 
16x24.... 


to 
to 


20x30.... 
24x30.... 
24x36. 


20x2 20 § to 
to 
to 
28x32 to 30x40.. 
80x30 | 
B2xé 
34x36 
B0x5: 


to 30x50.... 

to 380xh 

Bracket 
Sizes. 

to 10x15 

14x20.... 

16x24.... 


to 
to 


20x30.... 
24x30.... 
24x36.... 


to 
to 
to 


to 30x40.... 
80x50.... 


B0x54.... 
84x56 


to 
to 
to 


34x: 36 5 
BOx52 
90 30x56 eee 
94 34x58 to 384x60.... 
100 36x60 to 40x60.. 
Sizes making over 
in 100-foot cases only. 
105 40x62 to 40x64... 
110 40x66 to 
115 40x72 to 
120 40x76 to 


-$1 


40x74.... 1 
40x80.... 2 


40x70.... 15 


AA 


+. $24.00 


27.00 
28.00 
29.00 
30.00 
32.00 


86.50 
389.00 


_—— 
$2 x0. 00 


21.00 
22.50 


23.70 
24.50 
26.00 


28.75 


B 
$19.00 


20.00 
21.00 
22.00 
22.50 
23.25 


25.25 


28.75 
31.25 


83.25 
35.50 


Double 


AA 


+++» $32.00 


35.00 
89.00 


42.00 
43.00 
44.00 


47.00 


51.00 
52.00 
55.00 

56.00 
66.00 


42.00 
18.00 
78.00 
10.00 


B 
$26.50 


29.00 
31.00 


84.50 
35. 00 


A 
$28.00 


31.00 
34.00 


87.00 
38.00 
39.00 


42.00 


46.00 
47.00 
50.00 
51.00 
60.00 


100 united Inches, 


$130.00 
146.00 
162.00 
190.00 


The following discounts apply for all regular, 


single strength and doub 
glass, in carload lots and 
within the United States 

Single strength, A qual 
87 per cent. Single 
40 and 50-inch brackets, 
Bingle strength, A 
and 5 per cent. 
25-inch bracket, 
B quality, 34, 40 
2% per cent. 
50-inch bracket 
strength, A 
Double strength, 
cent. 


Single 
88 per ce 
and 


quality, all 


B 


quality, 


quality, 


le 
over, 


ity, 


strength, 
and 


85 
abo 
streng 
at. @ 


per 
sizes, 
all 


strength window 


for shipments 


and Canada:— 
25-inch bracket, 


A quality, 34, 
5 per cent. 
ve 50-inch, 84 
th, B quality, 
ingle strength, 


50-inch brackets, 86 and 
Single strength, B quality, above 
85 and 2'% 


cent. Double 
86 per cent. 
sizes, 88 per 


Note.—These prices are f. o. b. works, and 


to them should be added 


for others, as well 


okarges. 


a 


METALS 


98@99, 


Aluminum, 
Copper, electr 
Lead, common 
East St. 


een silver.—See 


w 


Extra white 
Medium white 
Cabinet 

low 
men 
French 
Fish, liquid, @bls 


virgin.. 


York.. 


-# Ib. 
% ; 


P Ib. 


boxing charge of 
20 cents for the first three brackets, 
as cartage and freight 


40 cents 


17%@ 

13%@ 
055 @ 
053 @ 


70%@ 


(50 gals.). Peal. o 


NAVAL STOF ES 


Turpentine, spirits, ex yat 
wood, sieam dist. 
destructive 


Rosina, 


d. 4 
e ga 


dist... gal 
per barrel (280 Ibs j:— 


L ange Florida graded— 


Rosin pitch 

Tar, kiln burned 
retort 

Fine oil, steam 

930 en. 

under 930 gp. 

destructive 

Rosin oil, first rectified. 
second rectified 
third rectifieq 
fourth 

Yer o!l genn 
cemmerrtal 

Gum 9 bs) 


disti 


ZI 


-e hii 


-e* 
ad 


--@ eval. 


f98N the.).13.00 @ 


gal. 


97 
1, 78 


is @ 


393909+ 


‘on 
5.25 
6 00 
-1.00 
9.00 


PeCCPEOTT PRETTY 


1 = 


No nal 


J=O9 8999059 


9939 


DRUGS AND FINF 
CHEMICALS 


Acetanilide, 
Aceatrhe 


t 


DY i"... 
netidin 
nr (aceta 
mts 


in bb! 


of lime 
drums 
ss ear lots, drum 
(Ferm: ntathone 
irums 
less car ints, 
methyl 
Acetone 9 
heavy 
Aconitine ‘ 
Adepslanae ho 
anhydron 
Agar. agar, N 
No. 2. 
i a ae 
Alcohol, buytl 
ethyl, cologne 


ta 


Re 


188 proor, ¢t 

190 proof, 

export. bb! 
methyl, 95 per cent. « 
barrels 
per 


97 eent., drur 


denatu’ 
190 


Spe cial 
proof, 
drums 
complete!s 
proof 


drums 
No. 


No 
bbls 


5, 188 proof. 


e-ums 
No. @, i88 proof, 


drums 
vron 


180 1c 


spirits, 


extra. 


extra. 
per gal. 


s.\7 !b. 
-@ b 
y, car 


s..lb 
lots, 


irums.. 


2.17 OA 


~9 
al, 


. 4.70 


irums, 
2 em. 
® gal. 
ms, 


bbls. .g 
extra..g 


bbis., 
gal 
gal, 
bblis., 
gal. 
-gal. 


lese than 188 proof. 


phenyl etny}.. 
Aloin 


bbl. 


30 @ 


las ¢ 


84@ 
40 
84@ 
10 @ 


19% @: 2 
75 @f.M 
oo 


. 
~~ 


wm ' 
i @ " 
o @' 0% 
‘1 @ 1.415 
o ” 


a 23 


@ 4,85 
@ 475 
@ 4.80 

41 


2u 


4% 
465 


40 


52 _- 
4 


ay 


@ 8.50 
@ RX 
@12.00 
@320.00 


OIL PAINT AND 


U. 
Ib. 


lump, 
2 


Ammonia, carbonate, 
8. Pu... 
powdered 
chloride, U. 8. P., granular, 
#@ ib. 
Amyl acetate .. 
Antipyrine, bulk 
Antimony.—See Chemicals 
Aristol.—See Thymo) Iodide. 
Aspirin i 
Atropine, sulphate 
alkaloid 
Barium, chlorate 
chloride, C. 
dioxide 
nitrate 
Bay rum, Porto Rico 
St. Thomas 
Biemuth, ammonium citrate, 
oS. P. 
ammonium 
citrate, U. s. P., 
giycerite, N 
hydroxide .. 
metallic 
nitrate, 
oxide, 
Oxy 
salicylate, 


crystals.....++®% 
powder... 
chloride 
38@40 per cent., 
a = 
subsalicylate, 62@66 Pp. 
subbenzoate ..... 
subcarbonate, 
x-ray 

subgallate 

subiodide 

subnitrate, 

cones 
Borax, contracts, crystais, 
dered _ eee 
sacks . ° 
barrels 
kegs . 
Bordeaux mixture 

Market. 

Bromide, ammonium, granular, 
® Ib. 
imported .... # Ib. 

CAMUMINUM .oceenceceees @ Ib. 

calcium 

lithium 

ethyl .. ee 

potassium, granular. --@ Ib. 

CrytsalS® ...cccceeee @ ID. 
imported #8 lb. 
sodium, granular .....#@ Ib. 
imported ....+e++-@ Ib, 
So franular..... “he 
BD sccees 
Bromine, purified...... 
Burgundy pitch, domestic. 
Cadmium, metal sticks....% 
Caffeine, alkaloid 
citrated 
hydrobromide 

Sulphate ...esse0e 
Calcium, phosphate, precip.. 

sulpho carbolate....... 
Calamine ....... 

COMPOUN ...screcsecesesss 
Camphor, monobromated...® Ib. 
Cantharides, Chinese....... # |b. 

Russian -@ lb. 


Carbon disulphide--See Chemicals, 
seeeee o @ Ib. 
oe -@ lb. 
‘ # Ib. 


Casein, C. 

Castile soap, white, 
powdered ... 
green, pure.. 

ordinary cove 
mottled, pure .... 
ordinary 

Castor oil, medicinal, 

cases . 
We. B, DASGIS. cc csecse . 
GRBOB scccvccvsesces #8 Ib. 
Chalk, precipitated, heavy, casks 
f. o. b. factory....# lb. 
light, #. 0. b. factory..® Ib. 
extra light, f. o. b. fac- 

COPY ccccccccccccce ID. 

willow, powdered. # Jb. 


bbis. 


Charcoal, 


Chloral, hydrate, 100-lb. lots.® lb. 


Chlorine, liquid — See Industrial 
Chemicals. 


Chloroform, technical 


Chrysarobin etree oe 5a ae Ib. 

Citric acid.-See Acids. 

Citrates, ammonium 
iron 
iron 


eee eeeereee 


and ammoniaum, 
brown so&les........ 
STOON SORIOR. cccccsccees 
iron phosphates............ 
iron pyrophosphate......... 
DOCRER cccccsccescccccc te ID 
soda, U. S. P. VIII....@ lb. 
U. S. P. IX.......@ lb. 
Cocaine, hydrochloride, flakes, oz. 
crystals, granular and pow- 
dered . coccecee @ Ib. 
Cocoa butter, bulk @ lb. 
HNBSTS occccse +. @ Ib. 
Codeine, acetate, 100-oz. lots.... 
8 oz. 
GUAINEE  ccccccccscce cD OS. 
hydrobromide ... - #8 oz. 
hydrochloride (muriate). Boz. 
nitrate ........ +8 oz. 
phosphate . oecee eH OZ. 
salicylate oo eee @ OZ. 


sulphate 
Codliver oil, New’dland. 


Norwegian cocces 
Collodion, U. S. P..... . 
flex, U. 8S. P. . 
Corn syrup, 42 deg... .%'100 lbs. 
i. eee #@ 100 Ibs. 
sotton, soluble...... 
"ROTI ccccccccese ae yi 
‘ream of tartar, nowdered. 2 Ib. 
imported 
creosote, OU. S. P... 
rarbonate .... 
Cresai, 
Cutuefish, Trieste 
French .. 
ice-chloride 
1 ver’s powder 
&rmotine hydrochloride 
om salt, _ OER e ccs ex @ 100 ibs. 
U. 8. # 100 lbs, 
Ether, all seis bulk, 100 Ibs, 
upward— 
U. 8. P. anaesthesia... # Ib. 
U. 8S. P. concentrated. # Ib. 
U. &, BP. 1660...cccceceee 1D. 
WASHOE .cccccece -®@ lb. 
engine ether 
butyric .... 
Eucalypteol ... 
Formaldehyde 
Furfural 
Fusel oil, crude 
refined 
Gelatire, 
Glycerin, 


mixture. 


m 


bulk, drums 
added.#® Ib. 


+ in 
and bbls. 
a: namite, drums 

30 de yellow, 
soap ive. loose 
saponification, 
Glycerophosphate, 
soda, crystals... 
soda, liquor, 
manganese 
potash, 
Guaiacol, 


inc. .# lb. 
distilled. 
# Ib 
# Ib. 


-# Ib. 
-® Ib. 
- #8 Ib. 
-#@ lb. 
liquor, 75 p. c.# lb. 

crystals...........# Ib. 
liquid -®@ Ib. 

carbonate % 

Haarlem oil.........8TOBS bottles 
Heliotrepine eeeccece 
Hexamethylene-te stramine ee 
Honey, California 


grees, 


loose... 


calcium. 


75 p. c. 


# Ib, 


Hydrogen peroxide.......#@ gross 8.50 @20.% 


Hydroquinone 


8 bbil.2 
eee bbl.22.00 


10% 


114%@ 


17 
00 
2.25 


76 


o> 
0.20 


.00 
49 
21 
23 2% 
6% 
17 
3.17 


.20 

28 
-30 
75 
70 
20 
.50 
.90 
65 


rome Nr 


_ 
’ 


otenr 


getomtor 


mh 
ac 
= 


sSase 


hon 
crho 
GOQNQESO9QSOE59 


Sa ohB8Sas 


waa 
a 


o8ess 


ee 
©8898 990 


75 


1.00 
99 


&4 
84 
89 
94 
65 
55 
62 
6.00 


6.00 
28 
34 


5.40 
6.00 
4.80 
5.40 
5.40 
4.45 
4.45 


00 


26 
29 
2.37 
2.42 
40 
3.00 


23 


seceeseoes 


899999988 OH8 QHNHNHAH OO EON 


11% 


12% 
@ 19 
@ 2.20 


@ 2.35 


e 


@_ 80 
@ 5.50 
@12.00 
@ 45 
@ 25 
o@ 25 
2@ 7 
@ 3.! 50 


® 


OQLHHOODOHOSHS ©9 


ht 


@ 
26144@ 


@ 


40 @ 


1.70 


@ 1.95 


13%@ 


18 


@ 


18 @ 
23 @ 


. 2.20 


17 


50 
90 
2.00 


2.90 
. 3.25 
3.50 


3.00 


67 


@ 


94@ 


90 @ 


95 


DRUG REPORTER 


Hypophosphite, eo -@ Ib. 
calcium ... 
iron 
magnesium 
potash 
soda 


Ichthyol .. 


Iodide, ammonium. 
arsenous 
arsenous and merc uric 

tion 
barium 
cadium 
calcium 
copper 
ethyl 
iron 
iron iodide syrup. 
lead .....- 
lithium 
manganese 
mercury, green 
red 
potassium 
sodium 
starch 
strontium 
sulphur ... 
zine 

Iodine, resublimed 
crude 

Iodoform 

Iron reduced 

Isinglass, Russian.. 


Ketone, ethyl, methyl.... 
Lanoline—See Adepsianae. 
Licorice, powder, compound, 
U. S. P. ccsceseese 
extract, mass. 
powdered Sees eee lb. 


Lithium, carbonate...... 
CHAO cccccccccecses #8 lb. 


Magnesia, carb., U. S. P., bar- 
FOLD sccccccccsccsee Gs ID. 
technical, barrels....... 

bags ib. 
CMICINEd ...ceeeeccerseesess 


Manganese, peroxide.......#@ Ib. 
dioxide, precipitated...@ lb. 
Menthol % 


Mercurialis, 
calomel 
corrosive sublimate. 
mercury bisulphate. 
red precipitate 
white precipitate......% . 
blue mass, U. B. P..w.seeees 
mercury and chalk... 
mercurial ointment, 4%. 
mercurial ointment, %%... 
mercurial ointment, 80%... 
citrine ointment .......... 


Methylene blue, medicinal....lb. 
Methyl acetone, tank cars. e gal. 
drums .... ° 
barrels 
powder, 

skimmed 

Morphine, bulk, 25-oz. lots— 
BCOTATE .oceeeeeeceees GF OZ. 
aikaloid ccccccee Gf OZ 
diacetyl alkaloid......# oz. 
diacetyl hydrochloride. # oz. 
ethyl hydrochloride... oz. 
hydrobromide -- #8 oz. 
hydrochloride ... - 8 oz. 
sulphate ......ee00++-8 OZ. 4. 
apomorphine .........#0z.1 

Musk, Cabardine, pods.....#@ oz. 17. 
Cabardine, grained........ .26. 
Tonquin, pods .... 
Tonquin, grained.....# 0z.40. 
eynthetic .........++..8 1b.13. 

Myrbane oil, refined, arums—See 
Coal Tar Intermediates. 


Napbthaline—See Coal-tar bases. 
Olive oll. See vegetable Oil 
Market. 

Opium, cs., U. 
powdered 
granular 
Orthoform .. 


Oxalates, ainmonium, 
crystals ... 
cerium 


sees 


eee eweeee 


hard and 


Milk 


. 6.00 
7.00 


é . 
correc vereeces @ lb. 7.00 


eccccccccccsoccc el OS. 
technical, 


powdered 
fron and ammonium....lb. 
iron and potassium......lb. 
iron and sodium.........Ib. 
potassium, neutral, pwd.lb. 
sodium, neutral, pwd....Ib. 


Paraldehyde -@ lb. 
Paraformaldehyde q 
Petrolatum. See Page 3. 
Phenolphthalein oe 4 
Phenylhydrazine, hydrochloride.. 
Phosphorus. (See Chemicals.) 
Pilocarpine, 8 oz. 9. 
nitrate 8 0z.10. 
Podophylin, U.S s..8@ lb. 4 
resale 4 . 3.85 
Potash, acetate 
bicarbonate 
chlorate # ib. 
permanganate, U.S.P..# lb. 
guaiacol sulphonate oe Ib. 2. 


Quicksilver, flask (75 lbs.), spot.d 

Quinine sulph. and manufac. 
turers’ quotations,, 
100-oz tins 


+++ Oz, 
Japanese 


BP oz. 

Java -@ oz. 
alkalvuid 
acetate 
arsenate .... ee 
arsenited ~inrceee > 
benzoate coooee OR: 
bisulphate # oz. 
citrate -e oz. 
dihydrobromide 
dihydrochloride (bimuriate). 


66 


60 


-40 


75 


00 


hydrochloride.. 
J 


29 
ve 


? Ib. 8 


14 


60 
59 


88 
88 
88 
88 
88 
60 
88 
88 
88 
88 
S838 


ferrocyanide 
formate 
glycerophosphate 88 
hydriodide 88 
hydrobromide ¥ 5 79 
hydrochloride (muriate)#oz 74 
hydrochloride and urea (bi- 
muriate and urea).#@oz. 88 
hydrochlorsulp 8B oz. 88 
hypophosphite % 88 
lactate 88 
phenolsulphonate 
carbolate) 
phosphate 
salicylate 
tannate 
tartrate 
valerate 
cinchonine, 


sulphate 


(apne: 
88 
79 
79 
60 
88 
98 
38 
on 


25 
70 
50 
70 
50 


cinchonidine, 
sulphate 
Quinidine, alkaloid 
sulphate 
Resorcin, crystals, 
Rochelle salt, 
powdered 
Rosewater, triple. 
Saccharin, soluble, 
insoluble, makers.... 
Salicin 
Salicylate, 


crystals....s- 


demj.. 


makers. # lb. 
-@ lb. 


1.90 
1.90 


35 
82 


80 


occ se @ 22. 
8 '> 
-- #8 lb. 


methyl..... 


Salol 


Santonin, crystals. bulk. 


58% 


©8 9898609 


®8Eaee o9 999 


a) 


QHONH ©O9HHHHSH9 


@ 
@ 


@ 


8 999996998 


~ e 


3 


» 


- 


srr iBp trast 


op te we GO 
GRASS 


11S 


ee 


en: 
n_ 


a 
Pibortiel 


mts 
RO 


S2sseSiriiiiti 


Nominal 


54 
50 
90 
70 
55 
55 
50 
75 
55 


85 
65 


@ 1.50 


Nominal 


@10.00 
@10.25 
@ 4.50 
@ 4.00 


@ 


@ 


94%@ 


@ 


@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 


@ 
@ 


@ 
@ 


@ 
@ 
@ 


nZ 


biltitite 


. 1.75 @ 1. 
16% 
16% 

9.00 @10 


9 


«- 
9 


35 
16 
11 
15 


35 @ 3.00 
5.00 @56.00 


od 
o 


= 


| 


85 
21 
21 
00 


-00 
2.00 
4.50 @ 4.75 


iv 


40 
84 


85 


-® 1b.167.00@170.00 


.-a2 Ue 182.50@0171.50 


May 22, 


Seidlitz mixture...... 
Silver, nitrate 
nucleinate 
proteinate 
benzoate, 


voeee@ Ib. 


Ss 


da, 


cyanide—See Chemical Mar- 
ket. 
phosphate, 
sulphocarbolate 
Strontium, carbonate, 
nitrate 
Strychnine and salts, 100-0z. lots— 
alkalcid, crystals, bulk. 

@ oz. 
powder, bulk.# oz. 
bulk oeee @ OZ, 

arsenate, bulk.. - #8 oz. 
arsenited, 8 oz. 
glycerophosphate, bulk. @ oz. 

h y dro bromide (bromide) 
bulk . -@ oz. 

hydro chioride | ‘(muriate), 

bulk 

hypophosphite, 
nitrate, bulk. 

phosphate, puik 

sulphate, cryst. and powder, 

bulk cecese 8B oz. 

Sugar coloring (caramel), in 

barrels ... @ gal. 
Sugar of milk, powdered... @ Ib. 

uifonal, 100-oz. lots...... wa oz. 
Sulphonmethane cece e @ Ib. 

Sulphonethylmethane, U. 8S. P.ce 

Sulphur, flowers, bags...100 lbs. 
barrels --100 Ibs. 

refined flour, bags...100 lbs. 
barrels 100. lbs 

roll brimstone, a 100 lbs. 
barrels ««+-- “ae Lo 

rubber, bagsS...«+++-+ Ss. 

barrels ....-....100 lbs, 

lac .- o++@ lb, 

precipitated -@ lb. 

Sulphur, commercia See Chem- 
icals. 

Tartar emetic, 


alkaloid, 
acetate, 


‘buik.. 


technical, 


powdered ..+--- 

U. S. P., powdered. 
Tartaric acid—See Acids. 
Theobromine, alkaloid.. 
Terpinhydrate cove 
Thymol . 

jodide ... -- @ Ib. 
Trional .eccccccccccccscecesG OZ, 
Vanillin .... oeeeee @ OZ 
Venice turpentine, true....@ lb. 
Witch hazel extract.......#@ gal. 
Zine cyanide .y--- «++ @ Ib. 

oxide, U. @. P......0..8 Ib. 


+8 lb. 
-@ Ib. 


eee eeeeenee 


1922 


17 @ 
47%@ 
25 @ 
42 @ 


sO @ 


©2989 


a 


1. 


95 
05 
95 
95 


63 
20 
37 
4.50 
5.75 
3.00 
3.35 
2.25 
2.50 
2.00 
2.15 
2.35 
2.60 
10 
18 


RNYPNNNe wae 
Swmoerpiwnon 
RnSsusss 


QONHOHONHESHESEHH GH OOOH © OOHNSE 
1s 


~ 
s 


ee 2 
SES S11 


42 
1.20 
42 
14 


- 


QHLEHQHHSH OSE 
BSSaR5 


BOTANICALS 


Agaric, white.......+.+++++@ Ib. 
Almonds, bitter, bags, bxs..# lb. 
sweet, 28-lb, boxes.......- 
Meal ceccceee ° -@ lb. 
Areca nuts -e Ib. 
Balm of Gilead buds.. ° 
Cassia, fistula. ° 
Colocynth apples, Spanish..#@ lb. 
Trieste o+- @ Ib. 
pulp, U. Pocccecscs 8 lb. 
Dragon’s blood, mass .-@ lb, 
reeds, thick...- +++ @ Ib. 
thin # lb. 
Ergot 8 lb. 
Grains of Paradise.. 
Guarana 
Iceland MOSS....+++- ° 
Irish moss, CIOUAET » 2 0500099 
bleached oe ib. 
Kamala, U. S. eoesseeees @ Ib. 
Kola nuts, West Indian... Ib. 
Lupulin, N. F e lb. 
LyYCOPOGiUM ..ceeeeeeeecees # lb. 
Manna fiakes, large 
small 
Nux vomica, 
powdered 
Papain 
Poppy heads 
Quassia chips. 
st. John’s breac 
Tamarinds 
by the keg 


buttons..... 


grinding. 
ceuee ‘B Ib. 
seeeee @ Ib. 


Balsams 


South American, U. 


Copaiba, 
oe #@ lb. 


Ss. 


Canada.... 
Oregon 
Peru 

Tolu sess 


Fir, 
oo gal. 
-@ Ib. 
-@ lb. 


lb. 
ib. 
lb. 
lb. 
P |b. 
lb. 
lb. 
lb, 
lb. 
lb. 
lb. 
lb. 


Angostura 

Basswood 

3ay berry 

Barberry 

Black haw bark 
bark of tree 

Buckthorn, true.. 

Calisaya 

Canella 


of root... 


alba. eee pene Sinaia se Pe 
Cascara sagrada.....seseeee ? 
Cascarilla quills, long.....8 
quills, small..... oe 
siftings 8 |b. 
Cinchona, red, quills, short. $ lb. 
long #@ |b. 
broken lb. 
chips lb. 
Condurango Ib. 
Cramp, so-called lb. 
genuine lb. 
Cottonroot lb. 
Dogwood, domestic....... lb. 
Jamaica lb. 
bundles, lb. 
grinding lb. 
powdered 
Lemon peel ..cccecccccccee e ib. 
Mesereon 2 lb. 
Oak, 
white 
Orange peel, bitter, 
sweet Malaga, 
quarters 
sweet Trieste 
Prickly ash 
Pomegranate 
of fruit 
Sassafras, ordinary 
select ° 
Simarubra 
Soap, 
cut 
crushed 
Tagalder 
‘Tonga 
Wahoo 
of 
Wild cherry, 


Elm, Belect..ccccecs 5 


of root 
unrossed, 

8 lb. 
thick, rossed # lb. 
thin, unrossed......... P |b. 

rossed, green......- # Ib. 
Dime. cocccccecsesers @ lb. 
poplar "7 


thick, 


White 
White 


-@ Ib. 
“2B Ib. 


Calabar ° 
St. Ignatius........ 
Tonka, Angostura eee 8 lb. 
Vanilla, Mexican, whole....# Ib. 
CULTS peccescccecces B lb. 
Bourbon # |b. 
South American.......# Ib. 


Berries 

Cubeb, ordinary 
Deus. occa neeneseeeeessn ® Ib. 
powdered i 


veeeees cael # gal.10.75 


Nominal 
40 @ 41 
40 @ 41 
28 @ 29 
8 @ 10 
45 @ 50 
8 @ 10 
28 @ 29 
24 @ 25 
40 @ 42 
5 @ 60 

Nominal 
68 @ 70 
1.05 @ 1.07 
2 @ 14 
@ 7% 
@ 9 
@ 8 
9 @ 10 
8.25 @ 3.30 
5 @ 6 
1.25 @ 1.50 
1.00 @ 1,05 
5 @ v0 
@ 50 
@ 8 
@ 11 
@ 2.25 

@ 


61 
@ 9 
@ 


2. 


4 
4 


@ 
2.75 @ 3.00 


29 


25 


@ 30 
@ 2 
@11.00 
@ 1.45 
@ 2.20 
@ 60 


1.20 
2.15 
55 


14 
14 
11 
10 
22 @ 
15 @ 
6%4@ 
17 @ 
49 @ 
11 @ 
35 @ 
28 @ 
20 @ 
30 @ 
55 @ 
17 @ 
15 @ 

7 @ 

8 @ 
40 @ 
14 @ 

7 @ 
10 @ 
22 @ 
11 @ 2 
14 @ 16 

8%4@ 9 
10 @ 

6 @ 

6 @ 

5%@ 

5 @ 
Nominal 

5 


15 


@ 
@ 


@ 


@ 


18 
16 
8 
9 


16 

8 
11 
23 


8 % @ 
8% @ 
5 

30 


52 


28 


6 
8 
9 
13 
6 
6 


18 
22 
1.20 
10.00 
8.00 
3.00 
7.00 


1.00 
1.10 


- 1.05 





May 22, 1922 


Fish (cocculus 
Horse nettle, 
Juniper 

Laurel ° 
Prickly ash 
Raspberries, 
saw 


indicus)... 
dry 


dried.. 
palmetto 


Arnica 
Borage 
Calendula alS..... 
Chamomile, Roman 
Hungarian, genuine...7 
Clover tops........ ecees 
Eider 
Insect floWers.......e00. 
powdered 
powdered 
Kuosso 
Lavender, 
select 
Linden, with 
without 
Malva, blue 
black 
Mullein 
Orange 
Poppy, red 
Rosemary 
Saffron, American 
Valencia 


pet 


with ste ms. 


es Ib.2 


55 
80 
31 

2 


40 
58 
37 


p 1.15 
@ 30 
@ 40 
@ 16 
@ 382 
@ 338 
@ Nom 
@ 65 
@ 50 
@ 41 
@ $31 
@ 1.15 
@28.00 


40 
30 
1.10 
7.00 


Herbs and Leaves 


Aconite, leaves 
Bay, vceccee 
Boneset 
leaves 
Buchu, short.. 
long 
Buck bean, 
Belladonna 
Catnip herb 
leaves ‘ es 
Cannabis indica, imported. 
domestic, U. S. 
not tested 
Chiretta 
Coltsfoot 
Conium 
Corn silk. 
Damiana 
Deer tongue 
Digitalis 
Eucalyptus 
Euphorbia 
Grindelia 
Henbane 
Henna, 
powdered 
Horehound 
Horse tail herb 
Jaborandi 
Laurel, good.... 
fair 6 
Liverwort ? Ib. 
Lobelia # Ib. 
Matico 
Marjoram, No. 
medium 
fair 
Patchouli 
Pennyroyal 
Peppermint 
Pichi 
Pulsatilla 
Princess 
Rose, red 
Rosemary 
Rue 
Rupturewort herb.. 
Sage, Greek ....... 
Dalmatian ... 
Savory . 
Skull cap, 
Senna, Alex., 
half leaf.. 
siftings 
Tinnevelly -# Ib. 
powdered ......see0++-@ Ib. 
pods ccccececome Im 
Spearmint, American.. B lb. 
Squaw vine 
Stramonium ° 
Thyme, Spanish 
French 
Uva ursi 
Witch hazel 
Wormwood, 


. 8 Ib. 


@ Ib. 


pilulifera 
robusta... 


- B® lb. 


# Ib. 


pine 


Western ..@ lb, 
whole leaf...#@ Ib. 
cocccccee ee ID. 

-@ lb. 


-@ Ib. 
-@ Ib. 


Sis -® Ib. 
foreign.. 


Roots 


Aconite, U. S. P...c.eeee ee Gf Ib. 
Aletris coccoee @ Ib. 
Alkanet ++ @ Ib. 
Althea ooo @ Ib. 
Angelica, European .-@ Ib. 
American --@ lb. 
AINICA .ccccccecccccccccccce St 1B 
Arrowroot, Bermuda........#@ Ib. 
St. Vincent, bbls......@ Ib. 
domestic .......ee00+-@ Ib. 
Belladonna ....eeeeeeeeeeee @ Ib. 
Berberis aquifollum........@ lb. 
Beth ccccccccccccsescccccces @ Ib. 
Blood eos @ Ib. 
Blueflag # lb. 
Bryonia -@ Ib. 
3urdock ] 
Calamus, ordinary... 
bleached 
Cohosh, black... 
blue 
Ichicum 
Colombo 
powdered 
Cranes bill 
Culvers 
Dandelion 
Dogegrass, 
Echinacea 
Elecampane 
Galangal 
Gelsemium 
Gentian, whole... 
ground 
powdered 
Ginger—See Spice Market. 
Ginseng, Northern, wild.... 
Southern, wild 
cultivated 
fibers 


seal 


eve ta 
-@ Ib. 


¥ Ib 


#? Ib 


Golden 
powdered 

lebore, white, 

black, pwd 

Ipecac, Cartagena 

powdered 

Rio, whole 

powdered 


He pwd. 


powdered 
resin, Jump 
powdered 
Kava kava 
Lady slipper 
Licorice, in bales..... 
selected 
powdered 
Lovage 
Manaca 
Mandrake 


Saal 


. 5.00 


Orris, Florentine, whole...-@ Ib. 
powdered weseeeee » 
Verona eee 
powdered ° b 
fingers -@ Ib. 
Par@ira DIrav@...c-cccsseces lb. 
Pelitory coccccccccse De 
Pink, true .... eccee @ Ib. 
POk® ccccccccccccccccccccccc et ID. 
Rhubarb. Shensi 
high dried 
powdered - cone 
Sarsaparilla, Honduras..... 
Mexican 
Scammony 


eevee 


-@ Ib. 


# lb. 
# |b. 
#@ lb. 
--#@ Ib. 
.@ Ib. 
@ Ib. 
# lb. 
@ lb. 
* "8 Ib. 
# |b. 
# lb. 
#@ Ib. 
®@ |b. 
#2 |b. 
@ Ib. 


@ Ib. 


-. @ Ib. 
. ® Ib. 
-@ lb. 


t 5 
-- @ Ib. 


«+B Ib. 
Yerba santa@.......--ssee++-8 Ib. 


 1b.10.00 


. 3.55 


. 2.00 


. 3.00 


7 @ 28 
Nominal 
@ ‘ 
@ 13 
a 90 
@ 90 
@ 13 
@ 12 
@ tii 
@ 17 
6.00 @ _ 
45 @ 50 
35 @ 40 
20 @ 21 
6 @ 7 
16 @ 18 
4%@ 5 
10 @ il 
7%@ 8 
8 @ 9 
5 @ 6 
15 @ 16 
9 @ 10 
65 @ 70 
17 @ 19 
19 @ 21 
7%4@ 8 
14 @ 16 
35 @ 36 
54@ 6 
Nominal 
30 @ 35 
8146@ 9 
18 @ 20 
16 @ 
14%@ 
13'2@ 
26 @ 
8 @ 
23 @ 
10 @ 
38 @ 
@ 


15 


27 
10 
33 
11 
40 
15 
60 
4 
80 
68 
4% 
10% 
20 @ 
35 @ 
14 @ 
9%@ 
4@ 
8 @ 
6 @ 
20 @ 
14 @ 
94@ 
7%@ 
9x@ 
6 @ 
9 

10 

11 


,@ 


2° 


30 

10 

11 

15 

15 

25 

Nominal 

8 @ 

4 @ 

12 @ 

17 @ 

164%@ 

14 @ 

30 @ 

10 @ 

2 @ 
@ 
@ 
@ 
@ 
@ 


a 


@ 


@ 
a 
a 


@ 


“%@ 
@ 


@12 
7.00 @ 7. 
7.25 @ 7.5 
Nominal 
20 @ 3.2: 
@ 3.6 
14 @ 

21 

1.65 

1.90 
1.90 


18 
99 
2.85 


14 
59 
6 


“9 
40 
20 
12 


3899965529999 


a 


8 
10 
6 
9 
78 


Q998 


@ 8&8 
20 @ 21 
26 @ 27 

75 @ 80 
7 @ 8 

Nomina! 

60 @ 

io @ 

iS @ 

40 ow 


542@ 


65 
wall 
no 
43 

6 


16% 
144% 


OIL PAINT AND DRUG REPORTER 


Senega 


a Ib, 1 
Serpentaria cove a éoes lb 
Skunk cabbag oooe@ Ib, 1 
Spikenard el 
Squills 
powders 
Stillingia 
Stune 
Turmeric, Aleppy 
Madras 
powdered 
Unicorn, false 
true (aletris 
Valerian, Belgian..., 
Wild yam 
Yellow dock. ee 
Yellow (Xanthi yriza). 
Zedoary 


Anise, Spar 
star, 
Canary, Spanish 
South American..., 
Morocco, 
Caraway, Dutcl 
African 
Cardamoms, 
dect 
gr 
Celery 
Colchicum 
Conium 
Coriander, natural 
bleached 
Cummin, Mor 
Levant 


bleache 
wticated 
een 


Fennel, 

Germ: in 
Foenugreek . 
Hemp, Manchuria 

Russian 
Job's tears 
Larkspur 
Lobelia 
Millet 
Mustard, Bari, brown.... 

Bombay 

California 

Chinese, 

Danish, 

Dutch, 

English, 
Parsley 
Poppy, Dutch.. 

Turkish 

Indian 
Pumpkin 
Quince 
Rape, South American... 

Japanese ° 

Dutch 
Sabadilla, 
Stavesacre 
Stramonium 
Strephanthus, 
Sunflower, South 

domestic 
orm, Levant 
American 


brown.....# 
yellow 


yellow 
yellow 


blue 


American. % 


Ww 


Cassia, Batavia, 
shortstick 

Batavia, No. 
No. 1 Saigon rolls.....% 
China, selected, cases.# lb. 
broken, selected.......% 
buds 

Cinnamon, 
No. 

No. § 
Cloves. Amboyna.. 
Zanzibar 
Penang .... 

Ginger, Cochin, 
Lemon 
African, No, 

Japan 
Jamaica, fancy, 
grinding 
Mace, Banda 
Penang, 
No. 2 
Nutmegs, 


#os 


¢ 
bold..#@ 


Satavia..cccccece “e 
105s to 110s. 
to 
grinding 
Paprika, extra 
fancy 
medium 
Pepper, black, 
Aleppy 
Lampong 
Tellicherry 
white, Singapore... 
Muntok 
red, chilltes, 
Mombassa 
capsicum, 
Pimento 


Japan, No. +e 
eo veeures # lb 
Bombay.# lb. 


Aloes, Curacao, 

in gourds.. 
Barbados, true.. 
Cape 
Socotrine 

Ammoniac tears..... . 


Arabic firsts ... 
seconds 
thirds 
sorts, 
white 

Asafoetida, lump 
powdered 

Benzoin, Siam 
Sumatra .. 

Camphor, Am., r 


cases of 


amber, 


Squares 
16s, in 
16s, 
24s, 
— 


Sane refined, 2%-Ib. slabs 


Chinese, 


Euphorbit 

Galbanum 

Gamboge 
p 

Guaiac, 1UMP...eeeseeeeeees e 
strained 


Karaya 


Mastic 
Myr ° 
Olibanum siftings ose eegeene #8 Ib. 
tears -@ Ib. 
Opium. See Drugs and Pharma- 
ceuticals. 
Scammony resin....++- 
Aleppo 
Virgin 
Sandrac 


Senegal, 


ooeee @ Ib. 


Styrax, 
U. 

Thus. 

Tragac 


artificial, 


See Naval Stores 
inth Aleppo 

No. 2... 

No. 8.. 


eoeee @ Ib. 1. 


10 
85 


17% 


@ 
@ 


Q9999FH99998 


@ 


on 


1.25 


1.2 


90 


7 


18 


173 


Nominal 
Nominal 


@ 
@ 


8%@ 
16% @ 
Nominal 

5%@ 


12 
12 
4 


@ 
@ 


@ 


4%4@ 
Nominal 


8 
17 


@ 
@ 


@ 


@ 


@ 
@ 


5 


‘ 


6% 


10% 
10% 
1.10 


no 


or 


ot 


24 
16 
7 


171 

6 
121 
13 


4% 
3” 


Nominal 


6 


@ 


4% £@ 


Nominal 
29%4@ 
Nominal] 
10% 
10% 


10 
10 


9% 


@ 
@ 
>@ 


11%@ 


41 
37 
47 
45 
31 
21 
27 
20 
22 
19 
16 
10 
9 


@ 

@ 

@ 
@ 

@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 


@ 


&34@ 


10 


@ 


13%@ 
15%@ 


37 
34 
20 


@ 
@ 
@ 


4%@ 


6 
1U 
50 

8 
40 


26 
22 


@ 
@ 
@ 
@ 
@ 


@ 
@ 


60 @ 1. 


; 


30% 


10 
12 
43 
89 
48 
46 
32 
22 
28 
21 


9914 
194 
1614 
10% 

Ye 


9 
101 


614 


1l 
60 

9 
41 
70 


27 
24 


Nominal 
10%@ 


20 
30 
50 
8U 
55 


90 


@ 
@ 
@ 
@w 
@ 
© 


914@ 


911 


a 


954@ 
9344 


95} 
93) 


10 
15 
40 
35 


75 
12 
50 
48 
15 


9Y% 


o@ 


13 


U 


2@ 


@ 
a 
@ 


@ 
@ 

@ 

@ 


@ 


@ 


11 
24 
33 


UU 


60 


78 
Ww 
35 
20 
20 


45 


4n 
76 
18 
55 
50 
50O 
10 
14 


40 @ 1.50 
Nominal 
Nominal 


23 
13 


@ 
a 
@ 
@ 
@ 


a 
a 


1 


1. 


oad 1,7 
Tit, Gpceccnseetsesanccees aes an eee 


25 
14 
12 
00 
55 


No. 


Turkish, No, 1...++++- 
NO. Zecccccccees 
No. Beeeececesecees 
No. 4...; 


¥ 
-¥ 
* 

a 


Ib. 


1.00 @ 1.15 


75 


75 


@ 


@ 


90 


Nominal 
% ¥ = @ 1.50 


‘0 


ESSENTIAL OILS 


Almond, bitter. ......+++++.@ Ib. 
bitter, S. # lb. 
artificial, . 8. % . 

F. 3. ++ee@ Ib, 
Sweet, true.. ---@ lb. 
apricot kernel (peach 

#@ Ib. 

Angelica 

Anise, as imported.........@ lb. 
lead free, U. S. P.... 

BAY cosecccess 

Bergamot 
synthetic 

Bircb tar, crude.... 
refined 

Bois de rose.... 

Cade 

Cajeput . 

Calamus ...ccccsesecceseee eG ID. 

Camphor, heavy gravity....@ 
Japanese, native....... 

Cananga, native .. 
rectified 

Capsicum, 

Caraway 

Carvol .... cove 

Cassia, 75@80 per cent. 
lead 
redistilled 

Cedar leaf 
wood 

Celery 

Cinnamon, 

Citronella 


seee 


seeeeeee 


oleoresin. 


Ceylon, 
Ceylon, 


heavy... 
drums.. 


Cloves, 
bottles 
Copaiba 
Coriander 
Croton 
Cubeb 
Cumin 
Dil} 
Erigeron . 
Eucalyptus, Australian... 
Fennel seed, sweet... 
Geranium, Turkish 
rose, Africa, 
Bourbon 
Ginger 
oleoresin 
Gingergrass 
Hemlock 
Juniper berries, U 
wood 
Lavender 
spike, 
spike, 
garden 
Lemon 
Lemongrass 
Lime, expressed 
distilled 
Linaloe 
Mace, distilled 
expressed 
Malefern 


flowers 
French 
Spanish.. 


eae 


4.75 
5.00 
1.40 
1.60 

50 


25 


kernel) 


oscceses @ 1D.38.00 


50 


@ 
@ 


@ 
@ 
@ 


@ 


1,10 
80 


5.75 
6.00 
1.45 
1.70 

52 


28 
.00 
55 
65 
40 


“Nominal 
Nominal 


1.75 
75 


28 


. 8.50 
7 00 


21 
55 
74 
1.95 
2.00 
40 
50 
1.10 


; 6.25 
. 4.50 


4.00 


5.50 


. 5.25 
. 2.50 
. 8.25 


90 
1.35 
50 


. 2.75 
. 1.15 


80 
50 


75 


. 1.00 
. 3.00 


471 


. 2.45 


. 1.10 


@ 
@ 
@ 


1.85 
1.00 
30 


@12.00 
@15.00 


6@ 
‘@ 
@ 


@e2 


a 
@ 

@ 
@ 
@ 
@ 
@ 


a 


53 
56 


00 


@ ! 
@ 5. 


@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 


6@ 


@ 
@ 


1.3 


Nominal! 


. 3.10 


@ 


3.25 


19.00 @20. 00 


artificial 
Neroli, petale. 
bigarde ... 
synthetic .. 
Niobe ....- 
Nutmeg 
Orange, sweet. 
West Indian 
bitter .. 
Origanum 
Parsley .. 
Patchouli 
Pennyroyal, 
French 
Peppermint, 
bottles 
rectified 
Petit gurain. 
South 
Pime nto 
Pinus, Sylve MORES Tics ont # Ib. 
Rose, natural . 
artificial ° 
Rosemary flowers, French. m*) Ib. 
Spanish + @ Ib. 
Sandalwood, East India. . *@ Ib 
West Indies (Amyris).#® Ib. 
Sassafras, natural -®@ Ib. 
artificial Ib. 
safrol lb. 
Savin Ib. 
Snake root. 
Spearmint fF 
Spruce econ ve coe 
TONGY ccccnvcccscescvecceve ? 
Terpineol, drums........+. l 
cans 
Thyme, red, 
white, French.. 
Vetivert, Bourbon.. 
Indian ....+6. 
Java 
Wintergreen (sweet birch)..® 
synthetic 
leaf 
Wormseed 
Wormwood 
Ylang ylang, 
3ourbon 


French. 
American 


French 


Manila..... c 
#2 Ib. 


; 3.50 
. 9.00 


. 3.00 
’ = 00 @250 = 


295, 


25.00 


ta 00 
. 2.25 


1.10 


. 3.10 
. 2.60 
;e 90 


1.90 
1.10 
1.85 


. 5.00 
'28.00 
‘18.00 


» wel 


35 


. 4.25 


3.00 


1b.12.00 
2 1b.35.00 


9.00 


PERFUME BASES 


Almond meal, 
Bergamot peel, 
powdered 
Cassia flowers, 
powdered 
Civet ° 
Lavender flowers, French, 


French, pwd.# Ib. 
whole......#@ Ib. 
coceee @ Ib. 
whole.....-. 


selec 
a 
‘= 


‘3 
a: 

e 
-B 
-@ 

e 
-8 

? Ib. 
-# Ib. 
#@ lb. 


Oak moss, whole, selected. 
powdered 

Orange flowers, whole 

Patchouly leaves, whole... 
powdered 

Red rose leaves, French. 
powdered ° 

Sandalwood, selected, powd. 

Vetivert root, whole 
powdered 

White rose buds, 
powdered 


Bayberry Ib, 
Beeswax, 
African 
Brazilian 
Chilean 
refined 
Candelilla 
Carne 2uba 


3, 
Ceresin, See 
white 
Japan 
Montan, crud 
bleached 
Ozokerite, black, hard, pure. 
M. P # lb. 
green, hard, pure, 170 ¥. = 
# lb. 


refined, white 
yellow 
Paraffine. white crude scale, 
1229@124 A. m. p...®@ lb 
124@126 A. m. Pp 
yellow crude scale, 124 @126 
A. m. # lb. 


1.35 
1.50 


. 1.50 
. 2.00 
. 2.75 


35 
40 
60 
50 
35 
50 
50 
55 
50 
28 
35 
28 
33 


21 


36 


20 


@ 
@ 


8.25 


oa uD 


@ 


@ 


@ 
@ 
@ 
@ 


@ 


@ 


@ 


@ 
@ 


@ 


aw 


Proll eer eo 


@ 
o 
@ 


2.50 
1.20 
3.35 
2.65 
00 
30 
50 
50 
15 
20 
.00 
.00 
15 
35 
90 
95 
00 
.00 
00 
60 
2 


25 
95 
46 
65 

4.25 


tre 


@16.00 


@ 
@ 


3.25 


1.10 


@13.00 


a 
@ 
@ 
@ 
@ 


@30. 
@19. 


a 
@ 
@ 

@ 


@12. 
@40 
@10 


©89HH99 


99Q89599 


©2999 


@ 


@ 


60 

65 
1.10 
1.20 
5.25 
00 
00 


2.25 


40 
4.50 
8.05 
50 
00 
ovo 


40 
29 


84 


929 
3S 


21 


Nominal 


Nominal 


Nomina! 


99 


@ 


30 


10" 


Nomin#: 
Nomiual 


a 


Inatch, bbis., 105@108 A. m. 
he hee 8 ib. 4 
lllq@1l5 A, Ib. Ni 
semi-refined, solid, 122 
124 A. m. 
124@126 A. m, 
fully refined, slabs, bags or 
cases, 118@I: 20 A. m. 


bags, 


ox 


3 


@ 


;*¢ 


3%@ 


34@ 


125@127 
125@130 A, os 4 
1SL@132 4 » Doccevsdy 4! 
1338@ 13; 
135@ 137 
ee block 


85 


CHEMICALS 
INDUSTRIAL 


chi 
ammonia, lump. 
ground .... 
powdered 
ammonia chrome 
potash, chrome. ee 
IIAP seccvecsccsese % 
Alumina, sulphate, iron free... 
# 100 lbs 
# 100 Ibs 
sodium - # lb 
Aluminum hydrate, -@ lb. 
light ®@ Ib. 
Silicate—See Kaolin, paint 
Materials, 
Ammonia aqua, 
drums 
20 degrees... 
26 degrees 
anhydrous .. 
carbonate 
chloride—See 
fluoride 
nitrate 
sulphocyanide 
Ammoniac, sal, gray 
white, granular 
lump 
Antimony, nee i é 
chioride (butter of)....# 10 
oxide, white.. -. @ lb 
Sulphuret, crimsen....® ib 
golden .... soe # Ib 
red, 16@17 per cent. @ Ib. 16 
crude, 3U per cent..® Ib. & 
white aesevse , ‘ 


Acetyl 
Alum, 


33 
8.50 
3.65 
3.85 


# 100 Ibs. 
«# 100 ibs. 
-# 100 lbs. 


commercial 


deg., 


in 


Ammoniac 


Argols, 
Arsenic, 
red 
Barium, oinoxide 
carbonate ee 
chloride, crysta 
1. LOO. 
powder 1.60 
9 per cent.. ) 5.00 
YVTG@US per cent. . oe 5.80 
Bordeaux mixture, 
powdered 
Brimstone, crude .#@ long ton 
Cadmium = sulphide.........# 1b 
Caicium ur 
Carbide ........6. 
chloride, 
works ° 
a ae Re 
hydrate, works..... .12,00 
phosphate, monobasic f 10 
Carbon, bisulphide $ b 6 
tetrachloride i 
Chlorine gas, liquid 
Chrome, acetate, 20 deg. Baume 
Copper, carbonate ; +o @ Ib. 
cyanide, technical..... #? Ib. 
oxide oscee ID. 
sub-oxide 
CONDOTRS «scawethsoeres # 100 Ibs. 
car lots, works.......# ton.: 
Ethyl acetate, commercial.#@ gal. 
ferric chloride, crystals....# Ib. 
40 deg. liquid, carboys.# Ib. 5 
Fluorspar, washed gravel, 93 per 
cent .# ton.20.00 
powderec » YO per et.. 
white, acid lump.Y8@99 p.c. 
Glauber's 3 lbs. 
Iron, nitrate of, commercial.#® lb. 
true 06a 54 000eeeanecee @ Ib. 
Lead, acetate brown, broken.!b. 
white crystals .Ib. 
white broken -lb. 
granular 
arsenate paste, according 
to package .. el 9 
powdered, accords 


Bleaching 
Blue vitriol 


senate.... 


24.75 


35.00 
85 

O2 

gi 


11 
10% 
10% 


arsenate, 
ing 
T.ime, acetate a 
I.ime-sulphur solution. gal. 
Magnesium chloride.......#@ ton.40.00 
Manganese dioxide, tech....@ Ib. 6 
Nickel oxide . eeu Ib, 40 
Nickel salts, double........ ~ ib i 
single 11 
Phospherus, re 25 
yellow aes 25 
sesquisulphide 40 
Potash, first sorts......+.+. # Ib. 51 
bichromate . A Ib. 9 
caustic, 88@92 per cert., 
# Ib. 6 
70@7% per cent., dom... 8 
carbonate, SO0@S5 Cc. 7 : 6 
DG@OS | c. Ib 6 


a 100 lbs. 


chlorate .. # Ib. 6 
ecynrnide -@ Ib 42 
meta bi phite a Ib 27 
perchlor: @ lb. 12 
nitrate—‘ 
permanganate, technic 
U. S. P.—See Pha rmaceu- 
tical Chemicals. 
cake, ground, bulk # ton.18 
eter, cryst., as to size. lb 
Branulated .c..ccccvcces # lb 
MOWMEFCE ..cccssececes 8 Ib 
_ acetate, # Ib. 
ash, zht 58 ‘per ‘cent., spot 
bags .. ..#@ 100 Ibs. 1 
barr # 100 lbs 
contracts, basis 48 p. ¢.; 
works # 100 Ibs. 
dense, 5 : spot, bgs 
berrels 
contracts, 


ee Saltpeter 


els . é 


basis 48 p. c., 
bichromat 


no 
00 


bisulphite, 
85@38 per 
austic, 
5.90 
8.65 
4.00 


3.65 


84 


343@ 


U 


sU 


#2@ 
A. 44%@ 
138@140 . mm. . 6 ‘ 


@ 
a 
@ 


7 
a 
a 


1 
4 
t 


@ 
qd 


yminal 


34 
3 


oO 


ou 
Tu 
ou 


13 
2U 


@20. Ww 


a 


1 


70 
13 


@30.50 


@ 


» 


2.10 


@13.v00 


@ 
@ 


a 
@ 
@ 
@ 


@ 


1 


16 


50 
65 
9 
6 


Nominal 


@45.00 


@ 


24%4@ 


@ 


954@ 


a 
@ 
@ 


@ 


a 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
@ 
5@ 


%@ 


@ 
a 
L 
a 
@ 
a 
ad 


@ 
@ 4.5 
LF 


@ 


a 
a 


x 
2 
11% 
11% 
45 
35 


6 
10 


1 
3{ 
1 









* ee a eee Rn ln NNR AS RSE ct 


6 








Sulphur, flour, commercial, 100 
IDB. cocccccsccscccoos 1.35 @ 1.70 
superfine, 100 Ibs......... 2.00 @ 2.40 
GCUMIETSO v0.08 ech sveecd Ib. 44@ 6 
dioxide, anhydrous, cylin- 
ders extra ....e0. 8 @ 10 
Sulphury! chloride ......... 5% @— 
Tin, bichloride ......sseee06 9 10 
crystals, barrels 28 g 29 
ORIG necccccccccsscccsccce 38 @ 39 
WROD cecscccccccccccvcccses 75 @ 1.25 
Zinc, CATHDONALE ..cccccocccescces 14 @ 16 
chloride, ne eo 54@ 8 
us ° 54@ 8 
GUE. seewe ons 8 @ 9 
sulphate .. ooe+ 8 100 Ibs. 2.75 @ 3.00 
Acetic, 28 p. ¢., bbls..# 100 Ibs. 2.25 @ 2.50 
30 per cent...... # 100 lbs. 4.00 @ 4.50 
56 per cent....... #@ 100 Ibs. 5.00 g 6.00 
60 p. c., redistilled.#@ 100 Ibs. 6.00 6.50 
80 p. c., pure....# 100 lbs. 7.50 @ 9.00 
glacial, 99 p. c...# 100 lbs. 8.50 @ 9.50 
Acetic anhydride, 85 p. c...@lb. 37 @ 55 
Acetylisalicylic, bulk—See Aspirin, 
Drugs and Pharmaceuticals. 
Aqua fortis—See Nitric. 
Battery .cccscccesccees #® 100 lbs. 1.25 @ 1.40 
Benzoic, te echnical cocccccecs @ilb 55 @ 60 
soeeseccecccces lb. 65 @ 7 
Boric, “crystals and granulated, 
DDI. cccccccccccces @ ib. 14g 12 
=— eoees eeccccccce --@ lb. 11 12% 
OBB ccccccccccsccceces @ilb. 12 @ 12% 
Butyric. tech., 60 a cent....... 70 @ 80 
90 per CONC. cocccccsccece 90 @ 1.00 
Camphoric .ceccccccosccces lb. 4.65 @ 4.70 
Carbelic—See Phenol, “Crudes and 
Intermediates, 
Chronfic, 98 per cent.......@lb. 75 g 729 
tech., containers included... 75 72 
Chrysophanic—See Chrysarobin, 
Drug Market. 
Cinnamic ......0.6. 2.80 @ 3.00 
Citric, domestic, 45 @ _ 
powdered 6@@Q@- 
imported e 45 @ 46 
“resylic—See Coal-Tar Acids. 
Formic, 75 per cent........ Bilb. 18 @ 20 
Gallic, “=. coccccosseem le & g 50 
Ue B. Poosccosccccccecs # lb. 70 75 
Ayariodic, nai per cent. ¢ 
ute Uz Pisces @ Ib. 55 @ 57 
45 om Mill aseserees: age ae 2.30 
drochioric, C. P...... «+ -@ lb. 7 9 
drofiuoric, 30 per cent.......+ 7 & 
48 per CONt...ccccccccccces 10 ll 
G2 per CONt..ccccccesecseee 11 12 
60 per cent........ «oe lb, 14 g 15 
Lactic, p. c., dark......#@ lb. 4 5 
BHt ..ceeceeeeeeee @ Ib. 5 @ 5% 
44 per cent., light, refined, 
@ lb. 9% 12 
U. 8. P., eceesesese > 50 55 
U. 8. P., TX.ceceeees- Bld. 80 65 
Malic ...... Covevveecceee +--@lb. 40 42 
Mixed, per unit of nitric........ T%.@ 8 
per unit of sulphuric..... 1 1% 
Molybdic, C. P......0++-+--@ Ib. 8.00 8.75 
Muriatic, 18 deg....... #@ 100 Ibs. 1.00 1.15 
20 GeMrees....cescceces ® lb. 1.10 @ 1.25 
22 degrees..... -#@ 100 Ibs. 1.40 @ 2.00 
low in sulphuric, 22 deg... 8.50 3.75 
Nitric, 36 deg. Be.,carboys. @ewt. 5.00 6.00 
BS degrees....scesseceeesess 5.50 6.25 
40 degrees......... ebece cooe 6M 6.50 
42 degrees.......... cocccece GOO @ F.00 
4B GOGTCOB....cccccecseccsee 8.25 @ 8.75 
Oleum, 20 p. c., tank cars. # ton.19.50 @21.00 
Oxalic 14 @ 14% 


Picric—See Coal-Tar Acids. 


Phthalic, anhydride—See Other 
Intermediates. 
Phosphoric, 50 per cent., 2 


50 p. c. U. S. P 
85@88 per ct., U 
Pyrogallic, 


intermediate 
degrees are to be figured on 
the basis of the quotation fixed 
for 60-degree Baume acid. 


Prices for all 


saececcccees @ Ib, 


Sulphurous .... 
soeeee @ Ib. 


Tannic, U. 8S, P..... 
technical 
Tartaric, mfrs., crystals, U.S.P. 
powdered ......+. eecccccsccce 
imported 


@ 
Tungstic C. P....cs.0.2-e-8 Ib, 1.00 @ 1.10 


271 





8%@ 5 
6 @ 70 
35 45 
80 - 
30 


28y% L 


COAL TAR BASES 


INTERMEDIATES 
BASIC PRODUCTS 


Anthracene, 80@85 per <a. 3 > 


40@45 per cent........ . 
20@25 per cent..-..... #@ Ib. 
MOUSE, Ci Bocscccsavvcecs @ gal. 
90 per Cent. .ccccccees @ gal. 
CaPhaSole® .ccecccccscccccees Ib. 
Creosote oil, 25 per cent..# gal. 
15 per cent...........% gal. 
cree, Us b.-P accuses -..@ Ib 







Cresylic acid, 97@99 
95@97 per cent. 
Dip oil, 25 per cent 
Naphthalene, balls 
flaked ne 





crushed 

CFUME wecccccecs 
Ortho-cresol 
Phenol .cccccccccccccsvccees 
Pyridine .......e- peerecccce le 
Solvent naphtha, water-white... 

# gal 

CPUdE ccccccccece ooeee @ Bal 
Toluene, C. P. .ccosccccves # gal. 
AXylenes, PUTC.-ccccccccecs @ gal. 

commercial ...... --@ gal. 


75 80 
12 $ 15 
11 @ 12 
22 @ & 
27 @ 82 
7 @ 1.00 
23 @ 26 
20%@ 23 
12 15 
53 55 
48 53 
25 30 
8 8% 
6 7 
6 6% 
3 
16 18 


Q9N9H ©9O9OHO98O8 
ee 
& 


COAL-TAR ACIDS 






Anthranilic, refined..... eee @ Ib. 
COCR, cececcccccccces ++ @ lb. 
Benzoic, U. 8S. P..wseseeeeee BR lb. 
technical ...sccscccces # Ib. 
Beta-naphthylamine-l-sulfonic .. 
# Ib. 

Broenner’g ..ccccscccccccces ® lb. 
Cleve’® .ccoccvesccccccecces 8 lb 
Cresotinic ..ccrcccccccccccces #8 Ib 
GAMMA  ceccccccccesesccece ® lb 
dere coecorsecrercoeseees # lb 
LAUrent’S ceccccccceccccese # Ib 
Metanilic .rcccccccccccccese # lb. 
Naphthionic, ref......+e.++:. ® |b 
Oe ee err re ra # Ib. 
Neville & Winther’s......+. # lb. 
PicraMiC .cccccccccccccccce 8 lb 
PIcTiIC .ecccccceccccsscccces ® lb 
Salicylic, v. B. Prceseccces # lb. 
tech, caevee Dave keen @ Ib. 
Sulfanilic ..cccecereceseeees P lb 


1.30 
1.10 
65 


® ©9989 
a 
co 


- 
2 


O99 
a 


® 
ge 


. OTHER INTERMEDIATES 


Alpha-naphthol, ref......... ® lb. 
CFUGE cccccccccccccccce ® lb. 
Alpha-naphthyiamine ..... -@ lb 
AmincazobenZene .eseesesss # lb. 
Aniline ofl ...cccccceseeses #@ lb. 
for red.....--+ ocecee @ Ib. 
BIE accccccccccccccces # |b. 
Anthraquinane, 95 p. c. subl. , Ib. 
25 per cent. paste..... @ lb. 
Benzaldehyde, F, F. C....-- @ lb. 
U. 8. Poccccccccsecees # lb. 
tech, ccccosccccccccces # lb. 
Benzidine, base......+-+++e+. # lb 


BUITAL® secccserecvcees @ Ib. 


1.15 
1.00 


@ 1.30 
1.15 


9 











Benzoyl! chloride........++++ 
Benzy! chloride, 95@97 p. c., ref. 
#@ lb. 
GPUGS ocscccreccoseocce @ ib. 
Beta-naphthol, -- @ lb. 
crude .. .-@ Ib. 
Beta-naphthylamine, subl...# Ib. 
GUGM serecvescosseoece @ |b. 
Chlorobenaene -®@ lb. 
Dianisidine .. -@ lb 
Diethylaniline ... -@ lb 
Dimethylaniline ... -@ Ib. 
Dinitrobenzene ..... -@ lb 
Dinitrochlorobenzene . # |b. 
Dinitronaphthalene -@ Ib 
Dinitrophenol ........++ @ |b 
Dinitrotoluene ........- @ lb 
Diphenylamine .....-.+++++ # Ib 
@ GBI, wcccccccscccssccvcces #@ ib. 
Meta-nitroaniline ......+++- @ lb. 
Meta-nitro-para-toluidine ..#@ 1b 
Meta-phenylenediamine +» @ Ib. 
Meta-toluylenediamine ..... # Ib. 
Michler’s ketone ....++++++ #@ lb. 
Mixed toluidines.......+++++ # Ib 
Monochlorobenzene .....+++ @ lb 
Monoethylaniline .....++++. # lb. 
Nitrobenzene .....+e+seeees # Ib. 
Ortho-aminophenol .....-++- @ |b. 
Ortho-dichlorobenzene ....-- @ Ib. 
Ortho-nitrochlorobenzene ..#@ |b 
Ortho-nitrophenol .-...+++++ #@ lb 
Ortho-nitrotoluene ....-++++ @ Ib 
Ortho-toluenesulfonamide ..# lb 
Ortho-toluidine .....++++++ # Ib 
Para-aminoecetanilide .....# Ib. 
Para-aminophenol, base....- #@ lb. 
hydrochloride ....- ooo eo @ lb. 
Para-dichlorobenzene ....-. ®B lb. 
Para-nitroacetanilide .....- #@ Ib. 
Para-nitroaniline ...+-- oo @ lb, 
Para-nitrochlorobenzene -@ Ib. 
Para-nitrophenol .......+++++ # lb. 
Para-nitrotoluene ....-++++. Ib. 
Para-phenylenediamine ++ @ Ib. 


Para-toluene sodium sulfonate.. ue 


Para-toluenesulfonamide a Ib. 
Para-toluidine Ib. 
Para-nitro-ortho-toluidine .. 
Phenyl-alpha-naphthylamine 







R ealt .ccccess ° 
Resorcinol, tech 
Schaeffer's salt. 
Sodium metanilate 


naphthionate -@ Ib 
picramate ... -@ Ib 
Thiocarbanilide ...... -@ lb 
Tolidine, base..... -@ lb 


Sulfate ..cccsececece 
Xylidines 


COAL TAR COLORS 


ACID COLORS 
Blacks 


Alizarine RB....+ssseeeeee-4 Ib. 2.50 @ 3.00 
@ ANacccccscccs eovcce eovccce --- 100 @1.10 
4 BX... .ccccccccccccccece eeseesee 90 @ 1.00 
Naphthylamine 4 B......+.+- eoee 85 @ 1.00 
Buccccccs eovcccece eoeees 100 @ 1.15 
PX ccove eeosescevecccsooseconse . Ee We eae 
PAB cccccccce eccccccce ecceseees 1.00 @ 1.10 
IO TEN. sii cb vecccccserevesessedess 85 @ 1.00 
Blues 
Alkali ..ccccoces cocccccccccccccs 400 @ 4.75 
Black, conc..... eoccccese ccoccce ele @ 1.99 
Black, eX. CONC....+.+++ evccccce - 150 @ 1.75 
Cyanine .B...s.ceeeee ccccccccces Bae @ 8.50 
RR ccocccees cocccccvescocces BOW @ 8.20 
Fast FS...... eeeccee cccccceccces 4.00 @ 4.50 
RBS eoee eovcccece . 2.75 @ 3.00 
° Cocccesecccccscccce eocccccce -- 2.50 @ 3.25 
eovcvceecesecs coccccccsecenecee Grae $35 
OE D. cocccccccce «+-@ lb. 2.40 2.50 
Induline ..ceeeeseesees eoccce eons 7 @ 1.00 
Navy G..eeeeee ececccccccs evsese 150 @ 2.20 
BR ccccccccces eoecccccccoe «. 1.75 @ 2.25 
Patent .ccccccccscce eocccccce --- 6.50 @ 8.50 
Silke B...ccccccseses eccccccsccecs 4.25 @ 4.50 
Soluble G........ eccccccccce 500 @ 5.20 
cecsreccccoccocsoccesesce - 3.50 @ 6.00 
Sulphon cyanine 5 R. ca ae eae lb. 1.35 @ 1.50 
coccccccveccccooccsQe ID 1.00 @ 1.20 
Browns 
Fast R...cccce Covccccccccccsecce 123@ -— 
ROSOTCIN ccccccccsccccccceeG ID 90 @ 1.00 
Greens 
oC emocccoccececessccssccccecs - 1.60 @ 1.75 
D cecccccccnsecceses coccccccccce BOO @ 4.00 
Naphthol B....... eocccccce - 1.60 @ 1.75 
Wool G 2.75 @ 3.50 
00 @ 3.50 
25 @ 1.50 
A. 55 @ 65 
G.. 60 @ 1.00 
ZB ceccccccces ° 40 @ 45 
LY secee ecccccecccccccccccone CS @ GO 
Purples 
Fast B...cccccscccse ecccccce eeee 1.75 @ 2.00 
eovccccccccoese eevcece - 2.00 @ 2.25 
Reds 
AGIA cocccess ecccccccccccccscssse 8S Q@ — 
AMATANEH coceccccccccdccsessoee 1.20 @ 1.60 
AZO Crimson L...eeesesecces - 150 @ 1.75 
cochineal eoccccvccccece - 2.00 @ 2.50 
GOBING Goccccccvcccccccvers 1.30 @ 2.25 
2B 1. @ 1.90 
fuchsine 6B @ 1.00 
GA 3 @ 2.50 
Bordeaux B \ @ 1.00 
phloxine G ae @ 1.60 
rubein A @ 3.00 
R ‘ f @ 1.25 
Bordeaux B. 2 @ 1.00 
Brilliant scarlet 8RC . @ 90 
Carmeisine B...cccccccccccccses 1.50 @ 1.75 
Claret 4 B.... 8.25 @ 3.65 
Crocein scarlet 110 @ — 
Eosine B...... . 3.75 @ 4.00 
eeccccsccescceces ° . 2.70 @ 2.75 
JIN, CONC.....006 cocccccece - 4.50 @ 5.00 
Erythrosine .....ssesseee eecescce 7.50 @ 8.00 
Fast crimson, 4 B.......++- @ lb. 2.50 @ 2.75 
FOR Avccccsvcerscccces ® |b. 75 @ 85 
FOR BW. .ccccccccccceece # lb. 85 @_ 90 
FO 2 BB. cccccccccccccccses 1.75 @ 2.00 
FOG 6 Beccccccccccccse #@ lb. 2.50 @ 3.00 
Fuchsine ...ccccccccccccccvccses 1.00 @ 1.75 
MER. Bicceseccsésvucvescevtses 1.25 @ 1.50 
Pink, ccccccccecsevecessceseceses 5.50 @ 6.00 
PORCORU BS Re cccsscecceseaeseses 60 @ 7 
ROCCEMNES ceccscccccsccccece # lb 75 @ 8 
BORIS’ DB Re cccicsscccccceccsesase 60 @ 70 
Rae cccccccesecccscces 8 lb. 80 @ 85 
ee stvactseveceescavecaesve 1.10 @ 1.25 
D Becoccccvcccsesceccccccccces 1.95 @ 2.10 
2 BX Cocccccesscccccsecccece 2.10 @ 2.25 
Violets 
BB ccvccoccccccsece ecccccocces - 2.85 @ 3.00 
B B CONC. ccccccccccccces eovccose 1.70 @ — 
RR ccccccccecesese eeccce ecseceess 3.60 @ 3.75 
]} Reccccsesecccs eocceccce eocncens Lan @ Lae 
WO Beccccccccccccscvacecce -#@ lb. 2.00 @ 2.25 
Yellows 
ABO ccccccccccccccccccsccccccce - 165 @ 1.90 
Fast light 2 Gecceccccoee --# Ib. 3.00 @ 3.25 
Metanil ......... covecevesee cove 1.10 @  — 
Naphthol S....-ccccccccervecese 1.70 @ 1.75 
pa bebecccocsocseeeeccecesere - 155 @ 1.65 
Tartrazine ee bbndasaee natn .20 @ 1.50 
ZS Gececscccccccccceses eoeee @ lb. 3.00 @ 3.50 
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BASIC COLORS 
Blacks 
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BAG sc cccivssisetcsecesovedcsocs 2.25 @$2.i 
Biue, Water GOlecscccccccccscsese é @ -— 
BSPirit BOl.wcccccccccvcsccses 60 @ - 
i . OVPRTRRPCRE TE TEER 100 @ = 
Nigrosine jet, water sol......... 60 @ 7 
SPITIt GOlecscscvcccccesccces 70 @ 7 
QE BOL. ccccdccdocccsccscccs 70 @ 
BBGOUMES ceccscecevccecsssecesese -— 
MOrine ..cccccccccescsccsccccess 2.00 
Methylene, 2.50 
2B 3.00 
Naphthol 3.00 
NAVY cecscsccccccccecccccescese ) 3.00 
Victoria B - 
crystal ) 6.75 
base _ 
Biomarck BR. cccccsvsveccsccccsese 70 @ 90 
Patent phosphine G........e06. 2.50 @ 3.50 
Cee eocrececbscegseseeresecoce 90 @ 1.00 
Greens 
WAS. di cicvsesecrecticevetocucres 2.50 @ 3.00 
Malachite crystalsS.....sseseeees 1.60 @ 1.75 
DOWUE .cccccccsccecesnvces 1.60 @ 1.75° 
Victoria G cecccczccccdcaccsscce 2.50 @ 3.00 
Oranges 
MS 55.66 Face ethos hed ecnes das 2.50 @ 3.00 
Chrysoidine R ...eeecseseeeceees 75 @ 90 
Ze vvescccccctvscencectpesos 75 @ 90 
Reds 
Fuchsine, crystals........seeee08 3.00 @ 3.50 
powdered 5 @ 3.00 
Rhodamine B 2. @ 2.50 
B GX. CONC... cccscccscccces 8.00 @10.00 
]} @ cccvccccrsceccccccccces 6.50 @ 7.00 
Safranine B ...ccsccccccccccvere 2.50 @ 3.25 
ccc ccecccceceseeesccesoee € 3.00 @ -_ 
BLD ccccccccess pttgttseeees 3.40 @ 3.75 
Violets 
Methyl _— CONG, cccccccccccces 2.25 @ 2.35 
eocececccsesecececcnces 3.00 @ 3.25 
3 00 0bee ceases Cec ececceos 1. @ 2. 
Yellow 
Auramine O ccccccccvcvevessecss 1.25 @ 1.35 
Blacks 
A PABte ccccccccccsccesseccesses $2.00 @ 2.50 
BCA ... ‘9 
BCA p 
SH ccccccccvccccccecs 
Alizarine brilliant .......+...+++ 5.00 @ 
Anthracene WR .. 6.00 @ 
Black .csccccce 1.00 @ 
Black, conc. 1.20 @ 
Cyanine R .ceseccess 1.10 @ 
ROX. CONC... cccceccccccccce 140 @ 
BV ccccccscccccccccccccces 1.25 @ 
DD d:eéerrpovccesesecesccesoe aw & 
BV wccccccccccccsccccccece 2.00 @ 
RRV ccccccsscccccccccseses 1.15 @ 
Gallocyanine BR ..ccccccccesecs 2.30 @ 
G OR. ccvccccccoccccsccesccseses 2.00 @ 
RB OX. ccccccccccsccsccccsecece - 2.00 @ 
Browns 
Anthracene (acid) ...-+eeeeeeees 1.75 @ 2.00 
B GE. vcccvccesvecvececcescaseee 1.65 @ 1.70 
CHFOME ...cccccceserssesscscees 1.50 @ 1.65 
eocccccccce eccocssccccvecsocss Be @ 3.40 
Greens 
MOIE coccccccccccccccscccccccccs 2.25 @ 2.50 
Alizarine brilliant G......+...+- Nominal 
s MFOMG ccccccsccccsccccece 8 lb. 1.50 @ 2.50 
C cccercescccccccccccccccesceses 1.50 @ 1.75 
W sccgesdcvescveccsasescsgeeseve 1.75 @ 1.90 
SUPra covcccccccccccvvesessevece 1.75 @ 2.00 
BB cccccccccccvcsgecdoccesccers 2.75 @ 3.00 
Orange 
BG ccccvccccccvccccsdesecccvccce 1.25 @ 1.5 
Reds 
Alizarine WIN@ ...eeeeeeeseceees 2.00 @ 
BOrdGOME cccccccccccccvcescsecce 1.30 @ 
B occcccccccccccscccscccccccecs 2.10 @ 
SB cosccccccccccsecs gti teseeee 1.75 @ 
Violet 
CHEOMES <cccccccasevaezscesoccoce 2.75 @ 3.00 
Yellows 
Alizarine 2 G..cccccsccccccccece 85 @ 1.10 
Alizarine R ..cccccccccccvcccess 1.25 @ 1.30 
CHROMO .cccccccccsccecsecccecce 1.05 @ 1.10 
Flavine .occccccccccccccceccces - 90 @ 1,00 
GD ncoccccccccccscccccececocccoes 65 70 
BG cccccccccvccecccescessesecce 2 @ 1.15 
BR cvcccs cpacasennsec oe c OLO @ 1. 
Blacks 
Developed .....+.- eccccccccccccee GO @ 1.00 
BH wcccccccccccccccce socesece BLS @ 8.00 
Cc ecccccccccccccccce eveee 1.00 @ 1.25 
Diazo RS. ..ccccccccccce eeneeeees 1.40 @ 1.50 
Direct ccccccccece eenesovecccsee 55 @ 60 
Union .... 06 600esegesseses -- 150 @ — 
Blues 
Benzo azurine G........ ecoe 1.00 @ 1.25 
sky 2 Fi .ccccccccccccccsece 3.65 @ 4.00 
Brilliant G ..cececeseevecees «+++ _ Nominal 
COLTON secccecescsreesvves eoccce 5.00 @ 5.75 
Diant] G cccccccccccsccccccecs - 2.75 @ 3.00 
poet RW ccccccccsscccececeocsses 200 @ — 
eens eeeeorecececcensesececese 1.00 @ 1.10 
aa B - 160 @ 2.00 
R 1.50 @ 2.00 
Sky .. 1.50 @ 1.80 
B 2.75 @ 3.50 
B B..ccces 1.25 @ 1.40 
2 B ecocvccccccccce cece e 60 @ 65 
Stee] G, CONC....seseeseees - 1.50 @ 2.00 
Union bright G...... eccccccccce 3.00 @ — 
Gark ..ccsevee cecccccccccves 2.25 @ — 
DAVY ccccccccccccvcccscece -223 @ — 
Browns 
aagesees eaccvecddvcnscesesoecee BO O31 
Direct ..ccccees ee eccccccccose 1.75 @ 1.95 
Fast M cccccccccccccccccccccce - 1.75 @ 2.00 
GR, OX cccoccccccccccce ° eseees 1.50 @ 1.75 
BenZO .ccccccccccccscccscceseses 2.25 @ 3.00 
Khaki ecccece cocceoece +. 1.25 @ 1.30 
Tan aeoccee eoccccccceces eooeee 180 @ — 
Union R aeccccccsccccccce ee -27%5@O@ — 
OOM nur oyun scanseceeneseee - 3.0 @ — 
Grays 
Direct .ccccccccccccccccsessece - 90 @1.00 
Fast silk wccccccscscesccccccece 2.50 @ 2.75 
Neutral G...ccccccsscccccccesece 2.00 @ 2.25 
Unlon cccccccccccsscscccecesenege 2253 @ — 
@ 1.25 
@ 1.65 
@ 1.75 
@ 1.75 
o- 
@-— 
o- 
@ 1.60 
e- 
o- 
@- 
A CONC. .eeeeees covccecccesecs e+. 1.50 @ 1.75 
Benzo fast . cocccevccccescce 2.25 @ 3.00 
Direct woe. eccccccccccccccce ° 90 @ 1.00 
GD cccccee eos Cocccerccccccccce 1.75 @ 1.85 





$6 O00 0 Cece cee CoseeececeDecees i. 00 
Union BR a. ccccccsccccoccesces oe» 2.50 
Ccvece 00 Coccccccresdovecsevece 3.00 
Pinks 
B cccvccccccccccvccsccccccsecses 2.00 
Diamine fast G.wccccccrcccesess 4.50 
TOS FS Boccccccvscccssevces 5.00 
Ex. GOBis ccveseccovccccseveeces 1.75 
B scccccccccccccesccecece eecece 2.00 
Union BS Besvvveveccevecscecvese 4 3.50 
Ce rcccccscccccccccccces +. 3.00 
YZ covvccece C0 CCC CCR ce borcesees 1.75 
Reds 
Benzo purpurine 4 B.........6.. 1.10 
M GONB ic ct cvecncicesecved 1.25 
AG BD CORB ccccvcceccccsses + 1.85 
BOrGeRuk ceccsccsccccsccesecece 1.75 
CORPS Be ivvacsevocviiscceroveaes 90 
BD GGG sesccvecsscvcvsece 90 
Developed primuline ............ 1.50 
pe A rrr ere 3.00 
TOS FT pvvvveavesovcesresicecive 2 
Garnet R 
Union bright 4 B....cecccccscess 
Geep S Bescsvecececcecseces 3 
wine 


Chloramine 
Chrysamine 
G 


Diamine 


Stilbene 
Union R 





Blacks 


Mae. SepePSe buh 9606508606 06.688s 2.5 

Ue DD | 6 bc6a ove than seves sees’ 1.40 
Blues 

Oe Savi ¥585006 00ers vscedaws¥ ees 

MO Bisisccveccitiusbiigevsorcie 9.00 

MGM civ 00eveseveeverceeet 225 

oD dvicte teathcuanenseoee ee 2°50 





dew Gnas doncdeees 1.25 
ex, conc... 75 
Oil 
Mtrediessceuuwians eceeatvcess La 
Violet 
WE siti seva0ssabeiggaueres «dhe 1.15 
Yellow 
OES S60 6u es dha eweue ncdikisiccevas 1.25 





Sulphur 20 
S conc, 49 
Indigo 
OEY Skevsetesvsunse ee 
Sulphur 00020008008 a 
vo 
CRQOVenSCCC CORES OOS SSS 1.25 
Khaki 25 
Sulphur 35 
S & wssdées 80 
O00 086005 Ceeesess 8u 
I a ead aaa 75 
Sulphur 1 rr 
Sulphur 
75 
patil OLORS 
yaiso, > per cent. paste...... an 
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@ 3.00 
@ _ 


@ 3.00 
@ 1.50 
@ 1.50 


@ 5.00 


8 
_ 
1 
a 


@ 1.7 


~ @ 1.75 
SULPHUR COLORS 
Blacks 


@ 0 
@ 60 
@ 1.10 
@ 1.00 
@ 80 
@ 1.30 
@ 40 
@ 60 
@ 8 
@ _ 
@ 1.25 
@ 80 
e 80 

4.25 


IMPORTED COLORS 
MISCELLANEOUS COLORS 


Blues 


Alizarine black B, Swiss 





Patent Swiss Sea ee 
Greens 
Se SS tak ce steers 3.50 
Wool §s, WM a sicdewtices. 3.50 
a Reds 
Allzarin red, Swiss, past 
Rhodamine B, Swiss og 5 O 
B a OSS hvovbweccéoccuc 17.00 
Ci aS weGeW a wapNPas ¢ oa bon ce 8.25 
Rocceline, Swiss puis days tin wee 2:00 
Yellows 
Auramine OO, Bwias.cccscccces 1.90 
SCE SE SO ae: u 
Tartrazine, Swiss sbeeAaieNSCS 2°20 
Blues 
Algol, powder, German.. - 8.00 
DOOD “cennuns cuoeeecscece cus 1.15 
Indanthrene, German picuacapees 1:00 
Browns 
Anthracene, German ........... 6.00 
Red 
Anthracene, German ........... 5.50 
Violets 
Algol, powder, German.......... 16.00 
paste, German .......... cece 1.75 


ei 
@lz2 


@4 00 
@4 


@ SO 
@ — 
@20.00 
@ _— 


@ 2.25 


@ 2.00 
@ 5.00 
@ 3.00 


@ 8.00 


@ 7.00 


2 .00 


DYE BASES AND 


DYEWOODS 


NATURAL DYESTUFFS 








Albumen, egg, edible....... Plb T2 @ 1% 
technical ..cscccccrees #@ lb. 60 @ 62 
DICOE acccccccccccccveccsccs 50 @ 75 

Anmnatto, fing ..cccccccccees @ lb. 80 @ 32 
rere # |b. 4144 6 

Cochineal, Teneriffe, silver...... 35 @ 387 
rosy, DIACK ..cccccccce lb. 8 @ 
STAY, DBIACK..cccccccccccces 36 @ 37 

Cutch, bales, Borneo. 3%@ 4 
Rangoon ....... 7@ 8 

Dextrine, COrn.....ssees. 2.94 @ 3.22 
gum, British.....cccccsescs .29 @ 3.57 
potato, domestic....... #8 Ib. 10 @ 10% 

IMPOTtEE .cccccccee #@ lb. 9 @ 10 
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COLOGNE SPIRITS 


For Mechanical,Medicinal,Sciéntific and Manufacturing Purposes Only. 


aoe) 


ALCOROIML 


COMPLETE AND ALL SPECIAL FORMULAE 
For all AUTHORIZED INDUSTRIAL PURPOSES 


THE AMERICAN DISTILLING Co. 


DISTILLERIES PEKIN, ILLINOIS 
BRANCHES AND DISTRIBUTING WAREHOUSES 


NEW YORK The American Distilling Co., of New York, CHICAGO 
Inc., 491 Washington St. 
FULADELEA “ieee «CLEVELAND = Speen eel 
_ BALTIMORE The Ametems Die Co Cte ten 6=6DETROIT e163 West Fort Be 
BOSTON ‘ine, 48-47-49 Washington St, Norta, KANSAS CITY 
B Massa. 


BUFFALO = sone ggg ee - oe York, ST. PAUL 
na OO MINNEAPOLIS 
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ALCOHOL 














DRUG REPORTER 


, resublimed 


PAINT 


NEW boise team Quercitron, liquid, 51 deg..¥ | 
(Continued from page 6) : (tannins... 














Sumac, dome: stic 


F ERTILIZER ‘MATE: 


RIALS 
AMMONIATES 


Ammonia suipn ate, 








Norwegian.. 





Guatemala bromide, 















Myrobalans 


-@ ton.17.00 
Nutgalls, blue, ‘Aleppo @ 1 








Sago flour... 
Starch, corn, 


to 







t 









Cottonseed meal, 7 


Sumac, Sicily, No. ooo @ ton.55.00 Fish scrap, 





Tapioca flour ..+++seeeeeee+@ Ib. 


cis etentagesteel am , 11@iz per cent. @ 


15 per cent. 
phosphate, f. o 


od, 6 per cent. 





-@ ton.50.00 
sovceees edd-00 
eeeeee 40,00 


Valonia, beards, 40 p. 
cups, 30 p. c... 
cups, 38 p. c.. 


DYEWOODS 


Barwood chips.... 


phosphoric acid, 


x 


| 


@ ton.40.00 @ 








Camwood chips ° 
Cuba wood—See Fustic. 
Fustic sticks 


Nux vomica, 





seveecseeeee@t0n.35.00 @37. 


Hypernic—See Brazil Wood. 
CHIPS... seeeeeeee 
sticks. 5390 ton.28.00 @30. 00 
Jamaica, Black River.# ton. 
eecccccececce M CON, 
Quercitron, bark, ground. .# ton.20.00 
-#@ ton.15.00 
..#@ ton.10.00 





)and 15 per cent., New 


concentr ated. 












111 


PHOSPHATES 


Acid, phosphate, basis 16%, bulk, 


ry 
w 


Red sanders chips. - 


CHEMICALS 


Alumina chloride, 33@35 p. c.... 
75 per cent..... 








POTTS. cece eeseceee 

4% Bones, rough, hard, f. o. b. Cl. * 

antimony salt, 
65 per cent 

Indigo, synthetic, 20% paste—See 
Coal-Tar Colors. 


Nitrate of 


a, Angostura..... 


unground, to 
Chicago.... 


soft ‘steamed, 


4.3 
1. 


ammonia and 60 .- 
bone phosphate, 


do., 3 and 50 p. c., f. o. b. 
TMNICAZO ceesesesesseserve oO 


raw, ground, 4 p. c. ammo- 
f. 0. b. Chi- 
eee eseeecseseseses sda 00 


3% ammonia and 
phosphate), 


commercial— 
See Industrial Chemicals. 
otash, bichromate 





bichromate 


hyposulphite, phosphate, 


bbis.#@ 100 lbs. 

phosphate, commercial.# |b. 
yellow...... e 1 
50 per cent 





Turkey red oil, 
75@85 per cent..... 
crystals—S ee 
Chemicals. 
Zinc dust—See Industrial Chem- 


EXTRACTS 


concentrated . 


MIN@S. «cece eee 
b. mines.... 3. 





75 p. c. min., f. 
basis 77 p. c., 
MINES. ..eeeeeee 





Be RD, MRENSD. ccc crcese 
Tennessee phosphate Ne 
b 


tic, 78@80 Pp. c. 


Barberry, French ... 
Brazil wood—See Hypernic. 
Chestnut, clarified, 25 p. c. 

nin, tanks ... 











POTASHES 


SAltS..ccccccsceees #8 ton ¢t 





Cudbear, powder, 





eee ee eee eeeeey 


liquid, 51 deg. bbis....# Ib. 
42 degrees, bbis.... = lb. 








high dried.. 
Sarsaparilla 


Ga ° ee es 
Gambier, liquid, 25 D. e. “idanin. 90@25 per cent., domestic. 


Hematine crystals 
Hemlock, 25 per cent. tannin.... 


fertilizer......+- 3 
auaphaee, YU@V5 per cent., 
90 per cent., 


51 degrees liquid 
Larch, crystals, 50 per cent..... 
liquid, 25 per cent., 





bags. 8 ton.41. 


PYRITES 


Domestic concentrates, 


be cease 
51 degrees. 
cocccccsccccc cco Ib. 
we. | liquid, 25 per cent.... 
Muskegon, 25 per cent. tannin. 
liquid, 25 p. c..@ Ib. 
solid, 50 p. c.. 
Oak bark, 25 p, c. tannin, bbis.. 
Osage orange, 51 deg. 
powdered . 


Spanish, crude, lump, averaging 
48@50 per cent. 





Myrobalan, 





washed fines.. 


liquid.#® Ib. practically non-arsenical, 





Persian berry .......- 
Quebracho, solid, 65 per cent.... 
35 per cent. 


ing 48@50 per. eont. 
sooeee @ Unit 


_COMPARATIVE PRICES 


CHEMICALS 






bicarbonate 
caustic, solid, 


Sandalwood 





"drum: Biccccece Ib. 
. ss e0 a c. fused 





Tin, oxide 


nitric, 40 deg 





DRUGS 





















aqua, 26 deg. 


Barium chloride, 


DYESTUFFS 


Brimatene, 

tetrachloride, 
Chlorine ‘gas, 
eeeeeerees cwt. 
Glauber's salt 
Lead, acetate of, white, 

crystals ....+.. ° 
Lime, acetate of...cwt. 


Nickel salts, single. .lb. 

















a calc., 


80@ c.. 
caustic, Baq@o2 p. cl.. 
chlorate, cryst.. 
permanganate, tech... 


we 


SRSh 


Hydroquinone 
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Indigo, Bengal......... 
Madraw® cesecccccces . 
Indigotine ..... Cocceces 
IndigO CXUract....seces 






Logwood, sticks..... ton 30.9 00 


crystals ...6. eeeccece 
solid extract .....66.. 
Potash, bichromate.... 
prussiate, yellow..... 
Sago flour cccccccccccee 
Soda acetate.. 
bichromate ..... eee 
russiate, yellow...... 
Starch, corn, bags...lb. 





Sumac, domestic....... Nom. 


Sicilian secccseccccscsss 

ext, dom., 51l-deg..lb. 
Tin, crystalg ..... 
Toluodl .cccccccccee . 
ZinC GuSt.cccccccsscese 





PAINTS 


Barytes, f. o. b. mills. .$24.50 $23.00 


Blanc fixe, dry, bbls. 
GOO IDS... ccccccecce 
Casein cccccccssecs 
Carbon gas, black...... 
Chrome green, light.... 
Chrome yellow, C. P., 
light, on lots....... lb. 
Lampblack scccccsecses 
Litharge, Amer., pwd., 
casks, net..ccccesee 
Lithopone, bags. 
Orange mineral, Amer.. 
Paris green, bulk, 








arsenic, K@SS.....ee06 
Prussian ew 50U-lb. 
IOUT cecccescesessscecs . 


ted lead, dry, casks... 
Talc, American ....... 
Ultramarine blue, bbls. 
Ib. 

Umber, Turkey, burnt, 
powdered, ton lots... 
Venetian red coecce 
White lead in oil, less 
than 500 Ibs........ 
GLY, COMB .cccccscecs 
Whiting, com., car lots 
Zinc oxide, white seal, 
Ib. 

35 p. c., lead sulphate 





NAVAL STORES 


Rosin, common to good 
Strained, 280 lbs.... 
large, Florica, good 
W. W.......280 Ibs. 
Rosin oil, 1st rect..gal. 
BCR FOC Ceo cccccvscvese 
Turpentine spirits..gal. 
wood, dest., dis...gal. 


TGF Ol], COM..ccccss gal. 
Pine oil, sim. dist., un- 
der 933 sp....... gal. 
PICK cccccccesevecs bbl. 
Tar, kiln burned...bbl. 
Fetort .cces eevcces bbl. 1 








FERTILIZERS 


Potash, muriate, basis 
80 p. ¢c., bags.... unit $ 
Phosphate acid, bulk... 
rock, Florida land 
pebbles, 68 p. c..... 
Tennessee, 79@S80 p. c.. 
Ammonia, sulphate of, 
bulk, works....cwt. 
fish scrap, wet, acid- 
ulated, factory unit. } 
Soda, nitrate, 95 p.c.cwt. 
Pyrites, domes., milis, 
unit. 
















OILS 


Animal oils— 
Degras, American..Ilb. 
Lard, prime, winter, 
OGIDIC coccccevece gal. 





off prime... é 
Neatstoot, 20-deg. cold 
COME seccece 
prime 
Oleo, lower grade.. 
Red, elaine......... ° 
saponified ..cccercs l 
Stearic acid, 
PPESROd .ccccccvcces 
Fatty acids— 
Soya bean.....eeee. Ib, 
COCONUt 22. ccccssee lb, 
COP cesccccccccsces lb. 
Cottonseed. .ccccccs lb. 
Fish— 
Cod, Newf'dland..gal. 
Menhaden, So., crude, 
PAG.  scicoceccce gal 
dark, pre 
Sperm, bleached, win- 
ter, 38 deg. cold 











TESTE wcccccccces gal. 
Whale, win- 
ter gal. 
Vegetable oils— 

China wood........ lb. 
Coconut, Ceylon, do- 
MCStIC woceeesseces 
Copra, South Sea, sun 
dried eseccsvecee lbs 
Cort, Crude@sesccces lb, 
FORBOE: sc cccciscce lb. 


Cottonseed, crude..lb. 
prime, sum’r yellow. 
Linseed, raw, car lots, 
gal. 
boiled, car lots..gal. 
refined, car lots.gal. 
Olive, edible...... gal. 
denatured ...... Be 
Palm, Lagos ° 
PISO vsccecersseces 
Palm kernel, 
Fefined ...cccesece 
Peanut, dom., 
crude, mills, 
anks 
Orier tal, 














Tté . 
t efined. gal. 
ececvccces gal. 
bean, sellers’ 
tanks, coast....Ib. 
CMNEd .ccccccsccel b. 
Greases, !ar stearines 
and tallow— 
grease, brown...... lb. 
DOUSE .rcccsecs --lb. 
lard, city steam. -lb. 
compound .,......Ib. 
neutral .ccocce 2 iD. 
stearin, lard....... ib, 
Q1EO  .ccccveccsece Ib. 
tallow, city, special, 
1088 acces seveelt, 


Cdible cecccccceeedd. 









S 


he 





mre 


bat bt eh nd et 
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2 
* 





OIL CAKE 


*Coconut cake...... ton.$10.00 
Cottonseed, mills...ton. Nom. 
Linseed .......+...ton. 45.00 





*F. o. b. Pacific coast. 
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Decolorizing and Deodorizing Problems 
Are Readily Solved by the Use of 


Super-Filtchar 


This “bleaching” carbon is so powerful 
that only very small, or even fractional, 
percentages are necessary to give effi- 
cient results. 

We welcome any opportunity to dem- 
onstrate to you its many advantages and 
our Technical Department is at your 
service to advise or cooperate. 


Write for full particulars 


We can also supply high grade 
ENGLISH FULLERS EARTH. 


TEC-CHAR BRAND | Denatured Alcohol 


All Formulas for Industrial Uses 
CHARCOAL |" 
Made solely from Hardwood Ethyl Alcohol 


Exceptionally High in Purity 


For Medicinal, Scientific and 


Carefully Graded—Free from Dust Technical Purposes 


Industrial Chemical Co. 


200 Fifth Avenue New York, N. Y. 





OIL PAINT AND DRUG REPORTER 


‘ Doesn't Like 
King George 
7. Live at W: indsor Castle ae 


One of a series of Meteo ot oo 
advertisements ap- 

pearing in national 

magazines. They 3 

tell readers of the LEAD COMPANY 
important part “ * vee 
which lead plays in ao 

our daily life. 


Lead Sulphates 


Basic Lead Sulphate—White 


Extreme fineness, purity, insolubility in 
water, and opacity—they are all qualities 
of our white basic lead sulphate. 


Basic Lead Sulphate—Blue 


Users of blue basic lead sulphate will find 
our product superior in composition and 
uniformity of manufacture. 


Our factories and branches in all parts of the coun- 
try can give you the best service on quick notice. 


NATIONAL LEAD COMPANY 


New York Boston Chicago San Francisco 
Cleveland Buffalo Cincinnati St. Louis 
JOHN T. LEWIS & BROS. CO., Philadelphia 
NATIONAL LEAD & OIL CO., Pittsburgh 


May 22, 1922 












May 22, 1922 OIL PAINT AND DRUG REPORTER 






Use High-Potency 
PE PS tN 


M ANY firms now use P. D. & Co.’s Pepsin 1:10,000 


in making elixirs, essences, and similar liquid 






preparations. ‘This method has the manifest 
advantage of insuring full digestive activity, and reduces 





to a minimum those inert proteins which injure the 






flavor and increase tendency to fermentation. 










Pepsin 1:10,000, P. D. & Co., is highly concen- 
trated, very soluble, and free from the objectionable 





animal odor. Supplied in two forms—spongy and 
Immediate delivery. Wire for quotations. 






powder. 





Parke, Davis & Company 


DETROIT 






“Continental Service” with Improved and Enlarged Facilities 













Announcement 


Continental Can Company, Inc., New York City, announces , REMOVAL 
to its new plant, 16th and Coles Streets, Jersey City, New Jersey. 


IMPORTANT 


The Eastern General Line Sales office, formerly at 616 W. 43rd Street, New York City 
is now located at the above address) PHONE MONTGOMERY 4701. 


We make a Complete Line of Paint, Oil, Varnish and Mis- 


cellaneous Tin Containers for Domestic and Export Trade. 


Send us your specifications and write today for prices. 


CONTINENTAL CAN CO,, Inc. 


16th AND COLES STREETS, JERSEY CITY, N. J. 





Syracuse Baltimore Chicago Canonsburg, Pa. 
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The Standardization of 


artificial colors cannot be accomplished any 
easier than by starting their manufacture 
with intermediates which are themselves 
the standard of the market. Among the 
Du Pont products that are always appreci- 
ated for their uniform excellence are: 


Anthranilic Acid 
Dinitrobenzene 
Dinitrotoluene 
Diphenylamine 
Para-Toluidine 


The only SAFE Containers for Drugs and Chemicals. 
Protect your merchandise against damage and theft, and 
insure safe arrival and satisfied customers. 


Made in all styles—from small, light boxes for express 
and parcel post shipments to heavy cleated cases for Generous samples, together with complete 


freight and export. details about prices, specifications and ship- 


I ments, will promptly follow your request for 
ked Corner Boxes turther information. May we send you a 


Box Shooks booklet describing the properties and uses 
-4-One Wirebound Boxes of many of our Dyestuff Intermediates? 


THE A. H. GREEN COMPANY 
108 PARK AVENUE NEW YORK E. I. du Pont de Nemours & Co., Inc., 


Dyestuffs Department, 
WILMINGTON, DELAWARE 
8 Thomas St., New York, N. Y. 


QvESTUFES 


Good Wood Boxes neatly printed with your name and Trade 
Mark advertise your merchandise during the entire life of the 
boxes—often long after they have served their original purpose. 





ooden Boxes 


Locked Corner 
Nailed Corner 
Box Shooks 

HE safest con- 

tainers for ship- 
ping. Made from 
Eastern White 
Pine with corners 
securely locked and 
glued, or nailed if 
preferred. 


Box Shooks—Eastern White Pine. 


Basswood Mailing Boxes and Nested Shipping 
Boxes in convenient sizes carried in stock at 


New York. 








Mono-Piston Filling Machine 
(Hand Operated) 





Fills tooth paste, vanishing and cold cream, salve, 
ointment, etc. 


Here’s a little machine—inexpensive—but a mighty Turn Wood 
dependable and accurate worker that does a better B 
job much more quickly and with less labor than it OxeSs 
can be done by hand. ° 
The filling is accurate and clean. all kinds, 
Operator just holds containers at the spout. The plain and 
machine is automatic in measuring and filling just the 
desired amount. finished. 





" Quickly adjustable for any size container up to 
12 oz. 
Write for details. 


The Karl Kiefer Machine Co. 


Cincinnati, Ohio 


BOGERT & HOPPER, Inc. 


Office: 66 Barclay Street New York 
Factories: MAINE VERMONT MASSACHUSETTS 
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CONSULTING AND ANALYTICAL CHEMISTS AND CONSULTING ENGINEERS | 


Henderson, R. R. 


Consulting Chemist and Engineer. 
Chemical Processes Developed. New 
products suggested. Apparatus and 
Plant Design. Automatic Production 
Methods, Textile Problems. Agricul- 
tural Insecticide Manufacturing, etc. 
Little Formulas or Large Factories. 
Little Falls, N. J. 


Ellis-Foster Company 


Bacon, Chas. V., Ch.E. 
Consulting Chemists. 
Consulting Chemist and Chemical 
Engineer. 

Analyses, Expert Testimony, Investi- 
gations, Sampling and Inspection of 
Chemicals, Fats, Oils, Soaps, Paints, 
Raw Materials, etc, 


3 Park Row, New York 


We offer our exceptional facilities for 
working out difficult problems, 
May we help you? 


Established 1907. Montclair, N. J. 


Helmlinger, Harry C. 

Chemist- Engineer. 

Industrial Consultant. 

Research, plant, production, product 

problems. Dyes, chemicals, dry colors, 

varnishes, paints, printing ink, pre- 

cious metals. Analysis, assays. 

Phone, Kearny 0218. 

Laboratories, 488 Belgrove Drive 
Arlington, N. J. 


Eldred & Atkinson, Inc. 


Chemical Advisers and Engineers. 


Bacon, Dr. R. F. 


Chemical Service. Industrial Research. 


Con i i 
sulting Chemist and 48 Bast dist Street, New York City. 
i 1857 Gent Avenue, Indianapolis. 
Chemical Engineer. 


Falkenburg & Company 
Chemists. Experts on 
Western U. S. and Ori- 
ental Products, 
Licensed Chemists, In- 
spectors, Samplers, 
Weighers of New York 
Produce Exchange. 
116 Yesler Way, Seattle, Wash. 
Offices: All Pacific Coast Cities. 


Hochstadter Laboratories 
Chemical Analyses, Consultants, Tech- 
nical Experts, Investigations, Litigation 
Coals, Oils, Water, Foodstuffs, Gela- 
tine, Beverages, Dairy Products, Con- 
fectionery, Drugs, Minerals, Textile 
Materials, etc. 

Phone, Beekman 5260-5261. 
227 Front Street, New York. 


Chemists’ Bldg., 50 East 


41st street, 
New York City. 


Bredt, Curt 

Consulting Research Chemist. 

Chemical processes developed or eco- 
nomically improved. Entire factories 
designed. Advice given on patent 
questions, Process and formula brok- 
erage. German machinery and proc- 
esses imported. Representative in Ger- 
many, Dr. Paul Bredt, Coln a Rh. 
Hunsicker Bldg., Allentown, Penna. 


Bull & Roberts 


Chemical Experts. 


William Garrigue & Company 


Contracting and Consulting Engineers 
Designers and builders of complete plants for— 
Oil Extraction and Refining. Fat Splitting. Fatty 
Distillation. Glycerine Recovery and Refining. 
Also special apparatus, including Evaporators, Dryers, Ex- 
tractors, Condensers, Autoclaves and Soap Machinery. 


castern Office: Works: 
154 Nassau St. 45th St. and Western Blvd. 
NEW YORK CHICAGO, ILL. 


Acids. 


Established 1903 


There is not a commercial center of any impor- 
tance in any part of the World where the Oil, 
aint and Drug Reporter does not circulate. 


Analytical and Testing Laboratories. 
*Phone—Bowling Green 2296. 


50 West St., New York, 


Ginsberg, Ismar, B. Sc. 


Chemical Engineer. 


Jacoby, Henry E., M. E. 


Specialist in Chemical Machinery 


Bureau of Chemistry 


New York Produce Exchange. 


H. B. Trevithick, Ph.B., B.S. 

2 Broadway, New York. 

Cottonseed Oil, Oils, Greases, Soaps 
Turpentine, Glycerine, Fools, Cattle 
Foods, Spices, Chemicals, etc. 
Consultation, Research. 


Specialist in Literature Investigations 


and Translations, and Equipment. 
Information in all branches of applied 
chemistry—technical, industrial, gen- 
eral; literature investigations on re- 
search topics. Patents searched. Bib- 
liographies compiled. Translations 
made from all languages; regular ser- 
vice on selected topics. Facilities for 
laboratory and semi-plant tests, Rea- 


Evaporators. 
Dryers, 
Chemical Service Laboratories Futer Presses. 


Emulsion Experts, 


Analyses, Research Stills, 
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Schwarz Laboratories 
Analytical, Biological, Consulting 
Chemists. 

Food Products, Fuels, 
cals, Drugs, Inspections, 
Production Systems, Efficiency 
trol, Refrigerating Problems. 

113 Hudson Street, New York City. 


Pharmaceuti- 
Reports, 
Con- 


McKenna, Dr. Chas. F. 


CONSULTING CHEMIST 


and 
CHEMICAL ENGINEER. 


Sadtler, Samuel P. & Son, 


Inc. 


50 C Street, N York City. 
a so a 7 Consulting and Research Chemists. 


teports and Analyses Made in All 


Branches of Industrial Chemistry. 


Plans for chemical projects and con- 
struction and improvement in manu- 
facturing processes. Expert testimony. 
.Office and Laboratory. 


Organic Laboratories 

Dr. H. Grunenberg 

New processes for organic prepara- 

tions: Rare Chemicals, ‘‘Synthetics,’’ 

Synth. Drugs, a. s. f. Analysis and 

Duplication of Organic Compounds, 

Industrial Lab.: 96 Academy Street, 
Newark, N. J. 

Research Lab.: Olmstead Avenue, 
Bronx, New York, 


210 S. 13th Street, Philadelphia, Pa. 


Sieck & Drucker, Inc. 


Consulting Engineers. 
Complete Installations of Plants. 


For the Production of Vegetable Oils, 
Hydrogenated Oils, Compound, Salad 
Oils, Margarine, Tallow and Lard 
Oils, Packing House By-Products. 


332 So. Michigan Ave., Chicago, 


Pease Laboratories, Inc. 
Established 1904. 
Chemists, Biologists, Sanitarians. 
Consulations, Litigations, 
Specializing in the Sanitary and Hy- 
gienic Aspects of Industrial Operations: 
New Products and Processes, Dete- 
riorations, Spoilages; foods, water, 
disinfectants, wastes, pharmaceuticals, 
toilet preparations, etc. 
39 West 38th St., New York City. 


Ritter Research Laboratories, 
The, 


DR. S. GREENBAUM, Director. 

Consulting and Manufacturing 
Chemists. 

Foods. Beverages, Drugs, Water, Fats 

and Oils, Soaps. Plant Problems and 

Private Formulae our specialty. 

Telephone Beekman 6372. 

11 Vandewater St., New York City. 


Rollin, Hugh 


Consulting Chemist. 


Stillwell Laboratories, The 
Investigate and Develop New Proces- 
ses, and Correct Factory Troubles. 


Specialties of Fertilizers, Paint, Oils, 
Water, Food, Glycerine, Alloys, and 
Metals. 

76% Pine Street, New York. 


$$ 


Sutton, Frank 
Mill Engineer. 
140 Cedar Street, New York City. 
Est. 1897. Telephone, Rector 960. 
Designs for Chemical Buildings and 


Complete Equipments. 
Barytes and Barium Salts, 


Room 714, 115 Broadway, New York. 
Wells, Raymond 
Consulting Chemist and Specialist. 
In Garbage Reduction, Offal Disposal, 


Ol Testing Consultation, 


Our chemists and engineers produce 
quickest results at lowest prices, 


1431 Broadway, New York City. 


sonable charges. 

Murray Hill 1916, 
Chemists’ Bldg., 50 East 41st Street, 
New York. 


Telephone: 


Special Equipment of all kinds, 


95-97 Liberty Street, New York City. 


E invite Consulting and 
Analytical Chemists 
and Chemical Engineers to 


Tallow Rendering. Stearic Acid Manu- 
facture, Grease Extraction by Perco- 
lation and Cobwell Process. Plant 
design and improvement, Analytical 
work, 

Laboratories, Homer, New York. 


Tel. Bryant 5539. 


Coblentz Laboratory, The 
Chemists and Chemical Engineers. 
industrial Research Work. 


Specialists in Medicinal and 
Pharmaceutical Products. 
Phone Cortlandt 1833. 


7 Beekman Street, New York. 


E. M. Laning, B.Sc. Robt. C. Pursell, P.D. 
President Vice-President 
H. R. Bronk, Ph.G., Sec’y. & Treas. 


Laning Company, E. M., Inc. 


Consulting Chemists. 

Specializing in Perfumes. Toilet Prep- 
arations, Pharmaceuticals and Flav- 
ors Exclusive'y. Formulas Perfected, 
Problems Solved. Plants Equipped. 


289 Pearl St., New York, Phone Beek. 3850 


The Gray Industrial 
Laboratories 


Chemists and Engineers. 
Petroleum Products, 
Ave. 


Specialists on 
961-975 Frelinghuysen 
Newark, N. J. 

Telephone, Waverly 3300. 


Cowing Laboratories 
Analyses and Assays 


of Ores, Metals, Chemicals and Solu- 
tions. Glycerine by S. I. A, Method. 
Mine examinations arranged. Sam- 
pling of Ore and Glycerine. P. F 
Cowing, formerly with Ricketts & 
Co., Ine. 

103 Maiden Lane, 


Manufacturing Consumers 


Importers and Distributors at 
first hands not only in the 
United States and Canada but 
throughout the world, receive 
the Oil, Paint and Drug Re- 
porter every, week. 


Plant Inspection 


New York. 15 East 40th Street 


Titanium Potassium Oxalate 


MADE IN U. 8. A. 


smexoo CC Lighel Company 


SULPHUR 


‘“‘Bergenport Brand”’ 


.& S.C. WHITE CO. 


Mfgrs. 
Established 1841 


100 WILLIAM STREET 
NEW YORK 


SULPHUR 


Manufactured by 


Southern Acid & Sulphur Co. 


Boatmen’s Bank Building 


ST. LOUIS, MO. 


Roll Brimstone 

Broken Rock Brimstone 
Virgin Rock Brimstone 
Flour 

Flowers 

Lac, U. S. P. 
Precipitated, U. S. P. 


Commercial Flour 
Superfine Commercial Flour 


100% PURE 


Roll Brimstone 
Refined Flour 
Sublimed Flowers of 


99% PURE 


Commercial Flour 
Superfine Commercial Flour 


Mantius Engineering Co., Inc. 
Consulting Engineers 
General Consultation and Research Work 
Design and Construction of Chemical Plants and Machinery 


be represented by a profes- 7 
Wiley & Company, Inc. 
Analytical and Consulting Chemists. 


Also Experts on Fertilizers, Phos- 
phates, Pyrites, Greases, Wood Pulp, 


Coal and Coke, Water, etc. 
Corner Calvert and Read Streets, 


Baltimore, Md. 
Estab'ished 


Stillwell & Gladding **s>' 


Chemists, Assayers, Engineers. 
Expert Testimony, Advice, Investiga- 
tions, Analyses. 

Oils, Soaps, Fats, Paints, Varnishes, 


Drugs, Gums, Foods, Glycerine, Tur- 
pentine, Waxes, Spices, etc. 


95-97 Front Street, New York. 


sional] card on this page. 


Oll, Paint & Drug Reporter 


100 William Street - - = New York 


Confidential Reports 
New York City 


THE ARNER COMPANY, Inc. 


Successors to 


FRED C. ARNER 


PHARMACEUTICAL CHEMISTS 


SPECIAL FORMULAE EXCLUSIVELY 
BUFFALO, N. Y., U. S. A. 
Branch Offices and Laboratories 


Capetown, South Africa Montevideo, Uruguay Buenos Aires, Argentina 
Rio de Janeiro, Brazil 
Cable Address: All Otlices “ARNER” A. B. C. Codes, 4th & 5th Edition 


DRYING MACHINERY 


Fort Erie, Ontario, Canada 


for All Materials 


“poctor’’ Drying Machinery completely solves 
the problem of drying almost every kind of 
material best and most economically. 


best engineering prac- 
interest in 


Long experience and 

with an 
install, 
point 


unending 
increased 
produce a 


tices, coupled 
all 


business to 


dryers we have our 


the where we 
greater number of drying machines than any 
world—serving all 


other manufacturer in the 


industries wherein drying is required. 
Many types. Ask about the “Proctor’’ Dryer 


for your material, 


PROCTOR & SCHWARTZ, Inc. 


PHILADELPHIA, PA. 
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Tank Cars for 


Liquid Chlorine 
and Sulphur Dioxide 









The Refining, Purifying, 


Deodorizing, Decolorizing 


CARBON 


HIGHLY EFFICIENT AMERICAN MADE 






Class V Car—Special Insulation—Welded Tank 
Approved by A. R. A. 












Manufacturers and Refiners of 
sugars, glucose, maltose, candies, 
vegetable oils, chemicals and 
pharmaceuticals are invited to 
consult us. Our research labor- 
atory is at your service. Samples 


will be furnished upon request. 


The use of liquid chlorine for bleaching 
purposes in paper mills and for sewage dis- 
posal is developing a demand for Class V 
Tank Cars which will soon exceed the car- 
builders’ capacity for prompt deliveries. 

e 

















Those who place their orders early will 
have an advantage in securing this new 
business. 















Prices are probably lower now than will 
maintain. 





DARCO CORPORATION 
(Controlled by Atlas Powder Company) 
WILMINGTON, DELAWARE 






American Car and Foundry Company 


NEW YORK CHICAGO ST. LOUIS 
165 Broadway Railway Exchange Building 915 Olive Street 









“Daugherty’s Petrolatum” 


SNOW WHITE 
LILY WHITE 
CREAM WHITE 
EXTRA AMBER 


has stood for quality and uniformity since 1880. 


Because—we are about the oldest petrolatum 
i refiners in Pennsylvania. 

OCH Because—while our processes are 40 years old 
our methods are up to date. 

Because—we run only pure Pennsylvania 
crude through our own pipe lines 
from nearby Butler county selected 
White Sand wells. 

Because—the natural melting point of “Daugh- 
erty’s Petrolatum” is high—no waxes 
need be added, even for use in warm 
climates. 

Because—our laboratory control certifies every 
lot to be up to our standards. 


W. Hl. DAUGHERTY & SON REFINING COMPANY 


PETROLIA, PENNSYLVANIA 


Cable Address: ‘“Petrolatum” All Standard Codes 


Sales Office: 114 FIFTH AVE., New York, U.S.A. 





VILLI 


| 









The Japanese Quinine listed in the 
drug market reports is Hoshi’s prod- 
uct, as we are the only Quinine manu- 
facturers in Japan. 


Look for Hoshi’s “H” in the star. 


The Makers of Quinine and other ALKALOIDS 


Hoshi Pharmaceutical Co., Ltd. 


KYOBASHI, TOKYO, JAPAN 


Capital - - - - Y 20,000,000.00 Write for samples 
Cable Address: Codes Used, 
“HOSHIKSURI TOKYO” Bentley’s and others We refine and manufacture also: 


SNOW WHITE MINERAL JELLIES 


: — ‘ MEDICINAL WHITE OILS 
(A AAAAAAAAAAAAAAALS SAYS TECHNICAL WHITE OILS 
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What Is Knowledge Gained 
~ From Lon¢ Experience 
Worth to You? 





Drying Chemical Products 


Many chemical products which are sen- 
sitive to high temperatures can be thor- 
oughly dried in a Devine Vacuum Cham- 
ber Dryer. This Dryer, due to the high 
vacuum maintained during the drying 
process, will remove moisture at as low 
a .temperature as 70° Fahrenheit. Any 
material which can be handled, spread out 
on flat trays, can be dried. 


We will be pleased to dry a sample of 
your material in our  Experi:nental 
Laboratory. 


J. P. DEVINE CO. 


1356 CLINTON STREET 
BUFFALO, N. Y. 


50 EAST 42nd STREET JAS. LIVINGSTON, LTD, 
NEW YORK CITY LONDON, ENG. 
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“Buflovak” Vacuum Dryers 


Drum, Shelf and Rotary types for drying all mate- 
rials — liquids, semi-liquids, and solids — at low tem- 
perature and low cost, without danger of overheating, 
contamination or other injury. 


“Buflovak” Evaporators 


For concentrating solutions and separating salts 
and other solids from liquids. Built in various types 
to handle all liquids. 


“Buflokast” Chemical Apparatus 


Raymond No. 0000 Pulverizer 


When a man has a fine grinding problem or finds 


For producing Heavy Chemicals, Organic Chemi- 
cals, Acids, Alkalies, Explosives, Dyestuffs, etc. Com- 
plete chemical plants; or individual apparatus for ni- 
trating, reducing, caustic fusion, sulphonating, and 
many other chemical operations. 


“Buflovak” Sugar Apparatus 


Vacuum Pans, Evaporators, Filters, Dryers, Crush- 
ers, Crystallizers, and other sugar machinery. 


“Buflokast’’ Nitrator—Hough Type. 


For nitrating hydrocarbons and other 
compounds. Especially designed for rapid 
reactions, safety in operation, large out- 
put, and high yield. 


BUFFALO FOUNDRY & MACHINE CO. 
1547 Fillmore Ave., Buffalo, N. Y. 


that he must have a positive method of separating 
a ground product to produce absolute uniformity, 
he naturally looks for the solution to those who 
have had the longest and most varied experience 
in the field. 

Raymond Equipment, which is now being used 
on hundreds of different materials and to perform 
many different operations, has been developed 
through forty years of actual experience in the 
fine grinding field. 

This experience is worth many dollars to you 
in helping you to steer clear of makeshifts, which 
may have a low first cost, but which cannot pos- 
sibly give the results you are after. 

And remember, when you come to Raymond 
Brothers, you will be given a recommendation 
based, first, upon economy to you and not upon 
pecuniary return to us. 

Our many customers are benefiting from this 
experience in actual money return. Why not you? 








Raymond Bros. Impact Pulverizer Co. | 
1303 N. Branch Street = . Chicago, Ill. 


Eastern Office: Western Cfiice : 
50 Church Street 1002 Washington Building 
New York City Los Angelcs, Cal. 


New York Office: 17 Battery Place. 
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COBALT 


Acetate Linoleates 
Carbonate Nitrate 
Chloride Resinate 
Hydrate Sulphate 


LEAD 


Acetate ; Linoleates 
Resinates 


MANGANESE 


Linoleates Oxides 
Resinates 


THE HARSHAW 
FULLER AND 
GOODWIN Co. 


Cleveland 
New York Philadelphia Chicago 


BLUE 


YELLOW | 
ERYTHROSINE. LAKE SCARLETS 


EOSINE. 
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R. W. GREEFF & CO. 


(Incorporated) 


78 FRONT STREET NEW YORK, N. Y. 


Manufacturers Agents 
Importers Exporters 


Acetone 
Acetone Oil 
Arsenic 
Barium Chloride 
Barium Carbonate 
Barium Peroxide 
Barium Sulphate 
Cream Tartar 
Cresylic Acid 
Formaldehyde - 
Formic Acid 90% 
Lithopone 
Methyl Alcohol 
Methy]-ethy]-ketone 
Oxalic Acid 
Phthalic Anhydride 
Potash Bicarbonate 
Potash Carbonate 
Quinoidine 
Soda Acetate 
Soda Perborate 
Soda Prussiate 
Soda Sulphide 
Tartaric Acid 


Cable Address: Fergcotrav, N. Y. 


WORKS {N NEWARK, N. J. 


BOSTON CHICAGO 


THE HELLER & MERZ CO. 


NEW YORK 


PHILADELPHIA 





THE NEW BECKTON WHITE 


Beckton White GOLD SEAL is now ready. It is the result 
of an improved process originated by du Pont chemists and 
engineers. 

This new Beckton White possesses the six essential qualities 
to a degree hitherto unequalled: 


WHITENESS NEUTRALITY 
STRENGTH LIGHT STABILITY 
FINENESS EASE OF GRINDING 


Absolute uniformity is insured by chemical control of an 
exactness never before attained. 


This is the lithopone you have been waiting for. 


Order a trial barrel now 


E. I. du Pont de Nemours & Co., Ine. 


Lithopone, Pigments and Heavy Chemicals Division 
3500 Gray’s Ferry. Road, Philadelphia, Pa. 


Newark: 256 Vanderpool Street Chicago: 2100 Elston Avenue 
Boston: Everett Station (49) Canadian Sales Agency: San Francisco: Chronicle Bldg. 
Flint Varnish & Color Works of Canada, Ltd., 

63 Bay St., Toronto, Ont., Canada. 
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Foreign Trade Improves as a Whole 


A healthy trend toward a favorable bal- 
ance is indicated in the statistics on foreign 
trade of the United States in March. 
Throughout the group of chemicals and al- 
lied products there is abundant evidence of 
increasing export trade, with imports in 
many instances really showing a decline in 
comparison with a year earlier. This show- 
ing of export improvement, the first of 
appreciable comprehensiveness as to items 
in many months, is indeed gratifying. It 
was not universal: that would be too much 
to expect, but following close upon a value 
deficiency of 27.4 per cent. in the preceding 
month (comparisons over a year), the 19 
per cent. excess shown for March this year 
over March, 1921, is “something to crow 
about.” 

Comparisons on the basis of values are 
not wholly satisfactory, but available sta- 
tistics do not readily adapt themselves to 
comparisons of quantities, the methods of 
stating commodities having been changed a 
few months ago. If one may accept the 
showing in imports as a guide, values and 
quantities lie closely parallel, for a decrease 
of 16 per cent. in the quantity of chemicals 
imported in March, 1922, over March, 1921, 
was accompanied by a drop of 17 per cent. 
in values. Of course, American market quo- 
tations may not have been lowered as much 
as those in other countries, when deprecia- 
tion of currency is considered, but the re- 
spective relationships cannot be materially 
different. 

With exports of chemicals and allied 
products showing a 19 per cent. increase in 
value between March and March across the 
year, chemicals in a restricted sense show 
a gain of 8 per cent. Exports in the soda 
group—to subdivide divisions—obviously 
one of the important classes, were 444 per 
cent. greater in quantity in March, 1922, 
than in the corresponding month of the pre- 
ceding year. That is a gain. The fact that 
the difference in total values was but 54 
per cent. in favor of March, last, does not 
so much indicate that prices had fallen as 
point to differences in the proportions of the 
various soda compounds. Caustic ran so 
far ahead of all others this year that the 
influence of its lower unit price could not 
be escaped. 

White lead ranked among the active items 
in March export trade, and showed an ex- 
cess of 50 per cent. in a March and March 
comparison. This showing shrinks into in- 
significance when the figures for lead oxides 
are considered, as these products increased 
more than fivefold. As their aggregate vol- 
ume is naturally less than that of the more 
widely used member of the lead pigment 
group, their proportionately greater increase 
has not as much influence on total ship- 
ments. Zinc oxide, with a 124 per cent. in- 
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crease, is an item deserving more than 
passing notice. 

Naval stores gained 18.2 per cent. in ex- 
port ranking in comparison of March and 
March. What is more, they show an in- 
crease of 6 per cent. over the preceding 
month. Exports of pigments and paints, in 
general, were 15 per cent. greater in the past 
March than in March, 1921. Crude drugs 
show a 34 per cent. gain. 

A different picture appears in the vege- 
table oil group, where March, 1922, exports 
(including oil seeds) were less than half 
those of March, 1921. Cottonseed oil was 
the greatest sufferer, falling off almost 75 
per cent. Lard compounds and oleomar- 
garines were in almost equally sorry straits, 
for exports thereof dropped two-thirds. It 
is difficult to reconcile these showings with 
a gain of 42 per cent. in exports of cotton- 
seed; even the fact that the increase was 
accompanied by a significant decrease of 
one-third in total value is not sufficient ex- 
planation. It is not a good trade sign when 
exports of raw materials go up as those of 
manufactured products drop. The signifi- 
cance is as disquieting as that of increasing 
imports of manufactured products along 
with smaller receipts of raw materials. 

Because of the excellent export showing 
of the soda group it is surprising to find 
that imports of all soda compounds, with 
the exception of nitrate, also showed an in- 
crease. Potashes of other than fertilizer 
sorts likewise showed important gains. 
Imports of fertilizers increased 72 per cent. 
in quantity as between March and March, 
but the March, 1922, total value was 15 per 
cent. less than that of the same month of the 
earlier year. 

As with sodas, zinc pigments well illus- 
trate that international trading is a mutual 
interchange, for imports of these products 
increased almsot eightfold in quantity, the 
gain in value being 5.5 per cent. Imports 
of paints as a whole increased 47 per cent. 

In imports as in exports the trade in vege- 
table oils is not indicative of favorable do- 
mestic conditions. Comparing imports in 
the respective months, there was a gain in 
1922 of about 800 per cent. in quantity of 
linseed oil (500 per cent. in value); the 
quantity of coconut oil was seven times that 
of March, 1921 (value, 5.5 times); receipts 
of palm oil were almost fifteen times as large 
in quantity (11.5 times in value). 

Yes, there is reason for gratification in the 
statistics on March foreign trade, but that 
gratification cannot be felt by all industries 
within the Reporter’s field. In some lines 
improvement was more emphatically indi- 
cated to be necessary in March than in 
earlier months when the general condition 
was less satisfactory. The causes of the 
discrepancies lie deep in the general econ- 
omy of nations. Until they are dug up and 
eradicated the hope of improvement will re- 


main slim. 





European Disruption and American Trade 


Beyond even the scoffing of those who have 
axes to grind, it was proved at the recent an- 
nual meeting of the Chamber of Commerce of 
the United States that the economic situation 
in Europe, with its inescapable entanglement 
of politics, exerts a material influence on indus- 
trial and commercial conditions in this country. 
The unfortunate phase of the matter is that, 
even such understanding cannot bring forward 
the necessary remedy : that is something which, 
as was the cause of the situation, lies with the 
peoples of the unstable nations. Not that there 
is nothing which can be done by and in the 
United States to mitigate the effects of the 
European unsettlement, for by ordering its in- 
ternational relations appropriately this nation 
can aid toward the restoration of world stabil- 
ity, and by shaping its laws which have an 
international significance, in a commercial 
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sense, in a manner adapted to conditions as 
they exist, this country can be the gainer many- 
fold through every resulting benefit to other 
nations. 

Months ago we said that Europe would 

have to become a producer before consuming 
activity could be looked for. The period of 
transition in that regard is now fairly under 
way, but still is there need for greater, more 
intensive, more strenuous production—and, of 
course, for less squabbling—in order that the 
burdens, particularly that of taxation, so perti- 
nent to the disturbed conditions, may be light- 
ened and normal economic functioning thus 
facilitated. 
_ Elsewhere in these pages we comment on the 
increase in American export trade which 
occurred in March. The occasion for that 
comment is not to be taken as indicating that 
belief in the influence of European conditions 
is erroneous. Its significance has primarily to 
do with the fact that the crisis in most for- 
eign countries has been passed and the light of 
improvement has begun to filter through the 
clouds of depression. 

Few would attempt to deny the necessity of 
foreign markets for American goods, so how 
can there be doubt of the detrimental effects of 
conditions which militate against the re-estab- 
lishment of such outlets? Almost any nation 
could prove self-sufficient, if the criterion were 
but bare existence. But there can no more be 
national industrial progress under a self-con- 
tained policy than the mind of man can be 
improved by strictly individual attempts at 
thought and reason. There must be co-oper- 
ation or there can be no advancement. Europe 
is far from being in position to offer helpful 
co-operation to the United States. The conse- 
quence is quite obvious. 





Help the Government to Help 


So obviously beneficial to every branch of 
any industry is the prompt dissemination of 
statistical information relative to production, 
distribution and stocks, and so well can the 
publication of this information be handled by 
the Federal government that there should be 
no need of urging industry to bend every 
effort toward the assistance of the government 
in its purposed, and in some degree performed, 
statistical service. But this governmental work 
is somewhat handicapped, with regard to cer- 
tain commodity groups, by lack of adequate 
information or delay in its submission. This 
is true, not only with regard to the industrial 
census, but also, and to a greater extent, does 
it apply with respect to the government’s en- 
deavors to issue monthly tabulations of infor- 
mative industrial data. We urge upon every 
reader of the Reporter the wisdom, even from 
a selfish point of view, of helping the various 
governmental bureaus to improve their:service 
in this respect. 

Industry and the government can get close 
together in the performance of a statistical 
service really worth while. Every possible 
safeguard is laid about the operations of the 
official agencies engaged in this work, with a 
view of preventing the diversion of informa- 
tion. Confidential treatment of plant informa- 
tion is fundamental and it is a fact. So that 
there need be no reluctance on the part of any 
industrial organization to do its part toward 
making the government service adequate to its 
purpose, 

No industry can really progress without 
knowledge at all times of its statistical position. 
Such knowledge, and nothing else, can assure 
stability in the face of artificial stimulation or 
depression. As these influences are practically 
unavoidable, it follows that the protection of 
statistical information cannot be disregarded. 
The value of such information is, of course, 
commensurate with its accuracy and its com- 
prehensiveness. The Federal ‘government is 
undeniably in the best position to perform in- 
formative service of a reliable sort. Not even 
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selfishness, therefore, can gainsay the wisdom 
ot co-operation toward the consummation of 


that desirable purpose. 
; dl bdinincsintiad 


A Probe That Wobbled 


The momentous dye probe has come and 
gone, and one well may ask, ‘Cui bono ?” 

Out of the weeks of threshing there has 
the myth of 
monopoly in American dye production failed 
Even that 
has had to force its way through a tangle of 
irrelevant contributions to a subject which de- 
served the decisive application of the surgeon’s 


come but one bit of clean gain- 


miserably of materialization. 


knife. 


There can be found, it is true, in the records 


of the latter days of the prolonged 


tion a statement which may be accepted as a 
clear pronouncement of the desire of the Ger- 
man cartel to restrict quite narrowly the dis- 
tribution of its products in this country. 


I 


William Church, manager of the 
United Drug Co., returned from Eng- 
land on the Majestic which docked 
May 16, 

Marcus Marks, of Maurice Herrmann 
& Co., this city, sailed for Europe last 
week on a trip that will combine busi- 
ness and pleasure. 


W. F. Fancourt of W. F. Fancourt & 
Co., vegetable and animal oils, etc., 
Philadelphia, was a visitor in the local 
oil trade last week. 


A petition for the appointment of a 
receiver for the Gorton Pew Fisheries 
has been filed in the United States 
Court at Boston. 


J. L. Hopkins, president, J. L. Hop- 
kins & Co., importing merchants, this 
city, spent the week-end in the 
Berkeshire Hills. 


The National Council of Traveling 
Salesmen's Associations will hold its 
first annual convention at Cincinnati, 
Ohio, October 9 to 11. 

Parsons & Petit, 63 Beaver street, 
this city, are selling agents for the 
Freeport Sulphur Co. The types last 
week spelled “Sulphur” as “Sulphine.” 


Hine Bros., dealers in coal tar col- 
ors generally, this city, have located 
at 5 Cedar street, having outgrown 
their former quarters at 80 Maiden 
lane. 


John H. Powell, vice-president of the 
Flynn-Harris-Bullard Co., and well 
known in naval stores circles, died sud- 
denly Friday, May 12, at Jackson- 
ville, Fla. 

L. G. Nutt, former chief of the nar- 
cotic division of the Federal prohibi- 
tion forces, has been appointed associ- 
ate prohibition director for the State of 
Illinois. 


The McDougall-Butler Co., Buffalo, 
N. Y., has awarded the distributor’s 
agency for its products in southwestern 
Ohio to the Ackerman Paint Co. of 
Cincinnati. 


The Producers-Refiners’ Corp. has 
acquired control of the Lyons Petro- 
leum Co., assuming management of its 
properties and completely reorganizing 
the company. 


Sinclair Consolidated Oil Corp. has 
closed a contract with the Southern 
Pacific Railroad to supply all lubri- 
crating oils for S. P. lines in Texas and 
Louisiana. 


Revised rules for testing the potency 
of antimeningococcus serum have just 
been issued by the New York State 
Board of Health. They become effec- 
tive November 1. 1922, 


John P. Conduit and S. P. Pratt, of 
the California Cotton Oil Co., Los An- 
geles, were in San Francisco recently 
on business and called on a number of 
their friends in the trade. 


of California 
Congress to 


Representative Kahn 
has introduced a bill in 
further the government helium pro- 
gram, promote research and conserve 
the supply of this rare gas. 


Frank J. Fulton of the Young Com- 
mission Co., brokers in cottonseed and 
vegetable oils, etc., this city; has ap- 
plied for associate membership in the 
New York Produce Exchange. 


Adolph Hirsh, the dean of the fer- 
tilizer material market, sailed for Eu- 
rope last week on a trip combining 
business and pleasure. He will be 
abroad several months. 


Metric standards of weights and 
measures have been adopted by the 
majority of the big rubber companies. 
Chemical supplies will be purchased in 
metric units as far-as possible. 

H. S. Chatfield, president of Kase- 
bier-Chatfield Shellac Co., this city, 
was at home most of last week by 
doctor’s instructions. An attack of 
bronchitis coupled with wet weather 
kept him from the city. He expects 
to return to business today. 


OIL PAINT AND 


many words. 


be a be yomerang. 


fact 
grow out of her lusts. 


investiga- it may be nil. 


In 


fact, that statement declares just that in so 
This may be sufficient to sub- 
stantiate the frequently expressed opinion that 
the charge of dye monopoly would turn out to 
It is sufficient if centraliza- 
tion and monopoly be accepted as synonymous. 
We are content to leave the interpretation of 
the terms to those who glory in the cry of 
monopoly ; for us there has been and is no need 
of even such addition to the piled-up evidence 
that Germany prizes the American dye market, 
and we are not ignorant of the policies which 


A certain amount of discredit has been cast 
upon the report of German attempts to gain 
control of the Italian dye market. 
thenticity of that report may be in question or 
There remains, however, the 
memory of a decade or so ago in this country, 
and the pleas of guilt on the part of weak indi- 
viduals and firms in the face of charges of 
bucking the monopoly 
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Error in 


statistical 


The au- 


then existing. Many 


in last week’s Reporter. 
product in a comparison of the first quarter 
of this year with that of the preceding three 
are correctly stated as follows: 
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matters, even some that pass through the 
courts, have an occult significance that is be- 
yond the points at judiciary issue. 
salt is an essential part of the equipment of all 
who would get at the bottom of affairs in the 
world of organic chemical activities. 


A grain of 
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Cottonseed Oil Statistics 


In some wholly inexplicable manner three 
amounts in the column devoted to stocks were 
misprinted in our analytical comment on the 


condition of refined cottonseed oil 
The data for that 


co ——_——- Pounds-— — -—— 
Consumption Stocks Mch, 31 


190,427,821 


many 
Production 
278,931,165 299,877,299 
204,058,686 368,293,901 
163,614,014 


,303,109 


426,016,743 


356,667,305 350,098,145 


380,431,429 187 301,087,328 








Trade News 


Assets of the Erdmann Color Co., 
Inc., will be offered at auction May 23 
at 2 p. m. at the premises, Matawan, 
N. J. Particulars may be had from Leo 
S. Lowenkopf, receiver, Perth Amboy. 


M. J. Seeley, sales manager for An- 
toine Chiris Co., essential oil dealers, 
this city, is in the Middlewest on a 
business trip. He will have headquar- 
ters at the Chicago office of the com- 
pany. 


Idle freight cars for the week end- 
ing May 8 totaled 521,746, as compared 
with 529,658 on April 30, or a decrease 
of 7,912, according to a statement is- 
sued by the American Railway Asso- 
ciation. 


Wholesale prices in the chemicals 
and drugs group were indexed at 160 in 
April by the U. S. Bureau of Labor 
Statistics. This compares with 159 in 
the preceding month and 168 in April, 
1921. 

E. R. Smead, president of the E. R. 
Smead Co., Cleveland, O., arrived here 
last Monday from the West. Trade is 
steadily improving, according to Mr. 
Smead, and he is an optimist on the 
business outlook. 


J. S. Harrell of Moultrie, Ga., a well 
known operator in naval stores, has 
purchased a tract of 14,000 acres of 
timber land in Jefferson county, Flor- 
ida, and will at once begin development 
of the property. 


At a meeting May 16 of officers and 
directors of the American Druggists 
Syndicate, a testimonial of respect for 
the late Otto G. Hottinger, of Chicago, 
was adopted, Mr. Hottinger was a di- 
rector of the organization. 


The Cocoize Products Co., recently 
incorporated in Oregon with a capital 
stock of $50,000, has secured quarters 
in Portland and is engaged in the 
manufacture of chemicals, liquid soaps, 
soaps and toilet articles. 


Amadine fast orange Y is the latest 
dyestuff to be offered by way of the 
helpful color sheets of John Campbell 
& Co., this city. Methods of dyeing 
cotton and silk with this orange dye 
are given in the color sheets. 


The Friedlander 
Brooklyn, has opened a 
Wolff and Swanson streets, Philadel- 
phia, where it will carry a stock of 
Mathieson Alkali Works’ products for 
delivery in less than carload lots. 


The United States Supreme Court 
has ruled that the American Smelting 
& Refining Co. cannot recover from 
the government $512,515 for copper 
furnished after June 1, 1918, on or- 
ders stipulating earlier delivery. 

Judge Morris, in the United States 
Court at Wilmington, Del., has held 
under advisement the patent infringe- 
ment case brought by Franciax de 
Paterno Coty, the French perfumer, 
against the Coty Stores of America. 


The Federal] Trade Commission has 
announced dismissal of formal proceed- 
ings against the Quaker Oil Products 
Corp., Conshohocken, Pa., which firm 
is engaged in the sale of oils for the 
leather, textile and metal industries. 


Supply Corp., 
branch at 


Francis L. Cundill, camphor import- 
er, this city, has left the city for a 
month of tishing in the French-Cana- 
dian woods. Mr, Cundil] possesses a 
hunting and fishing lodge in the heart 
of the voyageur country back of Mon- 
treal. 


A petition in bankruptcy has been 
filed in the United States Court against 
the W. R. Hollingshead Chemical Co., 
tinghamton, N. Y. Liabilities are 
stated at $80,000, with assets of $10,- 
000. Eugene B. Goding has been 
named as receiver. 


Briefly * Told 


KE. W. Runyon, member of the firm of 
Boericke & Runyon, homeopathic phar- 
macists, 200 Sixth avenue, this city, 
returned recently from a business trip 
to San Francisco. Mr. Runyon will 
leave June 7 for a three months’ pleas- 
ure trip to Europe. 


Edwin C. Goshorn, Cincinnati man- 
ager for the National Lead Co., is re- 
ceiving the condolences of his friends 
for the loss of his wife, Mrs, Elizabeth 
Goshorn, who died at the family resi- 
dence on Oak — street, Cincinnati, 
May 11. 


Transfer of the Federal prohibition 
forces from the Treasury Department 
to the Department of Justice as a part 
of the general government reorgani- 
zation is said to have the approval of 
Secretary of the Treasury Mellon and 
Attorney General Daugherty. 


Davison Sulphur & Phosphate Co. 
of Cuba has been awarded $850,000 in 
the Common Pleas Court of Cincinnati, 
Ohio, against the Cienfuegos, Palmyra 
& Cruces Electric Railway & Power 
Co. The Davison company sued for 
$2,000,000 for alleged failure to fulfill 
a contract to supply transportation 
and power for its mines in Cuba. 


Among the firms participating in the 
1,000-mile booster trip of the Louisville 
3oard of Trade, starting over Western 
Kentucky and Tennessee today, are the 
Peaslee Gaulbert Co., J. F. Kurfees 
Paint Co., Louisville Varnish Co., Wolf 
Blitz Glass Co., Stoll Oil Refining Co., 
Stoll Varnish Co., Standard Oil Co., 
and Belknap Hardware and Manufac- 
turing Co., Dosch Chemical Co., and 
Lampton Crane & Ramey Co. 


At a recent meeting of the stock- 
holders of Finlay, Dicks & Co., Inc., 
New Orleans, La., John J. McNamara 
was elected second vice-president. 
Mr. McNamara has been connected 
with this house for more than a quar- 
ter of a century. By loyalty to his 
employers, enthusiasm for his work 
and marked ability he has steadily 
risen in rank to his present important 
position. He also ably represents his 
firm at club and association meetings. 


The Federal narcotic squad under 
L. G. Nutt of the prohibition unit is to 
have the assistance of every outside 
agent of the Treasury Department in 
a vigorous campaign to suppress the 
illicit traffic in drugs. This will in- 
clude prohibition agents, special agents 
and customs officers at the various 
ports of entry. The campaign is to 
be directed especially at what is be- 
lieved to be a gigantic plot to smuggle 
opiates into this country from abroad. 


C. W. Dill, vice-president of the Co- 
lumbia Naval Stores Co., returned to 
New York early last week from a trip 
in the South. Mr. Dill sees much that 
is encouraging in the business outlook 
and is an optimist on the future. As to 
the probable course of _ turpentine 
prices, he thinks that, while declines 
may be looked for as the new crop 
movement develops, there is nothing to 
prevent operators from receiving sat- 
isfactory returns for their product this 
season. 

The spring tournament of the New 
York Produce Exchange Golf Club was 
held last Thursday on the links of the 
Knollwood Country Club at White 
Plains. The Herbert Barber Memorial 
Challenge Trophy was won by A. F. 
Woolsey. Winners of other prizes were 
A. F. Woolsey, first prize; C. E. Hal- 
sted, second; G. W. Bevan, third; T. 
N. Claybrook, fourth; G. U. Kirk- 
patrick, and L. Viviano, fifth (tie); 
H. A. Langben and Harold Armsbey, 
foursomes; G. U. Kirkpatrick and C. T. 
Burke, tie, won by Burke on toss. 
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Trigg and George V. Hor- 
gan, president and secretary respec- 
tively of the National Paint, Oil and 
Varnish Association, will address a 
meeting of the Cincinnati Paint, Oil 
and Varnish Club at the Burnet House 
May 24. Secretary Frank Schrader an- 
nounced that several important busi- 
ness matters will come up for discus- 
sion at this meeting. 


Ernst T. 


Robert Hilton, former vice-president, 
Ault & Wiborg Co., and now consultant 
chemical engineer, and A. Brooking 
Davis, assistant general manager, Cin- 
cinnati Chemical Works, Inc., are in- 
corporating a chemical concern at 
Cincinnati to operate research and 
technical laboratories fitted for the 
development of factory processes and 
patents and for general consultation 
to the chemical and related industries, 
and to manufacture a selected group 
of the finer chemical products. Mr. 
Hilton will be president of the com- 
pany and Mr. Davis secretary-treas- 
urer. 


The Smith Chemical & Color Co., 
257-259 Water street, this city, an- 
nounces the addition to its sales force 
of Joseph C. Keller, formerly con- 
nected with the Iroquois Manufactur- 
ing Co., Cleveland, and more recently 
with the Apex Color Works, of this 
city. Mr. Keller has had enviable 
sales experience covering many years 
with paints, dry colors and heavy 
chemicals, throughout the most im- 
portant areas in the East and West. 
He desires to acquaint his many 
friends in the trade with his new con- 
nection, which he says will place him 
in a position to serve them advan- 
tageously. 


About thirty of the plant managers 
and salesmen of the National Roofing 
Co. and the Natroco Paint & Varnish 
Works attended a get-together con- 
ference at the company’s home office, 
Tonawanda, N. Y., May 17. eo we 
Cameron, sales manager at the New 
Orleans branch; C. E. Butcher, sales 
manager; H. B. Fleming, manager of 
the Paint & Varnish Works: Miles 
Ayrault, treasurer, and John Ayrault, 
president, National Roofing Co., dis- 
cussed various phases of the com- 
panies’ activities. An enjoyable 
luncheon added an atmosphere of good 
fellowship to the otherwise purely 
business proceedings. 


H. G. Carrel, sales manager for Wing 
& Evans, Inc., who returned last week 
from an extensive business trip 
throughout the South and Mexico, re- 
ported that he found conditions much 
improved in general and that trade 
prospects with Mexico were most en- 
couraging. Of course, he said, the 
whole situation hinges on the recog- 
nition accorded the Mexican Govern- 
ment by the United States whether 
trading relations would be resumed to 
the fullest possible extent. Industrial 
conditions had certainly improved and 
the territory was fertile field for the 
sale of American-made chemicals. 
The whole South showed a notable 
recovery industrially, Mr. Carrel said, 
consequently demand for chemicals 
would undoubtedly reflect the condi- 
tion. 


Obituary 
Emil V. Kohnstamm 


Emil Victor Kohnstamm, 
Kohnstamm & Co., 


of 
H, this city, dealers 
and importers in chemicals and dyestuffs, 
died suddenly at the Hotel, 
Atlantic City, Thursday, He 
was seventy years of had come 
to this country from when a 
small boy. He entered business in the 
employ of his uncle, the founder of the 
company of which Mr. Kohnstamm later 
became president, and had been associat- 
ed with it all his life. 

Mr. Kohnstamm had lived at the Hotel 
Majestic, this city, for many years, and 
had gone to Atlantic City in an effort to 
recover his health, which had been poor 
for several months. Two brothers, Otto 
and Max V. Kohnstamm, survive. 


president 


Ambassador 
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age and 
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OIL PAINT AND DRUG REPORTER 


Dye Hearings’ Closing Days 
Bring Interesting Developments 





Report of German Intrigue in Italy Discredited— 
New Reparations Angle Disclosed—Monop- 
oly Charge Not Substantiated 


WASHINGTON, May 16, 1922. 
It transpired in the course of the hear- 
ings by the Senate Dye Investigation 
Committee yesterday and today that 
there is reason to discredit the report 
circulated some months ago to the effect 
that German agents were investigating 


the possibilities of dominating the Italian 
dye industry. 

teferring to a speech delivered in the 
Senate by Senator Frelinghuysen, of New 











Jersey, in which t Senator quoted this 
report as coming from a German Gov- 
ernment commercial attache in Italy to 
Berlin, Paul Pickhardt, testifying before 
the committee, Monday, said that this 
alleged report had been proved in an 
Italian court proceeding to be a fabri- 
cation by an talian for the purpose 
of discrediting before the Italian pub- 
lic two Italian political parties named 
in the alleged German report. Mr. Pick- 
hardt criticized failure to make any cor- 
rection on the part of those responsible 
for the publication of the report here. 

At the hearing today Dr. C. H. Herty 
read the following from a letter he had 
received from U. S. Ambassador Child 
at Rome, in reply to a query as to the 
authenticity of the Italian report :— 

In spite of the apparent unauthenticity of 
the article, the general contents are given 
credit in many quarters. But, of course, as to 
the merit of this discussion I can not be ex- 
pected to express any judgment, I think under 
the circumstances and from a technical point 
of view that the article must be considered 
to have been discredited. 

“I wish to call the committee’s atten- 
tion to the fact that Ambassador Child 
underlined the word ‘technical,’’ Dr. 


Herty said. 


Deliveries of Reparation Dyes 


A letter, Mr. Pickhardt, 
as having been written to the German 
cartel by the European representative of 
the Textile Alliance, seems to indicate 
that in part the cessation of deliveries of 
reparations dyes in the early part of this 
year was oc ioned by instructions from 
the alliance. The letter also informed the 


introduced by 








cartel that American mills were indicat- 
ing strong disinclination to use German 
dy but had been brought round to a 
willingness to purchase through the al- 
liance by explanation of revised ship- 
ping plans. The letter follows :— 

Mr. Norris has asked me to write you con- 
cerning the delay in forwarding new shipping 


instructions. 

This delay has been due to the fact that early 
in the month our New York office cabled us 
to advise all the color works to withhold all 
shipments pending the receipt of new shipping 
instructions which they would send us _ by 


mail. These instructions have now arrived and 
Mr. Minor is busy working out the details to 
send to you forthwith 


These new instructions are necessary because 
of present custom restrictions, i. e.:—1l. It is 
necessary to pack, invoice and ship separately 
the qualities delivered at the low price and the 
high price. This is because there is an extra 
dumping duty assessed on the goods delivered 
at the low price, and consequently these parcels 
must be separate. 2. It is desired to have the 
various products delivered in packages of vary- 
ing weights, i. e., partly in 50 and 100 kilo 
packages, instead of delivering all in standard 
packages, as before. 

It is proposed to handle as simply as pos- 
sible the products to be delivered under the 
new arrangement—a business-like handling of a 
business agreement. 

Our thorough going instructions of January 
16 to hold up all shipments was to prevent any 





possible confusion in the matter, which the 
interval of time since then must emphasize. 
You will call to mind that the case of the 


exchange goods certain of the color works held 
on to products for which they had had ship- 
ping instructions, and overshipped in other in- 
stances. We wish to avoid any such difficulties 
for the future. 

May I urge that you use your good offices to 





prevent any misunderstanding whatsoever at 
any of the color works in regard to this. 

I will add that when I was in America I 
found a strong disinclination in the mills to 
use German dyes because of sat stion with 
American products. After I had explained the 
mew arrangement there was a willingness to 
purchase through the Textile Alliance. It is 
much to the interest of the color works to 
ship as expeditiously as possible with the new 
shipping instructions the various pending 
orders, and to give quotations on the special 
requests and lists I have forwarded you in 
the past month 

Hearings Closed 

Chairman Shortridge announced that 
the hearings closed today. He said that 
the committee would meet again at the 
call of the chair, and would reserve the 
right to hear further testimony if it 


should be deemed desirable to do so after 
studying the voluminous testimony al- 
ready taken. The committee wants to 
hear an explanation of the chemical war- 
fare exhibit, Senator Shortridge said. He 
knew of nobody who wanted to be heard, 
he added. 

In announcing the closing of the hear- 
ings, Chairman Shortridge said that op- 
portunity had been given every interested 


person and industry to appear He 
pointed out that, without recourse to 
subpoena, the committee had heard prac- 


tically every person named in the charges 


by Senator King, out of which the inves- 
tigation had grown. 
The committee will report to the Sen- 


ate as soon as practicable. 


Paul Pickhardt, of Kuttroff, Pickhardt 
& Co., New York, importers of German 
dyes and chemicals, resumed his testi- 
mony, Monday, before the dye investi- 
gating committee, continuing his recital 
of his own activities and those of his 
firm in connection with importng Ger- 


man dyes. He read a prepared statement 
quoting communications between his firm 
and the German cartel, and between vari- 
ous officials in the United States and 
American representatives in Paris dealing 


with the dye situation. These showed, 
he said, that statements and inferences 
made against the activities of his firm 


were not justified, and that his company 


had acted 





_within its rights at all times. 
He é ailed the activities of the Textile 
Alliance which, he said, had sought to 


make itself the sole agency for the 
tation of dyes from Germany 
Reparation Commission. s 
spondence, he 


impor- 
through the 
Official corre- 
) : iid, showed that ‘there is 
no obligation of any kind on the United 
States to insure the utilization of the 
Reparation Commission in the purchase 
of dyestuffs.” 





Germans Want Single Agency 


Mr. Pickhardt again emphasized his 


contention that the German manufac- 
turers desired to have all dyes wanted 
by the United States, other than those 


controlled by the Reparation Commission, 


imported through the firm of Kuttroff. 
Pickhardt & Co., and he again attacked 
the ‘prominence of the Textile Alliance 


in importing German dyes for consumers. 

A letter written by Secretary of State 
Lansing to Representative Porter, chair- 
man of the House Foreign Affairs Com- 
mittee, was read into the record, in which 
Mr. Lansing stated that the policy of 
the United States Government was not 
to compel consumers to import through 
any exclusively designated official agency. 
That policy has not been deviated from 
by_ the government, Mr. Pickhardt said. 

Delay in securing German dyes follow- 
ing the signing of the armistice, he said, 
was ‘“‘due to efforts to prevent the dyes 
not controlled by the Reparation Commis- 
sion from being imported through agencies 
long tstablished in the trade.”’ He criti- 
cized the work of Dr. Herty in France 
and Germany as the representative of the 
government to secure dyes needed by 
American consumers, and took exception 
to statements contained in the testimony 
of Francis P. Garvan, president of the 
Chemical Foundation, given before the 
committee, 

Efforts had been 
press upon the country the 
of the German chemical cartel 
danger of the cartel securing a hold on 
this market through importers. “AS a 
matter of fact,"’ he said, “any hold that 
may be obtained will be through the qual- 
ity of their goods or their prices.” 


said, to im- 
great power 
and the 


made, he 






With reference to the alleged danger 
of German dumping, the witness consid- 


ered it hardly probable that the Germans 
would disturb prices all over the world, 
including all other markets where they 
now can make a profit, in order to dump 
dyes in the United tates. He pointed out 
that there is in the United States a grow- 
ing dye industry now adequately supply- 
ing 90 per cent. of American needs, 


State Department’s Ultimatum 
A cable sent by Counselor Polk of the 


State Department to the Amercian mis- 
sion in Paris, in which the activities of 


Kuttroff, Pickhardt & Co. were arraigned 
as interfering with the efforts of this 
government to arrange for importation 
of dyes, was read by Mr. Pickhardt. The 
cable directed the mission to state that 
termination by the German cartel of the 
so-called ‘“‘Herty option’ would be fol- 


lowed by refusal of the State Department 
here to grant any import license to Kutt- 
roff, Pickhardt & Co. 

The witness characterized Mr. Polk’s 
communication as one of the most re- 
markable documents he had ever seen, 
and declared that it showed the pressure 
that was brought to bear on the German 
concerns to force them to do other than 
they wished, namely, import through their 
own agents. 


Consumers Opposed Alliance 


Mr. Pickhardt said his concern obtarned 
signatures of 300 dye consumers to a 
petition to show that they were not in 
favor of the Textile Alliance continuing 
to act as agent for handling reparation 
dyes. Senator Shortridge suggested that 
the witness’ purpose was to bring about 
conditions under which independent im- 
porters could bring in such dyes. 

The petition, which has been presented 
to the State Department, advocated repa- 
ration dye imports through “regular com- 
mercial channels.” It was put into the 
record, together with the names of signers. 
It was circulated last February. Witness 
said the petition controverted statements 
made in advertisements of the Textile 
Alliance. 

Mr. Pickhardt denied the charge that 
his company had acted for the German 
government or for German dye interests. 
He said it had not interfered with the 
efforts of agencies of this government, but 
had tried to “help our government.” He 
opined that enough had been presented to 
show that there is no necessity for an 
official agency to handle reparation dyes 

He said his firm makes some ‘‘color 
but no dyes. The elimination of his con- 
cern would mean elimination of one of 
the stabilizing influences in the dyestuff 
business, witness declared. He said that 
the Textile Alliance had been organized 
in the offices of Nathan and Cordoza fol- 
lowing investigation of graft in the dye 
business, Kuttroff, Pickhardt & Co. paid 
half the cost of that investigation, and 
have been active in promoting passage of 
anti-tipping bills by several State legis- 
latures, 3 Je a 

His firm followed the policy of dividing 











its dyes during the war period on a pro 
rata basis among its customers then of 
two years’ standing. It did not increase 





its prices more than 50 per cent. during 
the war, and sacrificed an opportunity to 
make large amounts of money at the ex- 
pense of old customers. His firm stand- 
ardizes dyes as it receives them. Many 


(Continued on page 20) 
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Chemical Tariff Schedule Finished 
For First Reading for Amendments 





Opposition Causes Postponement of Considera- 
tion of Several Items—Dye Provisions 


Among Those Held Over 





WASHINGTON, May 19, 1922. and Frelinghuysen regarding the uses of 

Despite a deal of oratorical wandering Certain oils in soap, paints and other 
into fields of general economy, tariff Preducts. : P 

theory and valuation plans, the Senate Senator Ladd discussed the tariff on 

managed to dispose of the first reading of flaxseed and the flaxseed situation in 

the chemical tariff schedule this week. different parts of the world, touching 

Not all was easy sailing, however, and Upon the costs of protection at home and 


abroad, freight rates, prices, importations, 


the Finance Committee deemed it, at least, 7 
and so on. He devoted some attention to 


discreet to abandon its position with re- 


gard to higher rates on several chem- the experience of Canada in that con- 
icals and paint materials. Barytes was a Nection. 
noticeable item among those with regard . . 
to which the committee changed its mind. Linseed Oil Costs 

Final disposition of the much discussed Senator Ladd’s computations showed 
vegetable oil group was postponed until that the cost of converting a ‘bushel of 
agricultural products shall be reached. fjaxseed into oil was approximately 50 
For reasons which are quite obvious, con- cents last year He figured that. the Eu- 
sideration of the dye schedule with the ropean cost is close to 25 cents a bushel 
attendant embargo extension plan was On the basis of these costs he calculated 
postponed. that linseed oil produced from Argentine 

The Republican senatorial tariff bloc seed costs 72% cents a gallon in Europe 
lost its first fight against the Finance and would cost $1.03% in this country 
Committee in the Senate in an effort to with the duty of 40 cents a bushel on 
force the adoption of Senator Johnson’s seed. Allowing for transportation costs. 
amendment increasing the rate of 6 cents the Senator declared that a gallon of 
a pound recommended by the committee linseed oil could be laid down at Atlantic 
on citrate of lime to 9 cents. The margin ports of the United States from Europe 
of defeat, however, was only three votes, for approximately 25% cents less than 
and Senator Johnson served notice that the cost of producing the oil here. Under 
he would ask reconsideration in the Sen- a duty of 20 cents a bushel on seed, Sen- 
ate proper after the tariff bill is disposed ator Ladd said, the difference in con- 
of by the Senate as in committee on the version costs (including ocean freight) 


in favor of European oil is approximately 
17 2-3 cents per gallon. 

Senator McCumber stated that his 
colleague’s argument and brief submitted 


whole. 
On the same day the farm bloc in the 
Senate gained a victory when an amend- 


ment favored by Senator Johnson and - : : 

indorsed by the Finance Committee was tO the Finance Committee was so _ con- 

agreed to fixing the duty on olive oil at Clusive that that body had adopted the 
and 50 cents gallon, ac- 4ifferential duty on linseed oil that was 


6U0 cents per 
cording to the size of container. The com- 
mittee rate of 18 cents a pound on citric 
acid was ratified by the Senate, although 


recommended. 
Senator Ladd 

Sherwin-Williams 

would not oppose 


read a letter from the 
Co. stating that it 
a 40-cent per bushel 


Senator ohnso re ¢ 20 rents é 
pound. FOREEER * Wantes — duty on flaxseed, but would support the 
JS = same, together with a rate of 3% cents 
a Citrate Rate Arouses Criticism per pound on linseed oil. Senator Ladd 
, referred to propaganda by others and 
Senator Johnson made a somewhat ex- suggested the importance of protecting 
tended speech in support of the citrate the laborers. He did not want any tariff 
of lime amendment proposed by himself. to fool the farmers. He referred to the 
He criticized drug and chemical manu- Underwood tariff law which, he said, had 
facturers for opposing duties on this injured the flax industry. He character- 
product, which they use in making citric ized as “bunk” the statement that paint 
acid. Mr. Johnson quoted from the testi- men must pay a big increase if the flax- 
mony of Dr. Rosengarten, of Powers- seed duty is made 40 cents per bushel. 
Weightman-Rosengarten Co., Inc., before A duty would not help the situation so 
the Finance Committee, in which the wit- far as coconut oil coming from the Philip- 
ness declined to give information about pine Islands, Senator Ladd admitted. 
the capital stock, profits, surplus, profits Final consideration of paragraphs 50, 
tax and other financial items relating to 50a and 51 was deferred until agricul- 
a company's business. Senator King tural products should be reached. 
said that Dr. Rosengarten “is wholly in- ss ‘ 
different to the amount of tariff which is Essential Oils Rates Approved 
imposed upon citric acid’’ providing a 
proper differential is maintained between The Senate approvea tne committee 


rate of 5 cents a pound on hydrogenated 
or hardened oils and fats. It also ap- 
proved verbal changes recommended by 
the committee in paragraph, 63.. Next it 


that product and the citrate of lime. 
Senator Frelinghuysen defended the 

rate recommended by the committee on 

of lime and discussed this citrous 


citrate . 
by-product industry in this country and #Pproved the committee rate of 30 per 
in sicily at considerable length. cent. on lemon and orange oils;and 25 

Senator McCumber also defended the Per cent on other essential-and ~distilled 
committee’s action, which was attacked ils, although this recommendation 
on the other hand by Senator Underwood, roused considerable Democratic opposi- 
who engaged in a general tariff discus- ton. : : : 
sion with Senator Gooding, of Idaho, head A_ committee amendment increasing 
of the tariff bloc, on the merits of the from $2 to $2.60 per ounce the rate on 
policy of imposing duties. on raw cocaine, ecgonine and salts, esters and 
materials. other derivatives thereof was approved. 

After defeating the Johnson rate of 9 A 20 per cent. rate recommended on am- 
cents on citrate of lime, the Senate ap- bergris, catsoreum, civet and musk was 
proved the 6-cent rate recommended by 2/80 approved. An increase from 35 per 
the Finance Committee. Citric acid came Cent. to 45 per cent. on various aromatic 
up next and the 18-cent rate was ap- Chemicals was next O. K’d. by the Sen- 
proved. ate, as was an increase to 40 cents a 

J pound and 50 Der — ad oe on 
: 1 1 ; mixtures or combinations containing es- 
Olive Oil Rates Raised sential or distilled oils. 

Vegetable oils were the next subject The rate of 2 cents a pound recom- 
before the Senate, and Chairman McCum- mended on Paris green and London 
ber moved to substitute 60 cents for 50 purple caused a good deal of talk in 
cents as the rate on olive oil weighing which Democrats opposed the duty on 
with containers less than 44 pounds and the ground that these products are used 
50 cents for 40 cents per gallon as the largely for insecticides, but it was finally 
rate on olive oil not specially provided adopted. A rate of 8 cents a pound on 
for. Democratic Senators made a strong phosphorus was agreed to by the Sen- 
fight against these rates of duty. ate after some opposition from Senator 
Senator Walsh, of Massachusetts, said Jones, of New Mexico. 
that there is no question of protection in- Late last week the Senate disposed of 
volved and that 95 per cent. or more of a number of items amended by the Fi- 
olive oil consumed in this country is im- nance Committee in the chemical sched- 
ported. He read a protest from the Olive ule. One of these was an increase from 
Oil Association of America against pro- 15 per cent. to 20 per cent. in the duty 
posed duties. on inks. This was done despite the op- 

Senator Shortridge, of California, sup- position of Senator Underwood, Demo- 
ported the olive oil rate, which, Senator cratic leader, who charged that_ it 
McCumber said, would “afford incidental amounted to a tax on education, and Sen- 
protection” while yielding two or three ator Hitchcock, of Nebraska, a news- 
million dollars revenue to the Treasury. paper owner, who declared that for many 
Senator Johnson also supported high years this country has supplied nearly 
rates to protect the California industry. all the ink it conumes, and hence the in- 
Senator King said that if such high rates dustry does not need protection. Sen- 
are to be given on olive products then ator Smoot, however, pointed out in de- 
a similar rate must be given to peanuts fense of the ink schedule that duties on 
and other products. After considerable colors and other ingredients of inks are 


being raised, and hence the increase on 
the finished product was warranted. The 
Finance Committee had originally recom- 
duty, but Sena- 


discussion the Senate rejected a_ sub- 
stitute amendment offered by Senator 
Walsh and approved the committee rates. 





Senator Ladd, of North Dakota, then mended a 30 per cent. k 
took the floor for a prepared speech on tor Smoot asked that this be not 
vegetable oils and the protection thereof. agreed to. 7 : 
Among the several phases of the ques- There was a fight over pyroxlin, with 
tion which he discussed were such mat- Senator King leading the opposition, upon 
ters as why the tariff on vegetable oils the ground that America makes large 
may fail, in which connection he said quantities of celluloid, and that the com- 
that all such oilS must be protected in mittee rate of 60 per cent. ad valorem 
view of their interchangeability. would prove highly advantageous to the 

Cottonseed producers need protection, du Pont Co. Senator Smoot said that the 
said Senator Ladd, who dwelt upon what duty of 6 cents per pound proposed on 
he called the ‘‘fallacies” of the Bureau of camphor would not enable the Monsanto 
2Zaw Materials for Fat and Oil Industries Chemical Works to keep its camphor 


plant from going into some other line of 
production, but the 25 per cent. duty it 
had asked for would have necessitated an 
increase in duties clear through celluloid 
products, which the Finance Committee 
was not willing to provide for. 


“Vicious propaganda” against protection 
of vegetable oils also engaged his atten- 
tion, and the propaganda of the bureau 
of raw materials. Senator Ladd _ sub- 
mitted a confidential report of the bureau 





to members of the National Varnish 
Manufacturing Association, but the Sen- 
ator said that only 40 paint ané varnisa Drug Rates Adopted 
anufacturers could be induced to sup- 1 . " sme he aammittes 
aed the bureau in its efforts for cheap | The Senate appl ved ;, a a ny res 
vegetable fats and oils. Senator Ladd en- Tate of 3 h en eae nawraxciais. aeae 
gaged in a colloquoy with Senators Lodge d gitals, ie n eae Se li gukentaierer “saritia: ae 
F herbs produce n this country with l 
Wa Senator Jones, of New Mexico, ob- 
jected, but Chairman McCumber said the 
rate was equivalent to 20 to 25 per cent. 
and that during the war America paid 
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“to 


enough in high prices for belladonna 
for 


have protected the American market 
a hundred years.” 

A reduction of the bill rate from 6 cents 
to 4 cents per pound on ethyl ether was 
next agreed to without opposition or dis- 
cussion. On the other hand the Senate in- 
creased from 25 per cent. to 30 per cent. 
the rate on ethers and esters of all kinds 
not specially provided for. Senator Smoot 
said that every rate in this paragraph 
had been reduced from the House figures. 

At the request of Senator La Follette 
the rates on dyeing and tanning extracts 
were passed over. 

The next amendment agreed to made 
paragraph 38 provide rates of 2 cents per 
pound on formalin, 8 cents per pound on 
paraformaldehyde and 16 cents per pound 
on hexamethylenetetramine. The gelatin 
and glue paragraph was passed over at 
the suggestion of Senator Lodge, and the 
Senate proceeded to fix the rate of 2 
cents per pound on refined glycerin. Rates 
of 5 cents per pound on bromide and 8 
cents per pound on bromine compounds 
were next agreed to. 

The Senate also adopted the commit- 
tee’s recommendations fixing rates on 
lead products as follows:—Acetate, white, 


2% cents per pound; acetate, brown, 
gray or yellow, 2 cents; nitrate, arsenate 
and resinate, 3 cents, and all other lead 


compounds not specially provided for, 30 
per cent. 


Magnesium Rates Passed Over 


The rate on_ licorice extract was 
changed from 25 per cent. to 2 cents 
per pound. Magnesium rates were then 


agreed upon without discussion as fol- 
lows :—Carbonate, precipitated, cents 
per pound; chloride, one-half cent; sul- 
phate or Epsom salt, one-half cent; oxide 
or calcined magnesia, medicinal, 7 cents; 
others oxide or calcined magnesia, three- 
quarter cents. Later they were recon- 
sidered at the motion of Senator Smoot 
and passed oved. 

The manganese paragraph caused some 
discussion in which Senator King said 
these products were made by a number 
of concerns, notably the Harshaw, Fuller 
& Goodwin Co., Cleveland, and the Pacific 
Coast Borax Co. Senator Smoot fortified 


2% 


the committee rate of 25 per cent. with 
data on prices, costs, and the like. The 
committee rate was approved. 

Senator Jones attacked the 50 cents 


per pound rate recommended on menthol, 
but Senator Smoot said that “there is 
not such a speculative article in all the 
world as menthol” and that the govern- 
ment had better get a little revenue out 
of it. This amendment was thereupon 
adopted. 

The word “animal” was stricken out of 
the fats and oils paragraph, and Senator 
King discussed fish oils, and the high 
prices for them he said had been main- 
tained. The Senate adopted a 5bc. per 
gallon rate on cod, herring and menhaden 
oils. Whale and seal oils were then fixed 
at 6c. per gallon. 

Cod and cod liver oils were transferred 
to the free list by the next Senate amend- 
ment. The duty on other fish oils was 
then changed from 20 per cent. to 5c. per 
gallon. The word “fats’’ was inserted in 
paragraph 49 in order to make sure that 
animal fats as well as greases would be 
covered, as Senator Smoot explained, be- 
cause, he said, fat is a solid and grease 
a liquid, and the tariff commission sug- 
gested this clarification. The vegetable 
oils paragraphs were passed over. Sen- 
ator Fletcher of Florida inserted in the 
record an argument of cottonseed crush- 
ing interests against duties on these arti- 
cles. On the other hand, in the House of 
Representatives, Mr. King, of Illinois, 
presented a petition from the Tri-County 
Bean Growers’ Association in support of 
duties on vegetable oils. 

Senator McCumber made an attack 
against the Democrats for their alleged 
filibuster against the bill, and Senator 
Borah, Republican, of Idaho, announced 
that the Democrats would get some Re- 
publican votes if they would offer some 
reasonable amendments to the bill, but 
not free trade amendments. Mr. Borah 
declared that there is not sufficient infor- 
mation available upon which to enact a 
tariff law. 

Discussing the wood alcohol rate of 
10c. per gallon, which was adopted, Sen- 
ator King called the Senate’s attention to 
the increased price of gasoline made by 
the “Standard Oil Trust.” He also ar- 
tacked the ‘Carbide Trust,’’ which, he 
said, had been investigated by the Depart- 
ment of Justice and the Federal Trade 
Commission. Senator Shortridge, of Cali- 
fornia, wanted to know how this govern- 
ment could reach the German cartel and 
other foreign trusts. King declared there 
alcohol, 


were no importations of wood 
although it was on the free list. Senator 
McCumber replied that Canada imposes 


a heavy duty on this product. The Senate 
agreed to the duty of 10c. per gallon on 
ethyl alcohol for nonbeverage purposes 
after considerable discussion. 


Whiting Rate, Cut 


A 25 per cent. duty on powders put in 
medical doses was agreed to in paragraph 
21. Senator McCumber moved to reduce 
the committee amendment from 25 per 
cent. to 20 per cent. on chalk or whiting 
and Paris white, and this was agreed to. 
The next rate adopted was 4c. per pound 
on putty, moved by Senator McCumber 
because the rate on linseed oil had been 
increased. Senator Willis of Ohio said 
he was interested in the amendment sub- 
stituting 25 per cent. for 35 per cent. as 
a duty on chalk in various forms, pro- 
posed by the committee, and it was de- 
feated after brief discussion. 

An amendment for lc. per pound on 
ammonia alum was next reconsidered, 
and Senator King read from the Oil, 
Paint & Drug Reporter “Green Book for 
Buyers” a list of concerns which, he said, 
are interested in the production of alu- 
minum compounds. After considerable 
talk by him this amendment was adopted. 

On motion of Senator Smoot the com- 
mittee amendment for 50 per cent. duty 
was reduced to 35 per cent. on trichlor- 
ethylene. Senator Willis read a letter 
from the Kaffee Hag Co., of Cleveland, 
Ohio, opposing this duty on the ground 
that the product is not made by any con- 
cern in the United States. Senator Smoot 


replied that the Madison Chemical Co. 
makes this product, but that it is shut 
down. Mr. Willis said his information 
came from the Grasselli Chemical Co., 


and he urged not more than 25 per cent. 





duty, pointing out that only $4,300 worth 


year. This product is 
the caffeine out of coffee. 
said this product is now 
chemical embargo. 


was imported last 
used in taking 
Senator Jones 


covered by the 


Bleaching Powder Rate 


Senator Wadsworth, of New York, op- 
posed the committee’s recommendation to 
reduce the rate on bleaching powder, etc., 
from 3/5c. to 1/5c. per pound. The latter 
rate, he said, is not sufficient to cover the 


difference in wages, and he dwelt upon 
the importance of chlorine products for 
purifying water. Imports have jumped 
to 6,000,000 pounds within two years, 
Wadsworth said. Senator Smoot opposed 
an increase back to the House rate, and 
the 1/5c. rate was agreed to. When 


Smoot said that liquid chlorine was pro- 


25 


vided for under paragraph 5 at per 
cent. duty, Wadsworth said he was Ssat- 
isfied. 


At the request of Senator Spencer of 
Missouri, paragraph 24 was passed over. 


*aragraphs 25 and 26, covering coal tar 
products, were likewise passed over by 
general agreement. 


The rate on cobalt salts and compounds 
was increased from per cent. to 30 
per cent. 


Perfume Rate May Be Raised 


The Senate Finance Committee is 
understood to have agreed informally 
upon an amendment to the tariff bill in- 
creasing the proposed rate of duty on fin- 
ished perfume from 60 per cent. to 70 
per cent. ad valorem. This action was 
taken in view of the increased rates that 
had been recommended on the materials 
for perfumes. To date the rates on the 
finished products have been the same in 
the bill as under the Underweed law. It 
is understood that the Finance Commit- 
tee has been in receipt of representations 
from the Manufacturing Perfumers’ As- 
sociation tending to show the necessity 
for higher rates on finished perfumes. 

After six and a half hours’ debate the 
Senate finally consented to increase the 
rate of duty proposed in the tariff bill 
on court plaster and healing and curative 
plasters from 15 per cent. to 25 per cent. 
Senator King, of Utah, discussed the item 
in an effort to substitute a rate of 10 
per cent., but he was outvoted. 

Other Senators discussed various mat- 
ters. Senator Capper, of Kansas, spoke 
in opposition to the American valuation 
basis for tariff duties. Senators Gooding, 
of Idaho, and Underwood, of Alabama, 
held a debate on tariff theories. Senator 
Walsh, of Massachusetts, submitted an 
estimate that tariff duties in the pending 
bill would cost the American consumer 
$17,600,000,000, to which Senator Mc- 
Cumber replied that the total income of 
wage earners was only $8,000,000,000. 

The Senate passed over the committee 
amendment increasing from per cent. 
to 30 per cent. the rate on artists’ paints 
and colors, and took up the increase rec- 
ommended on barytes ore from $4 to $5 
per ton. This was attacked by Senator 
King and defended by Senator Spencer, 
whose State produces much barytes. Sen- 


25 


25 


ators McCumber and Smoot also sup- 
ported it. - ‘ 
Senator Gooding during his speech 


gave data on various tariff rates past 
and present on agricultural products and 
undertook to show the good effect of the 
emergency tariff act, from the agricul- 
tural standpoint. : 
Senator Harrison, of Mississippi, sar- 
castically congratulated the majority 
upon giving the public the benefit of a 
number of relatively minor articles being 
on the free list in the tariff bill. He men- 


tioned particularly such items _as fish 
sounds, dried blood, bones, Brazilian peb- 
bles, bristles, cuttleiish bone, dried in- 


sects, flower and vegetable stems, fossils, 
insect eggs, leeches, old junk. lodestones, 
marrow seaweed, dragons Blood, hoofs, 
nux vomica, bladders, skeletons, teeth, 
spunk, joss sticks, wormgut, turtles, and 
so on. 

Senator Edge, of New Jersey, read into 
the record of the tariff debate, in connec- 
tion with a reference to the proposed duty 
on cyanide, testimonials from the Perth 
Amboy Chamber of Commerce and others 
as to the patriotism of Roessler & Hass- 
lacher Chemical Co. 

Senator Walsh, of Massachusetts, sub- 
mitted several telegrams received through 
the Olive Oil Association of America ob- 
jecting to proposed olive oil duties. 


Barytes Rate Goes Over 


When the proposed barytes duty came 
up Senator Ladd, of North Dakota, had 
something to say about what he called 
“dishonest tariff propaganda.’’ Senator 
Lenroot, of Wisconsin, led Republican op- 
position to the rate recommended of $5 
per ton on barytes. Senator Simmons and 
others also opposed it and Caairman Mc- 
Cumber had it passed over. 

A change from 20 per cent. ad valorem 
to 1 cent per pound recommended by the 
Finance Committee on bone black or bone 
char, blood char and decolorizing and 
deodorizing chars or carbon was next 
turned to by the Senate. It was opposed 
by Senators King and Walsh, of Massa- 
chusetts. The latter submitted a letter 
from Charles B. Grimes, 'a New York im- 
porter, to the effect that a duty on bone 
black is not needed to protect the in- 
dustry. Senator McCumber defended the 
rate, and the committee amendment was 
finally adopted, after the Senate had re- 
jected an amendment by Walsh to retain 
the 20 per cent. duty. 


Division on Blue Pigment Rates 


A reduction from 12 cents to 8 cents 
per pound in the proposed duty on blue 
pigments and blues containing iron cyan- 


ide products was then taken up. Senator 
King made a fight for a 20 per cent. rate 


on such blue colors, but was defeated, 
and the committee provision went 
through. Mr. King sought to substitute 


a rate of 15 per cent. on ultramarine and 


blues containing ultramarine for. the 
committee amendment reducing the rate 
on them from 8 cents to 4 cents per 
pound, but he was again flattened out 
after speeches from Senators Freling- 
huysen and’ McCumber presenting facts 


and figures in support of the committee 
provision. Later, after a prolonged 
struggle to obtain and maintain a quorum 
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in the Senate the committee rate was 
rejected on motion of Chairman McCum- 
ber himself, leaving the House rate in 
effect on ultramarines. 

The lead schedule was next reached 
and technical verbal amendments were 
agreed to withotit trouble. Senator Jones, 
of New Mexico, then began a_ speech 
against the proposed lead rates. which 


continued during parts of Wednesday 


and Thursday. His contention was that 
the lead schedule amounts “practically 
to the robbery of the people of the 


United States of $100,000,000 a year.” 

The first reading for amendments of the 
chemical schedule of the tariff bill was 
concluded today, the Senate agreeing to 
the following amendments:— 

Sodium formate, increased from 1 cent 
per pound to 2 cents per pound. 

Potato starch, 2 cents per pound; potato 
dextrine, increased from 1% cents per 
pound to 2% cents per pound; other 
starches, 1 cent a pound. 

Strontium compounds and thorium com- 
pounds at 50 per cent. and 45 per cent., 
respectively, and titanium compounds at 5 
cents a pound and 25 per cent. ad valorem, 
went over. 

As various Senators interested in cer- 
tain other items in the chemical sched- 
ule that had previously been passed over 
were absent, Senator McCumber, chair- 
man of the Finance Committee, said the 
Senate should proceed tonight with sched- 
ule 2, earths, earthware and glassware, 
which it is doing. 


Coal-Tar Groups Held Over 


Important chemical schedule items not 
yet disposed of include the coal-tar prod- 
ucts duties and embargo, proposed duties 
on vegetable oils, antimony, cyanide, zinc 
oxides, vermilions, and quicksilver. These 
will be taken up in due time. It has been 
suggested that consideration of the dye 
embargo provision be postponed until ad- 
ministrative sections of the tariff bill are 
reached, but the Finance Committee’s 
general policy is to clean up all chem- 
ical provisions with as little delay as pos- 
sible, and prominent dye manufacturers 
are here expecting early action on the 
embargo. 

Members of the committee hope to 
fortify their case for the embargo by use 
of a preliminary summary of the census 
of dyes and coal-tar chemicals for 1921, 
which is about to be issued by the tariff 
commission. 

Pigment, lead and varnish schedules of 
the tariff have occupied attention of the 
Senate for the past day or two. They 
have been subjected to attack from both 
the Republican and Democratic sides of 
the chamber, Senator Norris, of Nebraska, 


Republican, especially opposing the var- 
nish rates, and Senator Underwood, of 
Alabama, Democratic leader, criticising 


pigment rates. 


Lead Rates Much Discussed 


While the duty recommended by the 
Finance Committee of 24% cents per pound 
on litharge was before the Senate, Sena- 
tor Caraway of Arkansas and Smoot of 
Utah engaged in a colloquy as to the rea- 
son for the bill’s provision under which 
2,000 tons of lead in copper matte should 
be admitted free of duty. Caraway 
charged that this would be equivalent to 
a present of $60,000 to some smelting 
company, as other lead would pay a duty 
of 14%4 cents per pound. Smoot replied that 
in Chilean copper ore handled by the 
American Smelting & Refining Co. there 
is a small percentage of lead which cannot 
be recovered ; hence he argued it would be 
unfair to charge a duty on such lead. 
Anybody could import the 2,000 tons per 
year, he added. 

After a long speech by Senator Jones 
of New Mexico in which he dared the ma- 
jority to justify the lead rates proposed to 
the American consumer and quoted liber- 
ally from tariff commission reports to sus- 
tain his point that the rates are unneces- 
sary, Chairman McCumber called atten- 
tion to the fact that Mexican lead smelt- 
ers are running while American smelters 
are closed down. He said prices are much 
higher than before the war and that 
American wages should be Kept up. 

Senator Norris suggested that the rate 
on lead ore should be reduced and de- 
clared that no duty is necessary on white 
lead. Senator King moved to make the 
rate on litharge 1% cents per pound, but 
this was opposed by Mr. Smoot, who dis- 
cussed the situation as regards trans: 
portation costs, compensatory duties, 
bullion prices, ete. 

The King amendment was rejected by 
21 to 45, with Norris voting with the 
Democrats. The committee rate was there- 
upon adopted. This was followed by the 
Senate agreeing immediately to the com- 
mittee rate of 3 cents per pound on 
orange mineral. The recommended rate 
of 2% cents per pound on red lead next 
came up and after an exchange of views 
between Jones and Smoot was ratified. 
White lead followed quickly at 2% cents 
per pound as recommended by the com- 
mittee. 

A committee amendment of 30 per cent. 
on chrome yellow, chrome green and 
other chrome colors, as compared to the 
House rate of 25 per cent. was then dis- 
cussed. Senator McCumber asked the 
Senate to disagree to that rate and leave 
the 25 per cent undisturbed, but this did 
not satisfy Senator King, who moved to 
substitute 20 per cent. and submitted data 
as to production, costs, etc. Senators 
Smoot and McCumber defended the House 
rate, which went through after King’s 
amendment had been defeated. 


House Rate on Blacks 


recommended committee increase 
20 per cent. to 30 per cent. on gas 

lampblack and other black pig- 
ments was next taken up, and Senator 
King opposed it with an amendment for 
a rate of 15 per cent. After that had been 
defeated, Senator McCumber asked that 
the committee amendment likewise be re- 
jected, which was done, leaving the House 
rate of 20 per cent. 

The Senate agreed without discussion 
to the committee amendment reducing 
the rate proposed on ocher, siennas and 
umbers, crude or not ground, from \e. 
to %e. per pound. 

The iron oxide and iron hydroxide pig- 
ment item then came up, and Mr. McCum- 


The 
from 
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ber announced that his committee would 
like to have its proposed amendment for 
25 per cent. duty rejected, and thus leave 
the House rate of 20 per cent. in effect. 
Senator Underwood, however, moved to 
substitute 10 per cent., the rate in the 
present act bearing his name. Even that, 
he intimated, was too high. He spoke at 
some length in opposition to the House 
rate on these pigments, which, he said, 
form the foundation for cheap paints 
widely used in this country. Mr. Under- 
wood quoted from statements by H. E. 
Miles, of Racine, Wis., chairman of the 
Fair Tariff League, to the effect that he 
had operated a paint factory for many 
years and found labor only 6.9 per cent. 
of production cost; that the paint and 
varnish manufacturers had asked nothing 
from the tariff committee, but had been 
given a rate of 25 per cent, as the soap 
people had suggested only 5 per cent. 
duty, but had been given 20 per cent. by 
the House. 

Mr. Underwood referred to the large 
consumption of paint by the farmers, and 
said that the rates are doubled on pig- 
ments and paints because a few farmers 
raise flaxseed and there are duties pro- 
posed on flaxseed and linseed oil. A few 
such special interests, he said, would make 
money out of the bill, but the number of 
farmers using paints vastly exceeded the 
number raising flax. The Alabama Sen- 


(Continued on page 66) 











Dye Hearing Closes 
(Continued from page 19) 


dye manufacturers can’t 
maintain sales organizations, 
rely upon ‘‘dealers,” 
ness said his firm belongs. 
give valuable service in 
consumers. 


afford to 
and must 
to which class wit- 
Its experts 
instructing dye 


small 


Competition Is Sharp 


Witness said there is a monopoly for 
American manufacturers under the emer- 
gency tariff act in that dyes made here 
are not importable. There is, he admit- 
ted, sharp competition among American 
producers because of over-capacity of 
domestic plants, but 50 per cent. of the 
capacity will have to be shut down, wit- 
ness predicted. 

Small producers are dependent upon 
large producers, Mr. Pickhardt declared, 
and there will be a tendency toward cen- 
tralization which ‘will become nearly 
complete” in time, he added, as has 
been the case in Germany and England. 
There will be an agreement of some kind 
here, he predicted. 


_Senator Shortridge remarked that for- 
eign laws may have encouraged combina- 
tions, but American laws have not. Amer- 
ica cannot control foreign monopolies,’ but 
can control her own affairs, he added. 
He brought out that the American indus- 
try had a large export market, but that 
it has fallen off. 


Proper Tariff Deemed Adequate 


Germans and Swiss are underselling 
the United States in the Orient and South 
America, Mr. Pickhardt said. He admit- 
ted that “as a national policy we should 
strive to retain our domestic production,” 
in reply to Senator Shortridge, and added 
that he expected the American manufac- 
turer will continue to supply the bulk of 
the demand. 


The best way to preserve and develop 
the American industry, witness said, re- 
plying to Senator Shortridge’s questions, 
is a ‘‘proper tariff.”.. He has seen or heard 
nothing to show that it would not be 
sufficient. An embargo would be a seri- 
ous detriment, witness said. A market 
without competition would not be to the 
best interests even of the manufacturer, 
he asserted. Duties might not keep up 
plants representing the “over-capacity” of 
the industry, however, he intimated. 

Mr. Pickhardt said that in the last few 
years importing had been overshadowed 
by the handling of domestic dyes, as a 
part of his firm’s business. 


The German chemical cartel had prom- 
ised him that American consumers would 
not suffer if the United States did not 
continue getting the cheaper priced dyes 
through the Reparation Commission, Mr. 
Pickhardt told the committee. 


Private Agencies After June 30 


“The Textile Alliance, under present 
arrangement, will continue to get our 
share of reparation commission dyes 
until June 30,” he continued. ‘Then the 
teparation Commission can make ar- 
rangements with private concerns such 
as the Textile Alliance or ourselves, 
instead of on the present basis, when the 
Textile Alliance is the officially desig- 
nated importing agency. Under this ar- 
rangement the American consumers will 
be protected.” 

Senator Shortridge wanted to know who 
will distribute the dyes, and who control 
them, but the witness said he had been 
unable to get a definite answer in that 
regard from the State Department, al- 
though he had submitted a plan for dis- 
tribution of dyes in the United States. 


Import Privileges Overlooked 


Mr. Pickhardt again referred to the 
fact that the Textile Alliance had brought 
dyes into the United States and held them 
here subject to order, and complained 
that his company had not been able to 
do this. 

This brought a sharp retort from Will- 
iam C. Denton, treasurer of the Alliance. 
It had been fully explained that the Alli- 
ance had done this under what is known 
as a “general order,” he said, provided 
for in the general tariff law, and that the 
Same privilege was open to anyone, 

Mr. Denton protested against inclusion 
of a mass of documentary exhibits, sub- 
mitted by Senator Moses through Mr. 
Pickharat, into the record of the hearing. 
Chairman Shortridge replied that the com- 
mittee would decide the question. 

Mr. Pickhardt was cross-examined by 
Senator Shortridge, particularly with ref- 
erence to the adequacy of tariff protec- 
tion. 

Just before the hearing was closed to- 
day, Dr. E. R. Pickrell, of H. A. Metz & 
Co., submitted a letter replying to earlier 
testimony by Dr. Samuel Iserman, 
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Chamber of Commerce of the United States 


Tenth Annual Meeting Devoted Largely to Consideration of World Conditions as an 
Influence on American Trade—Reparations Representation Favored—Presi- 


WASHINGTON, May 18, 1922. 
Members of the Cabinet and other high 
representatives 
on’s industries vied 
pointing out the important rela- 
1S. American 
political and economic conditions through- 


f£overnment 


United States Chamber of 
Monday. 
convention 
thousand, 


Commerce 
e attendance 
estimated 
ing leading business men 
from all parts of the country. 

Besides the general sessions of the con- 
sessions on 
development, 


compris- 


distribution, 
production, 
insurance, 


fabricated 
commerce, 
transportation 
railroads, m 


resources, 
communication 
erchant marine and highway. 
convention 

meetings 
Commercial 


incidental 
sociation 

Secretaries 
sociation Executives. 
convention 
Speech by Secretary of State Hughes on 
Department’s 
convention 


National 
} Organization 
American Trade 


) that the 
President Harding 
conscience “ 
resolutions American representa- 
tion on the Reparations Commission, and 
covering 
: of Directors had 
lowing officers :— 


New Officers and Directors 
President, 
Or M _ fo head of the 
United States Grain Corp. ; vice-president 
of the Eastern States, A. 
York ; vice-president of Northern Central 
States, Thomas E. Wilson, Chicago; vice- 
president 


formerly 


3edford, New 


Southern 
L Galveston, 
for Western 
honorary 


vice-president 


. vice-presidents, 
liam Butterworth, Moline, Ill.; L. S 
Minneapolis, 
Secretary 
Labor, St. 
John Joy 
elected treasurer. 
Ernest T. Trigg, of John Lucas & Co., 
Philadelphia, 
dency, but he did not feel he could at this 
time undertake the task. 
however, 
of Directors from the second district by 
the convention this afternoon, on recom- 
mendation of the council of the chamber 
nominations. 
directors fol- 


€ Alvan T. 
monds, Fitchburg, Mass.; second election 
Philadelphia, 


Commerce 
“arquhar, York, 
of this city 


Mr. Trigg was, 


committee 


complete list of new 


T. Trigg, 
Crawford, Parkersburg, 
M. J. Sanders, 
; fifth electtion 
Shartel, Oklahoma City, Oklo.: sixth 
; ‘ Sdwin C. Gibbs, Cincin- 
nati, Ohio; seventh election district, Wil- 
Clyde C. Dawson, 
Clarke, Portland, Oregon; civic develop- 
department, 
Angeles, Calif.; domestic distribution de- 
partment, 


Arthur 5S. 


(added by Executive Committee 
Bs of elimination 
vision that only three directors from one 
be elected to 
fabricated 


under pro- 


represent 
partments) ; production 
partment, George 
finance department, Felix M. McWhirter, 
Indianapolis, 
partment, 
insurance 
Chicago, IIl.; 
department, 


commerce 
Abingdon, 
department, 
Kemper, 
production 


resources 
S. Keith, 
- transportation 
communication department, Carl R. Gray, 


Action by Resolution 


Committee Resolutions, 
N ) Chamber, 
report this afternoon which was 
resolutions 


president of National 


unanimously 
approved by 


adopted. 
convention 


Representation by Reparation Com- 


important problems 
international 


The Reparation Com- 


, affecting 
restoration 
financial in character. 


problems 


into between 
Germany our nation 

representation 
Reparations Commission 
The United States 
Government 
large claims against Germany which are in- 
extricably 
decisions 
controlling 
development 
national finance looking toward 
international 

exchange. 
also inevitably affect the development of the 
purchasing power of the principal nations of 


decisions 


Recognizing the handicap under which our 
government 
authoritative far-reaching 
important 
Commerce 
necessary 
Congress, 
United States 
Reparations 


Chamber 


measures, including 


resentation 


Commission. 


International Court 


United States, 


by tradition 
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dent Harding and Secretary Hughes Speak 


to the 
through 


mitted 
justice 


of 
of 


promotion 


the process the 


force. Concrete expression was given to this 
attitude in the Hague Conferences of 1899 
and 1907 which were participated in by the 
delegates of our nation under positive in- 
structions to exert every effort toward the 
establishment of an international court. 


Such a court, through 
tion of American 
with the 


the active 
Statesmen and 
principles laid down by 
of the leading of the 
recognized and 
it. Consistent 
United States 


nations 
declared their adherence 
with the attitude which 
has always manifested, 


world 


take 
world 


with the other 
International 


its place 
in the 


nations 
Court 


Settlement of War Claims 


of the 
of 


The war claims 
United States and 


government 
many of its 
their nationals, which 
and in the 


and Hungary and 
large both in number 
amounts involved, constitute an 
factor in the adjustment of 
financial problems. The prompt 
tion of the principles which shall 
the disposal of the _ private 
sequestered by the respective 

and the orderly and equitable 
of these claims will stimulate 
dom of commerce and the 

trade. 
problems and of the 
our government to solve them, 


obtain 


efforts being made 


the 


plan for the disposal 
claims and urges upon Congress 
legislation which may be found 
or desirable to facilitate their 
should be promptly enacted. 


National Budget 


of such 


developing a 
that 


The enactment legislation 


causes us great gratification. Under 


the period 
of the 


complishment than 
elapsed and the size 
make possible. 
been manifested continues until 
system is completed, and the Chief 
tive utilizes the opportunity afforded 
year to submit a comprehensive 
statement to Congress in a manner 


program, the 
chamber has sought 
procedure’ will 
of the 


ernment’s financial 
benefits which the 
advocating budgetary 
secured to the people 


Federal Reserve System 


The banking and currency system has re- 
the 
meeting. It 
that at 
the tenth annual meeting the chamber should 
of 
belief 
been 
in the seven years of the system’s 
its 
changes should 
be considered except such as will add further 
plan 
and will continue existing safeguards against 


attention from 
annual 


therefore, 


ceived unremitting 
chamber since its first 
is peculiarly appropriate, 


confidence in the principles 
Reserve System, its firm 
the progress which has 


reaffirm its 
the Federal 
that all of 
achieved 
operation should 
earnest conviction 


be and 


that no 


maintained, 


strength and usefulness to the present 


partisanship in direction or in service. 


Merchant Marine 


The chamber reiterates its advocacy of an 
privately 
operated merchant marine under the Ameri- 


adequate privately owned and 


can flag as a necessary safeguard for the 
commercial advancement of the United 
States. To that end the chamber repeats 
its recommendations in favor of the aid 


from: the government which is essential 
the maintenance of such a merchant marine. 
It accordingly asks that Congress 
consideration of legislation which has 
view the accomplishment of these purposes. 


Ocean Bills of Lading 


interest in bills of 
commerce 


the chamber's or- 


The 
upon 


chamber's 

which American 
been continuous since 
ganization. The chamber had a successful 
part in advocating federal legislation which 
deals with rights and liabilities with respect 
to bills of lading for goods moving in inter- 
state and foreign commerce. Delegates from 
the United States participated in the first 
general meeting of the International Cham- 
ber of Commerce, and were active in secur- 
ing acceptance of the method of voluntary 
action among vessel owners and shippers in 
arriving at a clear codification of the rights 
and liabilities which should arise upon bills 
of lading used for ocean shipments. The 
need of such a codification has been generally 
recognized, if there is to be escape from 
confusion caused by multiplicity in forms of 
ocean bills of lading, with consequent losses 
sustained by all classes of business interested. 
This method of voluntary action has now 
been used in formulation of the Hague 
Rules, 1921. The chamber endorses these 
rules as representing a step in advance and 
asks Congress to enact legislation for the 
Hague rules with such interpretations as 
may be deemed necessary. 


Transportation Act 





placed in 
enactments 


Transportation Act of 1920 
the Interstate Commerce Law 
which are of high importance, and which 
were advocated by the chamber. The Inter- 
state Commerce Act as it now stands should 
not be amended, and none of its basis pro- 
visions should be repealed, until there has 
been more opportunity for the law to be 
tested by experience under more normal 
conditions than yet exist. Opposition should 
be continued against proposals for the repeal 
of such basic provisions of the law as confer 
upon the Interstate Commerce Commission 
power to correct intrastate rates that un- 
reasonably discriminate against interstate 
commerce, and give the commission the 
guidance of a rule for rate making intended 


The 
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international 
peaceful 
solution of controversies rather than through 


participa- 
consistent 
our gov- 
ernment, has now been established and most 
have 
to 
the 
this 
chamber urges that eur government promptly 
of the 
of Justice, 


of the 
citizens 
against the governments of Germany, Austria 
are 
aggregate 
important 
international 
determina- 
in 

properties 
governments 
adjustment 
greater free- 
restoration of 
Sensible of the complexities of these 
by 
chamber 
emphasizes the great importance of speedily 
of such 
any 
necessary 
settlement 


as the 
chamber has advocated for a national budget 
this 
legislation there has already been larger ac- 
which has 
task seemed to 
If the spirit which has now 
the budget 
Execu- 
each 
financial 
which 
will inform the public clearly upon the gov- 
public 
in 
be 
United States. 


to 


expedite 
in 


lading 
moves has 


to secure for the public adequate transporta- 
tion facilities and services. 


National Defense 


The chamber deprecates any tendency to 
reduce the authorized personnel of the Army 
and of the Navy below the strength con- 
servatively requisite for the preservation of 
the national sofety. It believes that ade- 
quate military preparedness upon the part 
of the United States is the best continuing 
guaranty of permanent peace. 


It, therefore, earnestly urges upon Con- 
gress to provide a personnel for our Army 
and Navy, with reserve organizations of 


sufficient strength to assure such guaranty. 


Department of State 


The leadership of our government in the 
conference on limitation of armaments and 
Far Eastern questions, and the great con- 
tributions made by the conference toward 
peace and in the reduction of burdens of 
taxation, cause us deep gratification. All 
such achievements are enthusiastically sup- 
ported by declarations of the chamber and 
of its membership in favor of constructive 
steps by which governments may unite in 
the establishment of methods for the pre- 
vention of war and the maintenance of per- 
manent peace. 

These great achievements by the diplo- 
matic branch of our government are trans- 
cendant, yet the business men of our country 
are most appreciative of the valuable ser- 
vices rendered to them day by day both by 
the diplomatic and consular branches of the 
Department of State. For these services 
adequate support should at all times be 
given. 


Department of Commerce 


The chamber expresses to the Department 
of Commerce of the United States its deep 
appreciation of the splendid services rend- 
ered the producers, manufacturers, mer- 
chants and business men of the country, not 
only in collecting and distributing general 
information respecting commerce, both for- 
eign and domestic, but in cheerfully and 
promptly complying with every request for 
information and advice about any particular 
trade or industry. 


Damages by Government Vessels 


view of the wide of govern- 
ownership and operation of vessels 
used for commercial and government pur- 
poses, the claim of the right of sovereign 
governments to be exempt from suit for 
damages caused to privately owned property 
gives rise to great hardships which are now 
imposed upon private individuals. Means 
for the government's speedy collection of 
compensation for damages done to its ves- 
sels by private vessels very properly exist. 
Corresponding means should be provided to 
allow owners of private property to obtain 
the compensation which by every principle 
of justice becomes due to them from the 
government. There should be action by our 
government, not only with regard to its own 
obligation in these respects, but also for the 
purpose of having other governments adopt 
similar principles as to damages caused by 


their vessels. 
Flood Control 


In extension 


ment 


The national importance of preventing dis- 
aster from floods has been emphasized by 
recent conditions in the Mississippi Valley. 


To this problem great attention has already 
been given by the national government and 
locally. The works constructed under exist- 
ing Congressional legislation have prevented 
the disaster of this spring from reaching the 
proportions it otherwise would have assumed. 
Action under the present Flood Control Act 
should continue, and at the same time the 
federal government should institute in- 
quiries to ascertain what additional measures 
should be undertaken to safeguard the larg- 
est area in the country now subject to de- 
structive floods. 


Passports and Visas 


High fees for passports and the visaing 
of passports are a burden upon the inter- 
national travel necessary to commerce. How- 
ever appropriate in war time, the formalities 
incident to visas and to police control of 
passports are now an interference with com- 
merce. Our government should reduce its 
fees for passports and visas to a reasonable 
charge for the _ service it performs. As 
promptly as possible, our government should 
enter into agreements with foreign govern- 
ments for reciprocal discontinuance of visa 
requirements and, when conditions warrant, 
the complete discontinuance of passport re- 
quirements, 


National School for Secretaries 





Mis coal industry, national 


police 


sissippi canal, 
bureau. 


President Harding Speaks 


Escorted by a committee, including A. 
Cc. Bedford and KE. T. Trigg, President 
Harding reached the platform in Conven- 
tion Hall when the report of the resolu- 
tions committee had been disposed of as 
mentioned above. The executive, taking 
as his text, “Commerce With a Con- 
science,” spoke as follows :— 

It is a pleasure to come to greet you 
though it is not perhaps as convenient as it 
might be because it is not always possible 
for the executive to equip himself to address 
an assemblage of this character and say the 





things that you might reasonably expect 
from him. 
I am very happy to come, however, not 


only to express my official greetings, but my 
personal greetings and regard for that body 
of men and women who speak for the busi- 
ness life of the American Republic. 

If there is any one realization which fixes 
itself more firmly than another in the mind 
of one charged with great responsibility, it 
is the conviction that the business life of 
the republic is the reflex of all its good 
fortunes. I think I can venture to say that 
commerce and civilization go hand in hand; 
and were it not for commerce there would 


be no civilization. 


Commerce a Universal Influence 


history 
known 
mes- 


reading some ancient 
which told the story of the first 
settlement in the Orient—how the rm 
sengers of the producing forces went into 
other lands on commercial errands. Over 
these avenues of expanding trade went the 
sentiments and the convictions and the 
aspirations of an expanding civilization. I 
believe that it can be said truly that com- 
merce and civilization are inseparable. Even 
those who discovered the new world were on 
commerce bent; and business is the life blood 
ot every people in the world. 
Sometimes we find commerce, where, 
theoretically, it is little to be expected. I 
remember some years ago I was negotiating 
an engagement with a Chautauqua organiza- 
tion, and they were very particular about the 
stating that the audiences which 


I recall 


subject, : 
attended the Chautauquas were very muc 
concerned along certain reformative lines. 


And commercially inclined, I adjusted by sub- 
ject to the suggestions of the management, 
perhaps not as radically as some might have 
expected; and some six years later a second 
negotiation was taken up, and I said to the 
manager who was negotiating with me:—“I 
do not believe that I could subscribe to any 
radical program which you have in mind, 
He said:—‘‘My dear sir, we could not sell a 
reformer on the platform now at any price. 
That was the reflex of an existing condition, 
at a particular time. 
” ivan which shows that so great and high 
minded an institution as the American 
Chautauqua, which I regard very highly, has 
commercial instincts and commercial aspira- 
tions. Moreover, it has been by observation 
in life that even in circles little concerned 
with commercial good fortune there is sel- 
dom any long continued agitation without 
compensation. f ; 
From the viewpoint of one in authority, 
and having responsibility, comes another 
consideration. Commerce finds its place in 
all our considerations. Undoubtedly, ladies 
and gentlemen, it had much to do with the 
bringing about of the World War, and I 
think I can say, just as confidently, that it 
was never once forgotten in the negotiation 
of peace. It is so inextricably associated 
with all we do that commerce is always 
foremost in the life of any people. 
We in America—I am sure it is not un- 
seemly to say it—are commercially a great 
people, and we ought to be. God blessed us 
most bountifully in resources, In the citizen- 
is the blend of every 


ship of this republic 
people in the world, almost, and I like to 
say I believe we are unexcelled in genius, 


we are incomparable in our industry, and we 
have the talent and the determination—the 
righteous determination—to be commercially 
of the foremost nations of the world. 


one 
This aspiration to excel is ever an im- 
pelling one, because we have learned from 


our observations of social and civic life that 
from the great golden stream of commerce 
flows everything in life worth while. If it 
were not for this golden stream that comes 
from exchanges, from productivity and ex- 
changes, there would be little of education, 
there would be less of art, there would be 
few of the finer attainments which make 
life worth while. 


Commercial Conscience Essential 


While I am speaking very briefly, I wish to 
speak, ladies and gentlemen, for a commerce 
with a conscience. (Applause.) 

If I were to bring only one admonition to 











The recognition which the Board of : ‘ 
Directors of the chamber has given to the you I would like to charge you men — 
need for training commercial organization Women of influence and responsibility wit 
executives in the methods and technique of the task of eliminating from American com- 
Chamber of Commerce administration is Merce those who do not have cons¢ ience, 
heartily approved and the success of the whose conscienceless practices bring that 
first national school for commercial secre- Criticism which sometimes attends our 
taries, organized by the chamber and the American activities. (Applause.) 

National Association of Commercial Or- Something has been said, and I think 
ganization Secretaries, in co-operation with opportunely said, that we want a period in 
Northwestern University, is a cause for America with less government in business 
much gratification. The second session of ®nd@ more business in government. | CARs 
this school is to be held at Northwestern Plause.) If the commerce of America were 
University August 21 to September 2, 1922. always conscientious there never would be a 
The tenth annual meeting of the chamber single excuse for government in American 
repeats the recommendations of the last an- business. (Applause.) ; re i 
nual meeting that the constituent members There is not an agency in American life 
encourage and make possible the attendance which can so quickly put an end to abuses 
of their secretaries at the national school #24 offenses in American commerce Me 
this summer, both on account of the value those who are conspicuous in the leadership 
of the training to the secretary and because ot os deen eee a oes 
2 » fits oF ¢ 5 na naiwe y « do, é >é é > é . { 
of the benefits his organization will receive pursue the activities with which we Ameri- 

On recommendation of the resolutions Gans are so eminently connected without a 
committee, resolutions relating to the fol- mindfulness of everybody involved Com- 
lowing subjects were referred to the merce cannot be adjusted alone to the for- 
Board of Directors with suggestions:— tunes of the captains of industry There 
Agricultural credits, anti-dumping, anti- must always be a thought of the great mass 
trust laws, free zones, highway transport, Without whom there could be no productivity 
reclamation by drainage, repeal of war on the one hand, and little consumption on 
excise taxes, tax on anthracite coal, judic- the ofa ss andi nes ae te 
i: sslarie ‘¢ > . > . ‘ > é i e to e ing ou i t r Ct 
ial salaries, Cape Cod canal, Atlantic- World War, like every other war which pre- 

ceded it, but more notably the great World 
War, because of its incalculable immensity, 


(Continued on page 46) 
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A basic carbonate of lead of beautiful whiteness 


A beautifully white pigment of wonderful opacity 






A wonderfully opaque white lead chemically pure 














A chemically pure white opaque pigment of impalpable 
fineness 


An impalpably fine white amorphous powder for 
permanent paint 


Paint for permanent protection 


Beautiful, permanent paint 





A satin-smooth well-wearing coat of paint— 


Let Anaconda Save the Surface! 


Make 1922 the er and Varnish year 


as the first step toward g7doubling the industry by 1926 





Looks Better—Goes Farther—Wears Longer 





Anaconda Lead Products Company 
111 West Washington Street CHICAGO 


Warehouse Stocks in Principal Cities 
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Paints and Paint Materials 


Unless otherwise specified, our prices are those prevailing in the New 


York Market and are for large quantities. 
will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 


Complete prices current 





Recent price movements in paint ma- 
terials have been upward, It is true 
that there have not been many of 
them, and that producers have ignored 
advances in prices of raw materials as 


much as possible, but at the same 
time it has not been possible to ig- 
nore increases in production cost en- 


tirely. There was another advance in 
the price of pig lead last week, and 
a resultant advance in the cask price 
of dry lead oxides. There was no ad- 
vance in the keg prices or the prices in 
oil, however, and no advance was made 
in white lead quotations. The recent 
advances in lead oxide prices have been 
entirely due to cost of production, as 
the demand for oxides has not been 
nearly so good as the demand for white 
lead. The call for white lead, it might 
be mentioned, continues to be the fea- 
ture of the entire market—just as it 
was last year. 

The increase in the price of zinc 
has not as yet been reflected in an in- 
crease in zine oxide quotations, al- 
though the market is very steady. One 
leading producre said: ‘With the in- 
creased price of zinc, and no likelihood 
of an adjustment of wages lower than 
at the present time, manufacturers 
have no reasonable expectation of be- 
ing able to lower their costs.” 

There has been little or no opportu- 
nity to lower wage costs in any branch 
of the paint material industry. This is 
as much the case in the dry color 
industry as with the manufacturers of 
pigments, and it applies also to the 
mixed paint industry. For the rea- 
son that other costs are as high, if not 
higher than ever, it is natural that the 
different markets should be affected 
when raw materials advance in price. 

For a long time the iron blue mar- 
ket has ignored a steady advance in 
the price of yellow prussiate of soda, 
the basic raw material of iron blues. 
But last week when iron blue makers 
found that they could not get yellow 
prussiate at 20 cents a pound, they 
advanced the price of the colors which 
had not been changed since yellow 
prussiate was 12\%4c. a pound. 

In spite of the recent advances, paint 
materials are selling, on the average, 


considerably below what consumers 
were paying at this time last year; 
this is true in spite of the fact that 
it has been very difficult to bring 
about any lessening of production 
costs. 


There was a very good tone to the 
paint material market last week, tak- 
ing it from one end to the othe:, and 
the feeling seemed to be better than 
at any time earlier this year. In the 
dry color market most producers and 
marketers reported a decided improve- 
ment in demand over what it was a 
short time ago, and they seemed con- 
fident that this improvement was going 
to continue, 

Among paint pigments, white lead 
and lithopone continue to be the lead- 
White lead had a record-break- 
1921 and is out to break 
that record this year. Demand for 
lithopone is very active, and domes- 
tic producers are working overtime in 
spite of the fact that imports this year 
have been large and there has been a 
material increase in domestic produc- 


ers, 


ing year in 


tion. Demand for barytes is good, and 
that market is steady. Producers of 
zine oxide have held prices down in 


the face of a higher raw material mar- 
ket, and have been rewarded by a very 
active demand both from inside and 
outside of the paint industry. Demand 
for minor paint materials is fully up 
to the season, and their prices are well 
established and well maintained. 
Reports from the building industries 
are as favorable as ever, and the rec- 
ord of new construction for this month 
promises to be fully as good as, if not 
better than, last month's’ record- 
breaking showing. There seems every 
reason to believe that this year will 
set new records as far as the consump- 
tion of paints on new construction is 


HIRD and CONNOR, INC. 


Boston 





J. LEE SMITH & CO., 





THE TWEEDY COMPANY 
88 Broad Street San 
Los Angeles, Cal. 


concerned, and for this reason the in- 
dustry is particularly interested in 
making a good showing with regard 


to consumption for repainting. te- 
ports which large distributors are 
receiving from their agencies and 


traveling men indicate that there is a 
gradual increase in the amount of re- 
painting all over the country, and 
over-the-counter sales of mixed paints 
are reported to be good. 


Lead and Zinc 


PIG LEAD.—Last week saw two ad- 
vances in the price of lead. The first 
advanced the New York price from 
5.25c. per pound for common to 5.35c., 
and the second sent the price up to 
5.50c. per pound, which means that 
corroders have to pay 5.60c. for the re- 
fined lead which they use. The first 
advance was not unlooked for, but the 
second, following the other so closely, 
was in the nature of a surprise. The 
advance in the price of pig lead began 
in April, after the New York price had 
held at 4.70c. per pound since it ad- 
vanced to that level last September. 
Since the advance started it has been 
most rapid. Spot metal has been very 
scarce, and the London market has 
been strong. The demand has been 
good, but not active enough to have 
forced an advance, such an advance 
had production been normal. The price 
of East St. Louis delivery was ad- 
vanced to 5.30c. per pound. 

ZINC.—The market holds steady, 
and was a shade higher last week. 
There was considerable interest shown 
in the market during the period, but 


buyers continue to hold down their 
orders to the smallest amounts they 
can get along. with. London was 


steady and slightly higher. The New 


York settling price at the end of the 
week was 5.50c. per pound, and East 
St. Louis spot delivery was quoted 


at 5c. 


Pigments 


There was not much change in the 
character of the demand for pigments 
last week. The demand for white lead 
and lithopone was as active as ever, 
and there was also a good business 
doing in barytes and zine oxide. The 
sharp advance in the price of pig lead 
was reflected in the pigment market 
only by a slight advance in the price 
of lead oxides. There has as yet been 
no change made in the keg prices of 
lead pigments or in the quotations on 
leads in oil, but of course the steady 
advance in the price of the basic raw 
material makes for a very firm market 
in all lead pigments. The same situa- 
tions exists in the zine oxide market, 
for oxides have had no advance in 
price during a period that has seen a 
very material advance in the price of 
spelter. 

BARYTES.—The market is very 
steady and the demand about up to 
the season. The price is well estab- 
lished, and there is no talk of any 
change at the present time. While 
the demand is satisfactory, consump- 
tion has not yet gotten back to normal. 
Western is quoted at $23 per ton, f. 0. b. 
mill, package included. 

ST. LOUIS, Mo., May 18, 1922. 

Business continues to get better, but slowly. 
Optimism however, prevails Prices remain 
unchanged at $23 and $25 per ton, f. 0. b. 
St. Louis. 

BLANC FIXE.—Demand for this 
material has been up to expectations 
this season, and producers are well 
engaged. There was little change in 
market conditions during the period. 
Dry was quoted at 444 @4%ec. per pound 
and pulp at $40@50 per ton. 

WHITE LEAD.—In spite of the 
sharp advance in the price of pig lead 
no advance in the price 








there was e 
of white lead last week. There 
has been no advance at all in keg 


prices and in-oil prices in spite of the 
fact that pig lead is about a cent a 
pound higher than it was when these 
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THE HIGHEST GRADE LITHOPONE 


Excels in 
Uniform 
Dependable 
Working 
Qualities 


The Krebs Pigment § Chemical 
General Office & Works 
Newport - -- Delaware 


Sales Offices 


New York City Cleveland | 
217 Broadway 424 Hickox Bldg. 


AMERICAN OIL & SUPPLY CO. 


(EDWARD B. FULPER BRANCH) 
TRENTON, NEW JERSEY 


OFFERS 


30% Lithopone Oxide of Zinc 


Iron Oxide Rosin Oils 
Rubber Makers’ Hydro-Carbon 


(315-380 Melting Point) . 


BARY TES 


Water Ground Water Floated 
Highest Quality 
NATIONAL PIGMENTS & CHEMICAL CO. 


ANUFACTURERS 
ST. LOUIS, MO. U. 8. A. 
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24 
The newness of our Tennessee mines 


and their vast tonnages of ore blocked 


out, assure you of a steady supply of 


unequaled lead free zine oxide for 


years and years to come. 


American Zinc Sales Co. 


DISTRIBUTORS FOR 


American Zinc, Lead & Smelting Co. 


St. Louis Chicago New York 
P. O. Box 1428 Pierce Bldg. Webster Bldg. Equitable Bldg. 


Warehouse Stocks—New York, Boston, Montreal, Philadelphia, Cleveland, Cincinnati, 
on lis, Louisville, yo St, Louis, Kansas City, Omaha, Fort Worth, 
isco, Los A 


Columbus 


Zinc Oxide Plants: Hillsboro, Ill., and Columbus, Ohio 


Azo ZZZ—Lead Free 
| Azo 11—Under 5% Leaded 


Uniformity Azo Z—8 - 10% Leaded 


Durability 


|ZINC OXIDES | 
r 4 yj 
THE L. MARTIN CO. 


HEADQUARTERS 


FOR FINE 
LAMP BLACKS 
SINCE 1849 
ORIGINATORS OF THE FAMOUS 


EAGLE AND OLD STANDARD 
GERMANTOWN BRANDS 


45 East 42 St. New York 


Investigate all before you buy <ny. _ Our 

products speak for themselves—(absolute 

purity 99.9%). Com — them with 
others, Fair enough isn’t 


meine that the guarantee of the } 
manufacturer in the world stands bac 
every ponnd of 


BEAR BRAND BLACKS 


WILCKES, MARTIN, WILCKES CoO. 
136 William St. New York City 


SEAVER & CO., Manufacturers of 
FINE IVORY and DROP BLACK 


For the Tiade and Grinders’ Use 


LAMP AND CARBON BLACKS 


58 Tremont Row, Olympia Building BOSTON, MASS, 


CARBON BLACK 


C.J. OSBORN CO., e282 
BONE BLACK _ Beth new,snd discard (spent) 


of all kinds for every purpose. 
CAUSTIC POTASH 
CARBONATE OF POTASH, All Grades 
SODIUM SULPHIDE, Fused, 60-62% 
BI-CARBONATE OF POTASH 
CARBAZOL 


NITRATE OF SODA 
BETA NAPHTHOL NAPHTHALINE FLAKES 


All Fertilizers and other Heavy Chemicals 


GEO. F. TAYLOR & CO., Inc. 


90 West St., New York Established 


Phone: 
Rector 4713-17 (Between Cedar and Albany Sts.) 


CARBON BLACK 


MADE BY 


940-942 Old South Building BOSTON, MASS., U. S. A. 
Carbon Black is also known as Hydrocarbon Black, American Gas 
Black, Satin Gloss Black, Jet Black, Silicate of Carbon, Paris Black, etc. 
GRADES—Elf [SS], Elf [PN], Kalista, Monarch, Auk, Kosmos 
No. 1, Kosmos No. 2, etc. 

SHIPPING POINTS—Owensport, Cedar Grove, Nancy’s Run, 
Clendenin, W. Va., etc., Howard, Lamkin, La. 

STOCKS carried in New York, Chicago, St, Louis, Detroit, San 
Francisco, Cincinnati, London, Copenhagen, Liverpool, Manchester, 
Glasgow, Paris, Hull, Amsterdam, Brussels, etc. 
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Shawnee C. P. Para Toners have 
achieved the 
sustained high quality will al- 


distinction that 
ways bring. 


For brilliancy, strength,  soft- 


ness and undertone, there are 
none better made. 


A wide range of shades is provided in 
—Extra Light, Light, Medium and 
Dark. 


Be convinced. Write for samples. 


Kentucky Color and Chemical Company 


Incorporated 


General Office and Works: 
LOUISVILLE, KY. 


Eastern Sales Office: 23 Flatbush Ave. 
BROOKLYN, N. Y. 


Distributors: 
Pacifie Coast 
General Trading Corporation 


Detroit 
. S. Farlow 


Chicago 
Stresen, Reuter & Biser 


Cleveland 
E. R. Smead Co. 


Shawnee 
DRY COLORS 


“Color Content Guaranteed” 


The 
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prices were named. Producers, how- 
ever, say that it will be impossible to 
hold lead pigments down if the price 
of lead continues to climb. The de- 
mand for white lead is as active as 
ever. In fact, the demand is increas- 
ing quite as rapidly as it did at this 
time last year, and producers are iook- 
ing for a greater consumption than 
that of last year, which broke all rec- 
ords up to that time. 
Quotations follow:—Dry, in casks, 
‘aie. per pound; in oil, in 100-pound 
kegs, less than 500 pounds, 12.25¢.; 500 
to 2,000 pounds, 11.02c.; 2,000 to 10,000 
pounds, 10.58¢.; 10,000 to 30,000 pounds, 
9.25@10.19¢.; car lots, minimum 15 
tons, 9.125 @9.92¢, 
_,, VW HITE LEAD (Basic Sulphate).— 
There was no advance in the price of 
this material during the period, al- 
though of course the sharp advance 
in the price of pig lead made the mar- 
ket very firm, and the talk in the trade 
was of an advance. There has been 
some improvement in the demand re- 
cently, and the outlook is considered 
good, The quotation remained un- 
changed at 7@714c. per pound. 

RED LEAD.—The advance in the 
price of the basic raw material was 
reflected in the red lead market last 
week to the extent of an advance of 
4c. in the price of dry in casks. This 
made the quotation 8% @9c. per pound. 
There was no advance in the keg 
prices of dry or in the in-oil prices. 
There is a gradual but steady improve- 
ment in the demand for red lead, and 
the market outlook is brighter than it 
was at this time last year. There has 
been enough reduction in production to 
prevent stocks from piling up in a way 
to be a menace to the market. 4 

, Quotations follow:—Dry,. in casks, 
8% @9c. per pound; dry, in 100-pound 
kegs less than 500 pounds, 12.25¢.: 500 
to 2,000 pounds, 11.02c.: 2,000 to 10,000 
pounds, 10.58¢.; 10,000 to 30,000 pounds, 
10.19¢. ; car lots, minimum 15. tons, 
#.92c. In oil, in 100-pound kegs, less 
than 500 pounds, 13%c.;, 500 to 2,000 
pounds, 12.38¢.; 2,000 to 10,000 pounds 
11.87c.; 10,000 to 30,000 pounds, 11.34e.: 
car lots, minimum 15 tons, 11.15c, 

LITHARGE.—In common with other 
lead oxides, litharge advanced yaa 
pound last week, but this advance ap- 
plied only to the cask price, and there 
was no change made in the quotations 
for the materials in kegs, which are 
the prices most consumers are interest- 
ed in. The advances which have oc- 
curred hardly offset the rapid advance 
that has taken place in the price of 
lead, and the market was firm at the 
new quotation; and, if lead continues 
to advance, may go higher. Quotations 
follow :—In casks, 8144 @8l4c. per pound: 
in 100-pound kegs, less. than 500 
pounds, 12.25¢.; 500 to 2,000 pounds 
11.02c.; 2,000 to 10,000 pounds, 10.58¢.: 
10,000 to 30,000 pounds, 10.19¢.; car lots, 
minimum 15 tons, 9.92e. 

LITHOPONE.—Makers of this ma- 
terial had been so confident that de- 
mand this year would be active that 
they made a considerable increase in 
production capacity to get ready for 
the season. The calls of consumers, 
however, have been more urgent than 
even the most optimistic had looked 
for, and the active demand for litho- 
pone continues to be one of the out- 
standing features of the paint material 
market, All producers are working 
their plants to the limit, and have dif- 
ficulty in keeping up with the demand. 
There is also a good demand for the 
best class of Belgian lithopone. Prices 
are firm, but there has been no ad- 
vance, although producers will — not 
quote for delivery after the end of 
June, Domestic quotations are:—é6c. 
per pound, in bags; 6144c. per pound, in 
barrels, car lots; 6%ec. in barrels less 
than car lots. 

ORANGE MINERAL.—There was an 
advance of 4c. per pound in the bulk 
price of orange mineral last week, the 
same advance being made in all the 
lead oxides. Different producers quote 
different prices on this material, and 
at the advance quotations are from 
11%c. to 18%c, per pound. German is 
quoted at 14c. and French at 15c., but 
the demand for imported is very slack. 

ZINC OXIDE.—In spite of the fact, 
that the demand has been good this 
season and that the price of the basic 
raw material has been working higher 
steadily, and that there has been no 
change to reduce labor costs, the prices 
of zine oxides have not been advanced. 
Naturally, however, the tone of the 
market is very firm, and a further ad- 
vance in the price of spelter might 
force producers to take notice. The 
takings of the paint industry this sea- 
son have been a great deal larger than 
during the same period last year, and 
the tire industry has been a heavy 
buyer, 

Quotations follow:—French process 
red seal, 8%@94c.;: green seal, 9%@ 
1014¢.; commercial, lead free, T1444 
Sl4e.: leaded grades, 5 per cent. lead 
sulphate, 74@7%c.; 10 per cent, lead 
sulphate, 7@7l4e.; : per cent. lead 
sulphate, 7@7loc.; 35 per cent. lead 
sulphate, 7@7ec. 

ST. LOUIS, Mo., May 18, 1922 
The zine oxide situation is gradually becom- 
ing better. This is particularly true as regards 
new business for future delivery. Prices are 
unchanged as follows Lead free, 7T%@8c.; 5 
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10 per cent 
; 35 per cent., 


Dry Colors 


The most discussed feature of the 
dry color market last week was the 
situation in iron blues, The price of 
iron blues was reduced to 50 cents per 
pound last July, and has held there 
since. At the time this price was made 
yellow prussiate of soda, the basic raw 
material for iron blues, was selling at 
12lec. per pound, For a long time the 
price of yellow prussiate has been 
climbing, while there has been no 
change in the price of iron blues. Last 
week it was difficult to get yellow 
prussiate for 20c. a pound, and by the 
middle of the week some of the leading 
producers of iron blues had concluded 
to wait no longer, and marked up their 
price on all the iron blues from 50c. to 
60c. per pound. Later in the week 
other producers followed, and it was 
freely predicted that the advance would 
be made by this week by all the leading 
makers, The strength of iron blues 
naturally makes chrome greens 
stronger, but chrome yellows have not 
as yet shown any signs of advancing. 

The general tone of the whole dry 
color market last week was firm, and 
the volume of business being trans- 
acted was very satisfactory. There 
has been some improvement in this 
market right along for some time, but 
the feeling in the trade last week 
seemed to be better than at any time 


this year. 
Blacks 


The call for the popular blacks, both 
from the paint industry and from other 
sources, continues to be good. Blacks 
got active before some other dry colors 
began to see much movement, and 
there has been no let up in the demand, 
particularly for carbon gas. 

Quotations follow:—Bone, powderea, 
5144@7Toc. per pound; black oxide of 
iron, 444@16c, carbon gas, 12@24c.; 
charcoal, willow, powdered, 7@9c.; 
charcoal, common, 4%c.; drop, 744@ 
16¢c.: ivory, 15@45c.; lampblack, 17@ 
45c.; mineral blacks, $35@45 per ton. 


Blues 


For a long time there has been talk 
of advancing the price of iron blues 
as a result of the advance in the price 
of yellow prussiate of soda, and on 
last Wednesday one leading producer 
advanced his price from 50 cents to 60 
cents per pound, Later in the week 
this advance was followed by other 
producers, and those who made the 
advance did not hesitate to predict that 
by this week the market would be firm- 
ly established on the 60-cent level. The 
price of iron blues was cut from 60 
cents to 50 cents last July, when the 
price of yellow prussiate of soda was 
12% cents. Last week it was difficult 
to buy any of the raw material at 20 
cents per pound and iron blue makers 
are said to have very small stocks on 
hand. 

An advance has been considered 
logical for a long time, and months 
ago some manufacturers tried to move 
the price up to 55 cents, but were 
forced to quote 50 cents again, be- 
cause others did not follow the ad- 
vance, However, the basis raw material 
is much higher now than it was when 
the effort to advance to 55 cents was 
made. There has been a good demand 
for iron blues recently, and _ stocks 
have been considerably reduced. There 
continues to be a good demand for 
ultramarine, at 8 to 35 cents per pound, 
according to strength. 


Browns 

There has been a steady demand 
for sienna and umber for some weeks, 
and it was rather better last week 
than previously. While there was no 
change in general market conditions, 
there was an active interest mani- 
fested in all the browns, and the mar- 
ket showed no weakness. 

Quotations were as follows:—Italian 
sienna, burnt and powdered, 6@14\4c.; 
raw, powdered, 5%@14c.; American, 
burnt and powdered, 3%4c.; American, 
raw, 33,c.; Turkey umber, burnt and 
powdered, 4c.; raw, 4c.; American, 
burnt and powdered, 3@4%c.; Van- 
dyke brown, 4%c.; domestic Vandyke 
brown, 34%c@4'4e. 


Greens 
producers of 


Some of the leading 

chrome greens advanced their prices 2c. 
a pound last week when they moved. up 
their price of iron blues. They quoted 
light, which they had been selling at 30 
cents per pound, at 32 cents, and made 
the same advance on medium and dark. 
It is probable that this advance may 
be followed by all producers if the 
price of iron blues becomes steady at 
60 cents. There has been a fair de- 
mand for chrome greens recently, and 
quite an active demand for the cheaper 
commercial greens. The call for paris 
green has improved to an extent, but 
the demand is not what producers 
would like to see. Until there has been 
further action it is not possible to 
change quoted prices of chromes. 


The House That “Black Built 


We take pleasure in announcing to our friends 
in the trade that on and after June 1 we shall be 
“at home” at 


41 East 42nd Street, ‘New York City 
(Liggett Building, corner Madison Ave.) 


The greatly increased facilities afforded by our 
new location in one of the newest and most 
complete office buildings in the convenient up- 
town section will enable us to give our custom- 
ers the best of service. 


To our friends who have contributed to the great 
growth of our organization, we take this occa- 
sion to express-our hearty thanks. We cordially 
invite them to visit us in our new quarters which 
we trust our out-of-town patrons will consider 
their headquarters while in New York. 


BINNEY & SMITH Co. 
NEW YORK CITY 


BLACKS OF SUPERIORITY 
CARBON DROP BONE IVORY OXIDE 


For All Purposes 


Color Works 


INCORPORATED 


Imperial 


GLENS FALLS, 


NEW YORK 


We didn’t invent Pigment 
Colors but we did put the 
word Uniformity on the map. 


IMPERIAL 
DRY AND PULP COLORS 


are of Guaranteed Quality 
and Uniformity 


Prompt shipments from fac- 
tory or branch warehouse. 


Branches and Wareheuse Stocks: 


New York Cleveland 
San Francisco 


Boston 
Chicago 
New York Office: Borden Building, 350 Madison Avenue 
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CARBON BLACK DRY COLORS 


DRY COLORS LITHOPONE 


JI. M (MANGIN WHITE) 
. M. HUBER 
oe are werent > UNITED COLOR & PIGMENT CO. 


New York City NEWARK, NEW JERSEY 


CARBON BLACK ||DRY COLORS 


Manufactured by 
OSCAR NELSON SUN CHEMICAL 
& COLOR CO. 


Union Trust Building, CHARLESTON, W. VA. 
Factories: WEST VIRGINIA and LOUISIANA 309-321 SUSSEX ST. 
HARRISON, N. J. 


‘STAN DARD’ ULTRAMARINE BLUE 


FOR ALL PURPOSES 


Our laboratories are equipped to recommend the ULTRAMARINE best adapted to your particular requirements. 
All shades available; ranging from the greenish toned COBALTS to the dark purplish ULTRAMARINES. 


AGENTS IN ALL PRINCIPAL CITIES 



























AMERICAN 
CHALK-WHITING 
K-T BRAND 


Manufactured in U. S. A. by 
THE K RIPPENDORF TUTTLE 
WHITE CLIFFS PRODUCTS CO. 
(Only American Product) 












For Full Information Address Sole Agents and Distributors: 


A. DAIGGER & COMPANY 
54 W. KINZIE ST. ( HICAGO 
Write or wire for lowest quotations 




















Manufactured by 


THE STANDARD ULTRAMARINE COMPANY, Huntington. West Virginia | 







There is not a commercial center of any importance in any part of the World where the Oil, Paint and Drug Reporter does not circulate. 





The Westmoreland Chemical & Color Company 


S. E. Cor. 22nd and WESTMORELAND STREETS : . PHILADELPHIA 
First Hands in Dry Paints and Minerals used in the Manufactures and Arts 














Original Manufacturers in the United States of 


BRIGHT OXIDES OF IRON AND INDIAN REDS 





ESPECIALLY PREPARED FOR T TRADE MARE 
ROUGE, PAINT, PAPER, RUBBER AND “LINOLEUM TRADES 
50 Naseau St., New York 208 8. LaSalle St., Chicago, George B. Cary 511 St. Catherine St., W. Montreal, J. I, Frank Anthes 524 Washington St., San Francisco, J. M. Roddie Co., Inc, 








The Ultramarine Company 
38 Park Row . New York 


Ultramarine Blues xsi 
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LAKE COLORS 


Orange Y — Scarlet OR 


Colors for Makers of Paints, Stains, Varnishes, Inks 


CENTRAL DYESTUFF & CHEMICAL CO. 


Main Office and Works, NEWARK, N. J. 


ESTABLISHED 1898 
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Quotations follow.— Chrome _ green, 
pure, light, 380@32ec. per 

medium, 35@36c.; dark, 36@ 
commercial, 12¢.; grinders’, 13c.; 
jobbers’, 8c.; verdigris, 25@30c.; paris 
20@21e, 


chemically 
pound; 


49c.; 


green, 


Reds 

There was no change in the price of 
quicksilver last week upon which to 
base a change in the quotation on 
English vermilion, but the market for 
the raw material did not seem to be 
very strong, and buyers were inclined 
to hold back to see if there would not 
be a chance to buy English vermilion 
lower. The demand for most of the 
popular reds was good, and the under- 
tone of the market steady, There has 
been a great deal of Spanish oxide 
sone into consumption this spring, but 
the demand continues good. 

Quotations follow: — Alizarine, 
concentrated, $2.75; carmine, No. 40, 
bulk, 11-pound tins, $4.50@4.75; ama- 
ranth, $4.40@4.50; crocus martus, 34@ 
2c.; eosine, 70@75c.; Indian red, Eng- 
lish, pure, 12@15c.; American, pure, 8 
@l12c.; oxide red, 10@14c.; domestic, 
34%4@4Mc.; Spanish, 3144@4%c.; Para red 
toner, concentrated, 100-pound lots, $1.25 
@1.40; commercial, 18¢c.; purple lake, 
$1@2; rose pink, 20@ 33c.; toluidine 
toners, $2.30; Tuscan red, 17144@35c.; 
Venetian red, 34@6c.; vermilion quick- 
silver, English, 90@95c.; Amercian, 25 
@ 300, , 


lake 


Yellows 


If iron blues and chrome greens move 
up and become steady at a_ higher 
level it will undoubtedly help the mar- 
ket for chrome yellows, but this mar- 
ket has been badly demoralized for a 
long time, and chrome yellows have 
come down more during the past nine 
months than almost any othef sort of 
dry colors. The producers have all 
along claimed that the price was un- 
reasonably low, but there has been no 
advance as yet. There was a better 
feeling to the market for all sorts of 
yellows last week, however, and the 
trade seems more encouraged over the 
outlook. 

Quotations follow: 
16144@17c. per pound: 
12c.; iron oxide, yellow, natural, 34@ 
5e.; precipitated, 914c.; French ocher, 
8@4\oc.; domestic, strong, 2144@3c.; 
medium, 1144@2c.; golden ocher, 4144@ 
‘c.; zine yellow, 335¢c. ~ 


Colors in Oil 


Demand for colors in 
better from week to 
season’s business 
siderably better than that of 
vear. Prices hold steady, and 
been practically unchanged since 
beginning of the season, which is 
surprising, considering the 
of the dry color market. 

Quotations follow: 
black in Japan, 30@35c. 
oil, 25@30c.; drop 
lampblack, 30@32c. Blues, Chinese, 82 
@85c.; Prussian, 82@85c.; ultramarine, 
419@50e.; imitation cobalt, 45@50c. 
Browns, sienna, Italian, burnt or raw, 
best grades, 21@25c.; Turkey umber, 
burnt or raw, best grades, 19@22c.: 
Vandvke brown, genuine, 30@32e. 
Greens, chrome, chemically pure, 30@ 
48c.; commercial, 17@20c. Reds, In- 
dian, 25@28c.; Tuscan, 33@36c.: Vene- 
tian, 10@20c. Yellow, chrome, 14@ 
l7c.; ocher, French, 15@18ce. 


Chrome yellow, 
Dutch pink, 8@ 


little 
the 
con- 
last 
have 
the 
not 
steadiness 


oil is a 
week, and 
promises to be 


Blacks, coach 
per pound; in 
black, 25@30c.; 


° 
Driers 

Producers of chemical driers 
not object to some improvement in the 
demand. It is not that the demand is 
particularly dull, but simply that it is 
not particularly active. The improve- 
ment the grows older is 
hardly up to expectations, although 
there is a fair routine demand right 
along and prices hold. 

Quotations follow: 
ate, fused, 17@19c. per pound; palmi- 
tate, precipitated, 24@25c.;  resinate, 
precipitated, 12@15c.; stearate, precip- 
itated, 25@27c. Calcium, linoleate, 7@ 
l0ec.; resinate, precipitated, 12@15c.; 
stearate, precipitated, 25@27c. Cobalt, 
acetate, $1.10; carbonate, $2.05; hy- 
drate, $2.60; linoleate, solid, 5'2¢.; paste 
drier, 22@26c.; resinate, fused, 18@ 
20c.; resinate, precipitated, 45@50c. 
Lead, acetate 954 @12\%4c.; linoleate, 
solid, 18% @26c.; resinate, fused, 8@ 
10c.: resinate, precipitated, 14@ 16ce. 
Manganese, borate, C. P., 25@35c.; bo- 
rate, technical, 18@25c.; oxide, 85 per 
ecent., 5@6ec.; resinate, fused, 6@S8c.: 
resinate, precipitated, 13@16c.; 
phate, anhydrous, 11@12c. Zine car- 
bonate, 15@20c.;: resinate, fused, 7@ 
9¢.: resinate, precipitated, 15@18c.; 
sulphate ‘ 


crystals, stea- 
rate, precipitated, 


Gold and Other Leaf 


leaf 
the 


would 


as season 


Aluminum ole- 


sul- 


metal 
and 
steady. The 
has had no 


for 


season, 


routine demand 
up to the 
the market is 
price of silver 
effect upon the price of silver leaf. 
Quotations follow:—Gold leaf, XX, 
deep, $12.75 per package; ordinary, $11. 
Silver leaf, domestic, $3.25 per package: 
Aluminum leaf, $1.50 


The 
continues 
tone of 
idvancing 


imported, $2.50. 
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Composition metal leaf, 
A package contains 


books of 


per package 
$1.50 per package 
500 leaves in 


25. 


Other Paint Materials 


There was change in the 
minor paint materials last week. In 
most cases the demand is fully up to 
the season, and prices are well estab- 
lished and well maintained. In fact, 
there seems to be more gossip of pos- 
sible price advances than of declines. 

CASEIN.—The casein market con- 
tinues very firm. There was some ma- 
terial received from South ‘America 
during the week, but it had all been 
sold to arrive. The demand has been 
rather better than the offers all sea- 
son, and the market last week was 
firm with 10@1lle. per pound asked 
for good material, and not a great deal 
offering. 

CHALK.—There was no change in 
this market during the period. The 
price holds nominally unchanged at $5 
per ton. 

CHINA CLAY.—Imports have not 
been heavy enough recently to more 
than meet the demand for prompt de- 
livery, and the market is_ steady. 
There was no change in quotation of 
imported, which sells at $16@22.50 per 
ton, according to grade. The imported 
has the advantage over domestic in 
this market on account of railroad 
freight rates. 

PUTTY.—tThere has been a good de- 
mand for putty in this market since 
the beginning of the season, and it 
continues to grow. The large amount 
of new building in progress is the 
prime reason for a demand that is con- 
siderably better than normal. Prices 
have been held steady for some time 
and there was no change in quotations 
last week. Quotations were as follows: 
—Commercial, in tubs, $3 per 100 
pounds; in 5-pound tins, $4.75; in 1- 
pound tins, $6.25; linseed oil, in tubs, 
$5@5.25 per 100 pounds; in 1-pound 
tins, $7. 

TALC.—There was a good routine 
demand for both domestic and im- 
ported tale last week, and prices held 
steady. Quotations were: Domestic, 
$15@18 per ton; French, $22.50@30; 
high grade French, $40@45; Italian, 
$444 55. 

WHITING.—The market held steady 
during the period, with a fair amount 
of interest for this season. Stocks are 
not large, and the undertone of the 
market is firm. Quotations last week 
were as follows:—Commercial, $1.10 
per 100 pounds; gilders’ bolted, $1.15@ 
1.25: extra gilders’ bolted, $1.25@1.35; 
American paris white, $1.35 @1.45; 
English cliffstone, $1.70@1.90. 

ST. LOUIS, Mo., May 18, 1922. 

The situation shows no particular change 
since last report, either in business or prices. 
Guotations ibout $16 per ton, with extra 


gilders’ $17@17.50. 


Varnish Gums 


Cables from the Far East last week 
were even more bullish than they have 
been recently, and that is saying a 
good deal, The popular grades are in 
as active demand as ever, and dammars 
are just ever. Most im- 
porters were 34c. for spot Ba- 
tavia, and 35c. for Singapore No. 1. 
Futures were no lower, as firm offers 
from the Orient were even higher than 
they had been, Pale East India nubs 
are scarce in this market at the present 
time, and the demand for them is good, 
There has been an improvement in the 
demand for Singapore No. 2, and the 
price has stiffened, There is a good 
demand for everything except the low- 
est grades, and the best demand con- 
tinues to be for high grade gums. 
Recent arrivals have relieved the situa- 
tion very little, the local stock has 
not increased any as far the more 
popular grades are concerned. There 
will be little change in this situation 
for a long time to come, for most of 
the dammars that will arrive during 
the next six months will be sold long 
before they get here. The market was 
cleared of consignment goods some 
time ago, and nothing is being received 
on consignment at the present time. 
This, of course, is an argument in 
favor of a firm market. 

Prices were as follows:— 

ASPHALTUMS,.—Barbados, 8@l4ec. 
per pound; South American, 7@8c. per 
California, $41.50@50 per ton; 
$60@80 per ton; Egyptian, 25c. 
Gilsonite, $62.50@70 per 
ton: Mexican, $22.50@30 per ton; 
Malta, $47.50@65 per ton; Texas, $15@ 
25 per ton; Trinidad, $35@45 per ton; 
Venezuela, 2%c. per pound; Trinidad 
manjak, 444@6ec. per pound, 

COPALS.—Congo amber, 17%@18c 
per pound; dark amber, 13@14c.; pic- 
ture, 40@45c.; sorts, 84@9Mc.; white, 
30@35c.; East India, bold, 174@19c.; 
nubs, 11@12c.; chips, 8@9c.; Manila, 
bright amber, 19@20c.; dark hard, 18 
@19e.: pale, 20@21c.; nubs, 14@15c.; 
chips, 10@1lc.; standard sorts, 1044@ 
lle.: Pontinak, chips, 11@13c.; No. 1, 
19@20c.: nubs, 13@14c.; selected, fine, 
25@26ec.; Zanzibar, bean 


not much 


are 


as scarce as 


asking 


as 
as 


pound; 
Cuban, 
per pound; 


and pea, 36 

@38e. 
DAMMARS.- 

tures, 28@28ae.; 


(Continued on page 45) 


fatavia, 33@34c.; fu- 
Singapore, No, 1, 34@ 
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Chrome Yellows 
Iron Blues 
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DRY COLORS 


‘*Color Content Guaranteed’ 


Kentucky Color & Chemical Co., Inc. 


General Office and Works: Louisville, Ky. 
Manufacturers of Chemical Dry Colors for Paint and Printing Ink 


DRY COLORS 


Basofor —Lithopone 
E. M. @ F. WALDO 


11 Broadway New England Office: 10 High St., Bosten, Mase, N Cw York 


C. K. WILLIAMS & CO. 
RED OXIDE of TRON 


Easton, Pa., U.S. A. 
of various strengths and shades. 


@e@ Chrome Greens 
: Para Reds 


OUR SPECIALTIES FOR PAINT GRINDERS: 
Anchor Brand Dry Colors, Italian 
Siennas, Turkey Umbers, Silicate of 
Magnesia, fine Kiln-dried and Bolted 
Clays, Asbestine and Barytes. 


Our Venetian Reds are unsurpassed. 
Write for samples today. Delay means 
ioss to you. 


Olorlake Chemical Company 


INCORPORATED 


POTASH MILORIS 


BLUES 


PRUSSIAN 


SOLER SELLING AGENT 


JAYNE & SIDEBOTTOM 


INCORPORATE D 


WHITEHALL BUILDING, 17 BATTERY PLACE 
NEW YORK CITY = pPHone WHITEHALL 0157 





OIL PAINT AND 


MANGANESE RESINATE, PRECIP. 
MANGANESE BORATE C. P. 
MANGANESE SULPHATE 
MANGANESE LINOLEATE 
MANGANESE RESINATE, FUSED 
MANGANESE BLACK OXIDE 
LEAD RESINATE, FUSED 
LEAD RESINATE, PRECIPITATED 
LEAD LINOLEATE 
ZINC RESINATE, FUSED 
ZINC RESINATE, PRECIPITATED 
HARDENING POWDER 


J. MEYER & SONS 


480 Bourse Building PHILADELPHIA, PA. 


YNE 6 SIDEBOTION 
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Highest Quality 


Oil Soluble Colors 


A full line of standard colors 
Special Shades Matched 


b17 BATTERY PLACE NEW YORK 
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Telephone: Whitehall 6157 
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There is not a commercial center of any importance in any part of the 


World where the Oil, Paint and Drug Reporter does not circulate. 


well known 
Manufacturers use ° 


LITTLEFORD 
Varnish Storage Tanks 


We specialize in making tanks to suit your 
requirements, Also ‘Trucks, Kettles, Pans, etc 


LITTLEFORD BRGS., CINCINNATI, oO. 
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AMERICAN 


te! TRIPOLI FLOUR f 


PRODUCTS 98-99% SiO2 


Apperent Density, .685 to .806. Weight, per cu. ft., 42 lbs. to 50 lbs. 
Absorption 52% 


‘Once Ground”’ Tripoli 80% —200 le os 
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‘Double Ground’ ‘ 97%—200 ‘ C 
“Air Float” “ 100% —300  * Cream 


Special Grades for Special Uses. 


TRIPOLI FILTER STONES 


Apparent density 1.18. Weight, per cu. ft. 75 lbs. 
Unexcelled as Filters and Moisteners 


AMERICAN TRIPOLI CO. 


(Organized 1892, Incorporated 1900) 
Subsidiary of BARNSDALL CORPORATION 


SENECA, MO., U.S. A. 


Cable Address: Tripoli, Seneca. Codes: A B C 5th and 6th; Marconi; Pedford-McNeil 
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THE VERY BEST 
Chem. Pure 


Grinding G R ae E N kong 


Are made by HARMON COLOR WORKS, Inc. 


TYLER-PATTERSON CO. COLLEGE POINT CLEVELAND McCORMACB 
404 Superior Bldg., Cleveland NEW YORK CITY 201 Wall Bidg., St, Louis 


RED COPPER OXIDE 


N. A. C. BRAND. GUARANTEED 84% COPPER. 
FOR ANTIFOULING FRANK SAMUEL 
AND MARINE PAINT, ETC. | Harrison Building PHILADELPHIA, PA. 


Jobbing 
Export 


TIDEWATER CHEMICAL CO. 


440 WASHINGTON STREET NEW YORK 
Successors to KATZENBACH & BULLOCK TRADING CO. 


CHEMICALS — COLORS — FILLERS 
ZINC OXIDE—LITHOPONE 
WHITING 


R. J. WADDELL & COMPANY 


52 BEEKMAN STREET, NEW YORK 


Direct Importers 


GENUINE 
SCHUMACHERSCHE 
FABRIK 


RUBBING BRICKS 


WHITE ANTIMONY OXIDE 
ANCOCOAM BRAND—96-97% Soluble 
Lucette Brand Golden Antimony Sulphuret 
Made under best French Process 
Antimony Regulus, Crude in Lump 


The Antimony & Compounds Co.of America 
P. O. Box 293, New Brunswick, N. J. 


Buck White Lead 


THE BEST WHITE PAINT 


MANUFACTURED ONLY BY 


Samuel H. French & Co. 


ESTABLISHED 1844 


Philadelphia, U.S. A. 


IMPORTED 


BARYTES 


UNMANUFACTURED AND MANUFACTURED 
HIGHEST QUALITIES 


Extra White—974% Baryte Sulfate 
E. CHAUVIN 


15¢ NASSAU STREET, NEW YORK Tel. Beekman 1159 
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Naval Stores Markets 


Unless otherwise specified, our prices are those prevailing in the New 


York Market and are for large quantities. 


Complete prices current 





will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 





Developments in the domestic naval 
stores situation were of a_ bullish 
character last week. The tone was 
decidedly firm in the primary centers 
and this was reflected in the local mar- 
ket. Advances occurred in both tur- 
pentine and rosin, the tormer product 
showing a rise at one time of 7%c. per 
gallon. Demand from domestic con- 
sumers of turpentine was more active 
though late in the week business was 
checked by the high prices ruling. 
Sales of rosin to domestic buyers 
showed a noteworthy increase and in 
the south export inquiries were re- 
ceived more numerously though actual 
sales were apparently not very large. 

The tendency of turpentine prices in 
London last week was reactionary and 
at the same time the demand from 
that quarter fell off, This was attri- 
buted by some in the trade to the 
clearance from this side of the water 
recently of a cargo of some 8,000 bar- 
rels for the English market. There 
are some, however, who regard the 
withdrawal of foreign buyers as only 
temporary. Stocks of American spirits 
in the London market are only about 
one-third as large as a year ago, while 
the holdings of other varieties there 
have dwindled almost to the vanishing 
point. For this reason there are some 
who expect to witness a revival of 
foreign buying in the not distant fu- 
ture. 

Meantime stocks here remain at ab- 
normally low levels. The movement 
of new spirits from the interior fails to 
show the increase that had been ex- 
pected, despite the high prices prevai!- 
ing and supplies at the primary centers 
are not gaining to any extent. The 
stock at Jacksonville is only about one- 
fifth what it was at this time last year 
and supplies in the local market are 
also far below the holdings of a year 
ago. The disappointing size of the 
movement of new crop turpentine to 
market is attributed by some to the 
unseasonably low temperatures that 
have prevailed in many parts of the 
south since the opening of the season. 

Consumers are not inclined to pur- 
chase ahead extensively at the current 
level of values but an increase has 
been noted of late in the demand for 
moderate quantities and a further im- 
provement in the request is looked 
forward to by sellers as consumption 
in painting operators is heavy and 
steadily growing in various parts of 
the country, while supplies amonz 
dealers and consumers are believed to 
be unusually small. 

Demand for all grades of rosin was 
better last week although much of the 
buying by consumers was apparently 
limited to moderate quantities. Orders 
were more numerous, however, and 
although receipts of late have shown 
a tendency to increase there was no 
gain of consequence in stocks at the 
primary centers. Supplies at the three 
leading markets are still about 50,008 
barrels below the stocks at this time 
last year. A further increase in de- 
mand is anticipated by some in the 
near future as supplies among con- 
sumers are believed in many cases to 
he exceptionally light after a long per- 
iod of conservative buying. 

There were no important 
rosin reported for export 
but inquiries were in the 
the outlook for export 
considered good, Business 
in some foreign countries 
slowly improving while 
American rosins abroad are believed tu 
be moderate as a rule. 


ry; ° 
Turpentine 

The inquiry for turpentine showed a 
material increase last week, and the 
price ran up to 97%c. per gallon, sales 
being noted at that figure. The sharp 
advance had the effect of checking the 
demand, and at the the week 
the market was quiet, with 97c. quoted 
on Friday. 

Export business was 
some inquiries were 
abroad ,and some in the trade expect 
foreign holders to take hold again, 
especially should any setback occur in 
prices, as supplies abroad are small. 

Consumption in painting operations 
in various parts of the country is 
heavy and steadily growing, and the 
indications point to a larger use in 
other fields. Stocks in the hands of 
consumers and dealers are believed to 
be small, and many in the trade here 
expect the demand to broaden out in 
the near future. 


sales of 
last week 
market and 
business is 
conditions 
seem to be 


stocks of 


close of 


quieter, but 
received from 


Savannah 
SAVANNAH, Ga., May 19, 1922. 
turpentine prices was 
market touching 


course of 
this week, the 


The 
upward 


0c. on Wednesday with sales of 152 
barrels at that figure. Receipts have not 
increased to any extent, while demand is 
steady. Some people here think the re- 
ceipts are likely to remain light for the 
next two weeks or possibly a little longer. 
Following is a record of the market for 
the week :— 
a Re- Ship- 

} Prices. Sales. ceipts. ments. Stocks. 
Saturday ...50.82 I 352 2,662 1,267 
Monday .... N14 24 167 136 1,298 
Tuesday .... 86 2 2S4 1,405 
Wednesday... _0 52g 634 1,176 
Thursday ... 90 ... 859 162 15373 
Friday M) a 32 «644 1,161 


Jacksonville 
JACKSONVILLE, Fla., May 19, 1922. 
Demand for turpentine was good this 

week and with the crop movement dis- 
appointing, the market was stronger, the 
price rising to 90c. The market is ex- 
pected to remain at relatively high levels 
by some until there is a material increase 
in the receipts. Export demand has been 
good recently and domestic consumption 
is steadily increasing. Following is a 
record of the market for the week :— 
Re- Ship- 

Prices. Sales. ceipts. ments. Stocks 
Saturday ...30.81% 419 6o1 268 
Monday .... .&82 14 $ 727 
Tuesday .... .8514 201 
Wednesday.. ' 315 
Thursday ... .! 266 
Friday 


CHICAGO, May 18, 1922. 
There are only small supplies here. The 
business is very good, as the trade has been 
forced to order irrespective of the price. 
Heavy shipments to England have depleted 
stocks at the ports, and as dealers had not 
stocked ahead the spot market under- 
supplied and much stronger. The present 
price for turpentine in less than car lots 
delivered is %c. in drums and 96c. in barrels, 
The paint and varnish trade has been the 
leading buyer. Most of the orders are far less 
than full cars 


Izondon and Liverpool 


Were the quotations on turpentine 
Liverpool for the week: 
Per ton——— 
London Liverpool. 


d, a & 


Following 
in Lendon and 


Saturday ” sv 0 
Monday ws 0 x0 
Tuesday . 7 0 77 
Wednesday i 0 

Thursday } 6 

Friday 76 9 


London Turpentine Stocks 


Following are the stocks of turpentine In 
London as of May 6: 

1913 
American a 4,252 27,547 
French 2,041 


Spanish g6 
20,074 
2,129 


33,427 


Totals 


Delivered this week. 
Since January 


*Not given 


Rosin 


An improvement was 
demand for rosin in the local market 
last week. Much of the buying was 
apparentéy limited to moderate quan- 
tities but the number of orders re- 
ceived for such lots showed an in- 
With general business steadily 
this country a further 
expansion in the demand for rosin 
is anticipated and the feeling among 
sellers in regard to the future is one 
of confidence, 

Higher prices prevailed for a)l grades 
at the close. Quotations ranged from 
$5.40 to $5.95 per barrel for B to I, 
$6@6.65 for K to N, $7.50 for W. G. 

$8.25 for W. W., 


noted in the 


crease, 


improving in 


There was apparently no increase in 
the export demand in the local mar- 
kets but advices from the south re- 
ported an increase in the number of 
foreign inquiries received and _ the 
prospects were considered good for an 
improvement in export business in the 
near future, 

Th following were closing rosin prices at 
New Yo n barre] units of 280 pounds each: 


Last Preceding 


Savannah 
SAVANNAH, May 19, 1922. 

The trend of rosin prices was upward, 
the market being influenced by the 
strength of turpentine and by an in- 
creased demand for all grades of rosin. 
Receipts have increased at times of late, 
but this has been offset by the improve- 
ment in trade and stocks are increasing 
slowly. There were some export in- 
quiries in the market this week and some 
are looking for an increase in clearances 


Ga., 


Ask An Advertiser @)@R-Be An Advertiser 


STANDARD 
GRADES 


PINE OIL 


GENERAL NAVAL STORES CO. NEW YORK 


REDUCED INSURANCE 


FOR 


VARNISH PLANTS 


Material reductions in insurance have been obtained by 
clients in Varnish Plants operating under our System of 
Fume Control. This is only one of the many advantages. 


PERRY & WEBSTER INC. 


CHEMICAL AND INDUSTRIAL ENGINEERS 


31 Union Square, West 


PINE OIL WOOD TURPENTINE PINE TAR 
TAR OILS PINE CREOSOTE PITCH 


Geoviat Succ agent American Turpentine & Tar C0, sssscB: iON suive 


Gen — ‘ gent 
acksonvilie 0 
Florida NEW ORLBANS, LA. “Sar value 


Compound Geared 
PONY MIXER 


Built in Two Sizes: 


20x12 and 24x26 
All Gears Guarded 
Send for complete Catalog “B” 


KENT MACHINE WORKS 


Manufacturers of PAINT and INK Machinery 
37-41 Gold St., ‘Borooklyn, N.Y. 


Antwerp Naval Stores Co. 


Savannah, Ga. 
Branches: 
Jacksonville, Fla. Pensacola, Fla. 
Sales Offices: 
90 West Street, NEW YORK Drexel Bldg., PHILADELPHIA 
24 Milk St.,. BOSTON, MASS 
KETCHUM & SCHAD, 138 North La Salle St., CHICAGO, ILL. 
ROBINSON & WILSON, 529 Kirby Bldg. CLEVELAND, O. 


EXPORTERS OF AND DEALERS IN ALL GRADES OF 


ROSIN 


AND 


Pure Gum Spirits Turpentine 


Turpentine in Tank Cars or Barrels 


Rosin & Turpentine Export Co. 


EDMUND 8. NASH, President 
NEW YORK 


96 Wall St. 


Branches: 
Savannah, Ga.; Jacksonville, Fla.; New Orleans, La.; Pensaeola, Fila. 


Exporters and Dealers in 


Rosin - Turpentine 
Pine Tar - Tar Oils 
Pine Oil 


and all Pine Products 
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$4.20 S4 


Follow record Sat Mon 
the week b -wve weds BH00-64. 10 
Tues. We Thurs. Fri » » 4.30 
$4.15 
4.45 


ow 


near future. ng is a 
market for 


Sa Mon 


in the 
of the 


$4.20 $4.25 


% 


Shee ee 


O05 $4.10 
20 41.30 

1.30 4.45 

4.40 150 


$40 no 
4.40 $50 
» 4.40 $55 5.00 
4 m 4) 
ow 
6.500 
1.274 
P46 
1. 


4.50 4.70 
80 oo I 3.320 ape 
5.30 g WW. Guice Gil i ; 6.00 

6.00 85 H oe BN, Wace 6.50 

6.50 25 «6.5 3.2 Sales .... 

874 82 Receipts. . 
1,543 876 1 Shipments 

945 1,151 Stocks Ae a 
140,221 147.908 149,485 149,780 151,760 150,710 


Chicago 
CHICAGO, May 18, 
The market has advanced, owing to the 
port movement and the buying of car lot oper- 
There is plenty of car lot business, but 
littl is doing in small amounts Present 
prices are:—D grade, $6.45; grade, 86.75; 
M grade, $7.45; W. W. grade, $8.7 


London 


quotations on 


5.20 
eee oN 5.80 
Ww Fooud 5 6.25 
Sales 
teceipts.. 
Shipments 
Stocks— 


362 
; 1.445 
host 2,08 sow SghGe 


8: 2.451 
471 


53,166 52.857 53,455 53,580 54,764 55,516 


Jacksonville 

JACKSONVILLE, Fla., May 19, 1922. 

A better tone developed in the market 
for rosin this week and prices advanced 
moderately. Receipts showed some in- 
‘crease, but on the other hand the call 
was also larger and the net gain in stocks 
Was not very important. The advance 
in turpentine had some influence upon the 
market for rosin. Following is a record 


of the market for the week :— 
150 NASSAU ‘ST. 


SPEIDEN-WHITFIELD CO., Inc., NEW YORK 


Silica 6163 Beekman Pine Oil—Tar Oil 
Lithopone 9563 Beekman Chemicals 


PAINT MILLS AND MIXERS 


HAND MILLS, POWER MILLS, GANG 
PONY, LIQUID AND SEMI-PASTE XERS 


Write for Catalogue 


Waterville Foundry & Mfg. Co. Inc., Waterville,N.Y. 


GOLD BOND 
500 Mesh 


1922 


ex- 


ators. 


Following were the resin in 


London for the week:— 


VELVETEEN SILVER BOND 
200 Mesh ' 350 Mesh 
Always 


we SILICA sz: 


VERY SOFT — AMORPHOUS Water Ground and Water Floated 
BUY THE ABOVE RECOGNIZED STANDARDS FOR SOFT SILICA 
Dependable Always 


aeiner 25340" 12, TAMMS SILICA CO. *° 


Very 


Exchange Building 
CHICAGO 


Paint, Drug 
and Chemical 


Machinery 
P. F. CAMPBELL 


55 Laurel St. Philadelphia, Pa. 


Eureka Flint & Spar Company 


TRENTON, N. J. 


Floated Silica and Silex, 200 and 400 Mesh. Floated 
Silex and Silica Smoke 


Our materials are ground finer than any on the market 
and of a more even texture. No coarse particles whatever. 
By comparison they will surpass all others. A trial will con- 
vince you. Write for samples and prices. 

We guarantee our Silica Smoke not to scratch the most 
highly polished piece of gold. 


GEARS 


GMoOoTH running; correct in design, accurate and true to 
pitch, Caldwell gears are bound to please you. We make 

all types—machine-molded, cut tooth, mortise gears, worm 

gears, etc. Learn more about Caldwell-Link-Belt Service. 


Let us figure with you next time you are in the market. 


LiINK-BELT COMPANY, OWNER 


H. W. CALDWELL & SON CO. 


Dallas, Texas, 709 Main Street—Chicago, 17th Street and Western Ave.—New York, Woolworth Bldg 


ORUG REPORTER 


Common 
Saturday 
Monday 
Tuesday 
Wednesday 
Thursday 
Friday 


Liverpool 


Quotations on rosin during the 
follows 


week were as 
Common. 


Saturday 
Monday 
Tuesday . 
Wednesday 
Thursday 


Other Naval Stores 


TAR AND PITCH.—A rather better 
inquiry was noted for tar in a moder- 
ate way and the market was firmer in 
tone though no change occurred in 
prices, $6 per barrel still being the 
prevailing quotation. Pitch was in 
fairly active demand and steady at $9 
per barrel for retort and $10 for kiln 
burned. 

PINE, ROSIN AND TAR OILS.—De- 
mand for pine oil was rather more 
active and the market was steady at 
95c.@$1 per gallon, Rosin oil was 
steady with a moderate demand; first 
rectified, 37c. per gallon; second, 39c.; 
third, 47c.; four 53ce. Tar oil was 
steady at 39144@50c, with a fair inquiry. 

GUM THUS.—The market was 
steady at $13 per barrel of 280 pounds 
with a fair demand, 


Naval Stores Legislation 
To Be Discussed by Trade 


A meeting of members of the naval 
stores trade will be held at Tybee Island, 
near Savannah, Ga., in the latter part of 
June. The date will be announced in the 
near future. A meeting of the sub-com- 
mittee appointed at the naval stores con- 
ference which was held at Savannah took 
place recently. 

A tentative draft of the bill which is to 
be presented to Congress as a substitute 
for the Harrison measure was discussed. 
but final action on the bill was postponed 
in order to give the matter further con- 
sideration. 


Baltimore Paint Makers 
Plan a Day of Field Sports 


BALTIMORE, May 15, 1922. 

At a meeting of the Paint Manufac- 
turers’ Club of Baltimore, held last Fri- 
day night at the New Howard, reports 
received from various members of the 
organization were all to the effect that 
the factories are busy at this time and 
that orders are arriving with sufficient 
freedom to insure plenty of business. This 
is regarded as at least in part the result 
of the “Clean-Up and Paint-Up” Cam- 
paign that was conducted here recently. 
It was also announced that the next 
meeting, June 16, would be in the nature 
of a field day at the Suburban Club, on 
invitation of the president, Milton Hirsh- 
berg. Baseball, golf and other games will 
be on the program, and a fine dinner will 
be served. 

President Hirshberg has appointed the 
standing committees to carry on _ the 
work in the course of the current year. 
Personnel data follows:—Executive, Mil- 
ton Hirshberg, Frank Warner, Alfred S, 
Day, Fred W. Neesemann, H. B. Davis, 
George Barth and Leon S. Hanline; en- 
tertainment, Leroy Oldham, chairman; 
“Clean-Up and Paint-Up.” Morton M. 
Goldsmith, chairman; membership, Leon 
S. Hanline, chairman; fire insurance, H. 
B. Davis, chairman, 


Chicago Paint Golfers 


Open Season Tomorrow 
CHICAGO, May 1922. 

The opening tournament of the Chicago 
Paint, Oil and Varnish Golf Club will 
be held at the Flossmoor Country Club, 
Tuesday, May 23. The course is in won- 
derful condition, and a great day of golf 
is assured. 

Nine holes 
played in the morning, 
in the afternoon. Play 
at 9.30 a. m. 

W. J. Hough, 
the club, tells how to 
thus :— 

Automobile route 
about a mile north of 
necessary to detour to 
best route, therefore, is 
street, through Harvey and Homewood. After 
leaving Homewood, turn west on the first con- 
crete road, then take first road south to Floss- 
moor. Those motoring from the northwest can, 
of course, take Western avenue to Ninety-fifth 
street, then east to Halsted. 

Train schedule—Illinois Central trains leave 
Randolph Street Station at 7.50 and 9.00 a. m.; 
Van Buren Street Station at 7.52 and 9.02 a. m 

All golfers in the industry are invited 
to come out to Flossmoor Tuesday and 
become experts. 


18, 


(qualifying round) will be 
and eighteen holes 
starts promptly 


secretary-treasurer of 
reach the links, 
Western avenue is closed 
Blue Island, and it is 
Vincennes avenue, The 
south on Halsted 


Kauri Gum Cleansing 
cleaning gum 
devised in New 
product from 
cent, pure, as 
other proc- 
from Consul 


for copal 

has been 
delivered 

per 


A new 
or kauri gum 
Zealand. The 
this operation is 98 
against 80 to 85 per cent. in 
esses, according to a report 
MeVitty, at Aucklund. 

This new method of 
has been in operation for some 
reduce the time of treatment it 
from the swamp face to shipping 
age to two hours, and will cut the 
$15 per ton. 


process 


treatment, which 
weks, will 
is claimed 
pack- 

cost 
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Naval Stores Exports 
Higher in March 


Rosin Shipments Larger Than 


February; Turpentine 
Fell Off 


WASHINGTON, May 16, 1922. 
Statistics of the exports of naval stores 
in March, just made public today by the 
U. S. Bureau of Foreign and Domestic 
show that 120,821 barrels of 


$555,385, 


Commerce, 
was shipped to 
forty-nine foreign countries or localities 
during the month, while 707,975 
of spirits of turpentine, valued at $632,319, 
were sent to forty-six foreign destinations. 
The total value, $1,187,704, compares with 
$1,121,776 in February. The following 
tables show this by countries of 
destination, as well by custom dis- 
tricts through which commodities left 
the United States:— 


By Countries of Destination 
ao 
Spirits 
~ of turpentine 
Gals. Value. 


rosin, valued at 


gallons 


trade 
as 
the 


Rosin— 
Value. 
Soo 
selgium 19,803 
Denmark < 
Finland 
Germany 
Italy 
Latvia aes 
Netherlands , 112,942 
Norway abe oa 4,675 
Poland 
Danzig 
Spair 
Sweder 
England 
Scotland 
Canada 
Maritime 
Province ... 
Quebec and 
Ontario 
Prairie Prov 
Brit. Colum 
bia & Yukot 
Brit. Honduras. 1” 
Costa Ri : O90 
Guatemala 
Honduras 
Nicaragua 
Panama 
Mexico 
N e w foundlane 
and Labrador 
Bermuda 
Barbados 
Jamaica 
Trinidad 
Tobago .... 
Other Britis 
W. Indies.... 
Cuba 
Dominican 
public 
Dutch 
Indies 
French 
Indies 
Haiti 
Virgin 
of U 
Argentina 
Brazil 
Chile 
Colombia ° 
Brit. Guiana... 
Dutch Guiana., 
Peru 
Uruguay) 
Venezuela 
British India. 
China 
Java 
dura evcese 
Other Dutch E 
Indies . 
Japan 3,08 2,938 19 
Philippine 4 615 
Australia 21,301 
Brit. Oceania.. ane dae 20 
French Oce 
New Zeal 
Brit Africa. 
Port. E. Africa. 


8.958 $7,000 


27.860 


3, 
060 
3,408 


AU 


2.000 


OG, 
2,066 

a 
Ma- 


and 


. WO 


3. 960 
10,874 
1,740 


Feb. totals...101,861 $457,292 


By Customs Districts 
Bbls. Value. 


813,304 $66 


Gals. 
Maine and New 

Hampshire ... $1,0: . 
Vermont 5,2 2 . 16 
Massachusetts.. { 9, 
St Lawrence.. q 8, 
Buffa 6, 
New York 29,184 131,845 
Georgia 226,017 37,878 
Florida 114,229 121,782 
Mobile 26,400 4.164 
New sain 90,057 306,284 
San Antonio.... eer eeee 12 
El Paso ene ovae 15 
Arizona 37 20 
Los At 
San F: 
Washins 
Montana 

Idaho 
Dakota 
Duluth and Su- 

perior 2 19 
Michigan 29,978 


Orleans 


geles... eeee eee 35 
780 
8,163 


incisco, 


6,597 


40,395 


46,355 


Seattle Cleans and Paints 
SEATTLE, May 13, 1922. 
beyond expectations attended 
the “Clean-Up and Paint-Up"” Campaign 
held here May 1 to 12 under the auspices 
of the Seattle Paint, Oil and Varnish 
Club. The first day a parade in which 
more than 500 Boy Scouts participated 
was held and during the clean-up period 
the city was divided into districts and a 
house-to-house canvass made by these 
boys. who urged cleaning up premises and 
painting. The boys with the best rec- 
ords of results were awarded prizes of 

vacations at Camp Parson. 

Foster & Kleiser, outdoor advertisers. 
donated the use of 25 billboards during 
the life of the campaign and all of the 
newspapers devoted daily sections to the 
needs and benefits of painting and other- 
wise improving the appearance of grounds 
and buildings. Mayor Caldwell issued a 
proclamation urging this work, and the 
Chamber of Commerce established a spe- 
cial employment bureau to bring men 
without jobs into touch with homeholders 
having work to be done at this time. 


Success 
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FLAXSEED, CAKE, MEA 
| AND LINSEED OIL 


Unless otherwise specified, our prices are those prevailing in the New 


York Market and are for large quantities. 


Complete prices current 


; will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 


Frequent changes occurred in flax- 
seed prices last week, but the move- 
ments were confined within narrow 
limits as a rule, though on Thursday 
rather sharp declines occurred, espe- 
cially at Buenos Aires, where traders 
were apparently disposed to sell more 
aggressively for a time. The break 
in that market was followed by a cally 
on the following day, however, and 
this was reflected in a steadier tone in 
America markets at the close of the 
week. 

Speculative operations in the domes- 
tic seed markets continued on a mod- 
erate scale last week, traders and 
crushers apparently still being disposed 
in many cases to await further devel- 
opments in the general situation. The 
recent slowing down of business in lin- 
seed oil has had a tendency to curtail 
operations in seed futures. Also more 
light is wanted on the probable size of 
the flaxseed acreage in this country. 

Reports from the Northwest con- 
cerning the area to be devoted to flax 
cultivation in the Dakotas and Minne- 
sota received here of late have been 
conflicting and, owing to the back- 
wardness of the season, nothing defi- 
nite in regard to the acreage is likely 
to become known for two or three 
weeks. There is an idea in some 
quarters that with prices more than $1 
per bushel over those prevailing at this 
time last year some increase in the area 
The spring wheat season, 
backward, and this may 

cause some in- 
acreage. On the 


is probable. 
moreover, is 
have a tendency to 
crease in the flax 

other hand, supplies of seed available 
for planting purposes are declared to 
be unusually small, and this may offset 
the effect of high prices and the late- 
ness of wheat planting. 

There also seems to be a disposition 
in foreign seed markets to hold aloof 
and await developments. In some Eu- 
ropean centers the tendency of prices 
has been reactionary of late. This is 
attributed to a lessened demand for 
oil from this side of the water and the 
withdrawal of crushers and _ traders 
from the markets for the time being. 
Spot and nearby seed is scarce abroad, 
however, and the markets seem to be 
sensitive to bullish developments. The 
movement from the interior of 
India has increased recently, and ex- 
phyrts from that country have _ in- 
creased. This, however, has not been 
reflected to any great extent thus far 
in foreign seed prices owing to the 
smallness of spot supplies and the fact 
that mills have many unfilled orders 
for oil still on hand. According to a 
London report, Argentina on May 1 
had 470,000 tons of old and new crop 
seed available for shipment and India 
300,000 tons, or a total of 770,000 tons. 
In the eight months from May 1 last 
year the exports from Argentina and 
India amounted to 972,000 tons. 

The shipments from India during the 
week ended May 13 were 220,000 bush- 
els to the United Kingdom and 272,000 
to the Continent, a total of 492,000 
bushels, which compared with 380,000 
bushels in the week 


of seed 


ended Mav 6 and 
with 142,000 bushels in the week before 
that. 

Fine weather prevailed in Argentina 
during most of the week, but at the 
close conditions were unsettled with 
rain. The crop movement failed to in- 
crease, however, and there was a fur- 
ther shrinkage in coast stocks. The 
Argentina visible was cabled at 1,800,- 
000 bushels, showing a decrease for the 
week of 200,000 bushels. A year ago 
the visible was 5,600,000 bushels. The 
shipments from Argentina last week 
were smaller, amounting to 433,000 
bushels against 798,000 in the previous 
week and 942,000 last year. Since Jan- 
uary 1 the shipments from that coun- 
try to all destinations have amounted 
to 12,335,000 bushels against 16,411,000 
in the same time last year. 

Linseed oil was quieter and the tone 
of the market was easier. No change 
occurred in crushers’ list prices, but 
reports were current to the effect that 
it was possible to purchase at a slight 
concession. Foreign oil was also quiet 
and easier with offerings freer. Cake 
and meal were quiet, and no activity is 
expected pasturage is increasing, 
while cake is reported to be weak and 
tendency abroad. 


as 
in downward 


Flaxseed 

Frequent fluctuations occurred in 
flaxseed prices in the specuiative mar- 
kets last week, but as a rule net 
changes were not very sharp, At one 
time late in the period a break oc- 
curred in the Argentine market, but 
this proved to be only temporary, being 
succeeded by a noteworthy recovery on 
following Shipments from 


the day. 


Argentina were smaller and there was 
a further decrease in the visible sup- 
ply of that country. Importations were 
noted at New York last week of 236,016 
bags from Buenos Aires. 


Minneapolis 

MINNEAPOLIS, May 17, 1922. 
r flax is keen unless the 
Ail crushers seem to want 
they are neglecting some of 
Elevator buyers have been 
quality at May price to 
So far this month applica- 
47,000 bushels. Elevator 
s.iocks have gained about 10,000 bushels in the 
past week. Receipts during the past few 
days have been rather liberal and further gains 
are expected this week Out-of-town crushers 
are not buying supplies very freely here at 
present and consequently there is no particular 
competition for the daily offerings. 

The trading basis is fully 
future now as far as the 
cerned Elevator buyers bid on 
the May because they want to 
month. 

Movement 
expectations 


Demand fo 
quality is good 
choice stuff, but 
the poor material 
taking the ordinary 
apply on contracts 
tions have totaled 


not very 


the July 
are con- 
basis of 
this 


over to 
crushers 
the 
deliver 


country exceeds 
are well 


of seed from the 

Seeding operations 
along and the farmers evidently are spending 
a little time to haul grain to market. Ship- 
ping advices on all grains picked up some 
during the past week. However, this is re- 
garded as the last spurt of movement this 
year. Farmers have used some of their flax 
for seeding purposes and have no doubt ar- 
ranged for the balance they need. If the ele- 
vator companies think they have a line up on 
the requirements in the country they will no 
doubt market whatever stuff they have been 
holding in reserve for seed purposes This 
probably accounts for the increase in move- 
ment noticed at present. 

The gain in stocks is a 
who could not figure on 
length of time unless receipts picked’ up and 
allowed some local accumulation. Further re- 
ceipts of fair proportions are hoped for, though 
tew in the trade believe that important re- 
serves will be transferred from the country to 
local elevators during the balance of the 
season. Receipts of flax so far on the crop 
Duluth and Minneapolis, total 6,315,000 bushels 
When seed requirements are cared for there 
can hardly be any reserve of importance left 
in producers’ hands Elevator operators say 
the crop has been pretty closely marketed, 

Up to today no deliveries of seed at Duluth 
have been reported Stocks there continue 
very light It was reported today that a cargo 
of Canadian seed was being shipped to Amer- 
ican crushers During the week a round lot 
of 40,000 bushels was offered for sale to local 
crushers at a price that was not far out of 
line with the cost of domestic seed No trade 
was confirmed, 

Eastern use of Argentine feasible at 
present and the crushers are accepting some of 
the nearby offerings. Stuff that is loading 
sells fairly well to American crushers Some 
offerings in transit are reported and deferred 
shipments are also for sale 

Soil conditions in the northwest are excel- 
lent and crops are getting a good start. Fair- 
ly steady rains stopped wheat seeding rather 
abruptly, farmers willing to take a chance on 
some late work finding no opportunity to in- 
crease their wheat acreage. Coarse grain seea- 
ing is slow on account of the excessive moisture 
and seed houses here report a fairly steady 
inquiry for flax. This all indicates a 
fairly strong interest in flax production to end 
the seeding season with. 

Daily closing of seed at 
for the week ending May 17, 1922, 
same week last year:— 


boon to the crushers, 
running any great 


seed is 


seed 


Minneapolis 
and for the 


prices 


——~—1922——_________ 
Arrive. 
$2.84 @2.87 

2.8514@2.8815 84%, @2. 87-4 

@2.86 2.83 @2.85 — 

8614 2,824.€02.85%4 
@2.87 
a2.85 


—- 
Cash. 
Thursday .-$2.85 @2.88 

Friday 
Saturday 

Monday 2.834%4@2. 

Tuesday 2 42.88 2.85 
Wednesday 2.83 @2.85 2.83 
1921———_______,, 

Arrive. 

$1.78 @1.80 
1.8114@1.881%4 
1.80-4@1.82%2 
1 
1 
1 


orniiemnnsiccingas 
Cash 
--$1.78 @1.80 
.81144@1.838% 
8010 @1.82'e 


Thursday 
Pee sesthscn see 
Saturday ...... 1 
Monday 1.81 @1.83 
Tuesday ....... 1.81 @1.85 
Wednesday 1.8612@1.88'¢ 
_ Daily receipts and shipments of domestic seed 
for the week ending May 17, 1922, and for the 
Same week last year, in bushe!s, were:~ 


81 @1.83 
83 @}.85 
8614@1.8814 


-—Shipments—, 
1922. 
1,240 
2,480 


c7—Receipts 
1922 

Thursday .... 7,420 
Friday 9,540 
Saturday 15,900 
Monday 15,900 
Tuesday .. 5,000 
Wednesday 2? O00 


3,720 
1.010 4,080 


75.760 


Duluth 


DULUTH, Minn., 
strong, and 


Totals 106,5 8,450 20,820 


May 16, 1922 

despite the fact 
say there is a lull in the 
oil business and that the country is being 
flooded with foreign oil the keeps on ac- 
quiring value. The future months are better 
than the near, September showing much greater 
strength than July, for instance, indicating an 
expectation of traders for better business con- 
ditions in the fall and winter 

Just at present there is a good deal of activ- 
ity and the Middle West is the best market. 
The mills there are busier than in any other 
part of the country The Minneapolis mills 
are running to nearer capacity than a short 
time ago, and it is believed that they will in 
crease their production ere long. Considerable 
has been going there of late. 

Last week quite a bit went to 
Via Duluth, from Fort William Today 130,000 
bushels were unloaded from Fort William into 
elevators here, and 40,000 bushels of that 
cargo went to the Minneapolis mills. It is be- 
lieved that in a short time the rest of the 
cargo will go there or East. 

Seeding news is not so encouraging as a few 
weeks ago. It is learned that Montana may 
fall down owing to the fact that a good many 
farmers have moved away on account of 
former failures This is a blow to the opti- 
mistic feeling that has been prevalent as to 
the probable acreage this year. 


Flax has been 


that some crushers 


seed 


seed 


Minneapolis, 
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KELLOGGS & MILLER 


Established 1824 
AMSTERDAM NEW YORK 


Independent Manufacturers of Guaranteed 
STRICTLY PURE (Old Process) 


LINSEED OIL 


“AMSTERDAM” BRANDS—Manufactured by US. 


RAW (Filtered) “OLDEN” RAW, DOUBLE BOILED, HEAVY BODIED 
BOILED, REFINED, SPECIAL VARNISH, PALE BOILED 
Oil Cake, Oil Meal, Cleaned and Ground Flaxseed. 


To insure against receiving substitutes, ask for the “Amsterdam” Lin- 
sed Oil. Boiled Linseed Oil is a specialty with us, we warrant it to be 
genuine kettle boiled, over wood fires in old fashioned way. 


MILLS AT AMSTERDAM, N. Y. 
Branches at New York, Boston, Philadelphia, Baltimore and Syracuse. 


LINSEED OIL 


J. GC. FRANCESCONI & CO. 


NEW YORK Tel. Broad 4681 SAN FRANCISCO 


Hoeneeraeenntoserneniiny 
Ua naMa tata NUnaneNanCN 


For Convenience 


use a 


“Day” Handy 
Liquid Mixer 


Handy device for bolting to post or wall for 
mixing thin liquids, paints, fillers, light pastes, 
ete. Another handy feature is that by using a 
mixer of this design, small batches of colors may 
be mixed, and the tank readily removed and re- 
placed by another. Sizes from 15 to 75 gallons. 


Write for Catalogue and Prices of Paint Machinery 


THE J. H. DAY CO. 
CINCINNATI, OHIO 


Philadelphia 
Buffalo 
Hee 


York 3oston Chicago 


Kansas City 


New 


eoeceneceevenninsnenn eueeeeeaecanenecenevanecegnvensaneneneanan 


Spencer Kellogg & Sons, Inc. 


Independent C ‘rushers of Linseed 
Vegetable Oil Refiners 


Special Linseed Oils for All Purposes 
Superior 
K. V. O. 
Improved Raw 
Refined 


Pale Grinding, etc. 
Kellogg’s Superfine 


Grades of 


Coconut Oils 
Ceylon, Cochin, and 
Recovered 

Core Oil 
Linseed 
Base 

Recovered Oils 
Soya, Peanut, and 
Castor 


Soya Salad Oil 
U. S. P. Castor Oil 
Tasteless Castor Oil 


Edible Coconut and 


Peanut Oil 


New York Offices 


General Offices 
120 Broadway 


Buffalo, New York 
Branch Offices and Stocks in All Large Cities 
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The week's closing range was as follows:— 
May. July. 

Saturday 52.83 B2. 2.8016 
Monday Sf 80% 
Tuesday 2.82! 2.8% 2.83 
Wednesday “ 2.81% 
Thursday ; 2.8014 
DEM seacce 3 2 2. 2 7v 

Daily receipts and shipments of 
ending May 16, 
last year, in 


Cash. 


domestic 
1922, 


bushels, 


seed for the week and 


for the 
were :— 


same week 
r—Shipments——~ 


Receipts—, 
1921. 


1921. . 
94,714 
7,259 
3,186 


Wednesday .. 
Thursday .... 
Friday 
Saturday 
Monday 
Tuesday 


25,062 

oes 6,000 
3,208 
58,4 


81,849 


Winnipeg 

WINNIPEG, May 19, 1922. 
There was some irregularity in flax- 
seed prices, but fluctuations were confined 
within moderate limits. Reports in re- 
gard to the prospects for new flax crop 
are conflicting, but there is a belief among 
some that there will be an increase in 
the acreage, due to the fact that prices 
are much higher than at seeding time 
last year. The demand for oil continues 
good and crushers are buying seed on the 

azetbacks in prices. 

The week's closing range was as follows:— 
Cash. Slay. July. Oct. 
2.48 $2.48 $2.49% $2.421%4 
2.47% 2.47% 2.49 2.42% 
2.49% 2.50% 2.48% 

2.48% 2.49% : 
2.46 2.46% 
2.46% 16% 


101,124 


"81,062 128,076 


The following table shows the amount of 
flaxseed handled and in store at the terminal 
elevators—public and vrivate—at Fort William 


and Port Arthur for the week ending May 13, 


1922:— 
Bushels. 
53,886 
Shipments, 181,904 
Shipments, 


STOCKS BY GRADE 
Grades. 
IN. W. C 
2 C. 
3 Cc. 
Others 
In private 
209 
Total stock a week ago 228 
Total stock a year ago 


Buenos Aires 


The movement of seed from the interior 
to the seaboard continued disappointing, 
despite favorable weather most of the 
week, for moving the crop. Farmers seem 
disposed to hold for higher prices. The 
stocks of the seaboard showed a further 
material decrease this week and are now 
3,800,000 bushels smaller than a year ago. 
The shipments to the United States were 
less than half as large as in the previous 
week. 

Following were the opening linseed prices for 
the week on June contracts:— 


OIL PAINT AND 


Saturday 
Monday 
Tuesday ., 
Wednesday ++ 1.9 
Thursday 1 
Friday 
Following 
last 
corresponding 


26 
30 
1.33 
Buenos 
the 


were rom 


the 1 vious eek and 


in 1921 

— 
Last 

week. 

102,000 
49,000 


week, 
week 


Aires 


Bushels- 
Previous 


Last 
year 
168,000 
280,000 
2S4,000 
110,000 


week 
249,000 

20,000 
251.000 
278,000 


To— 
United States 
United Kingdom 
Continent 


Orders 79,000 


798,000 942,000 


May 19, in 
as follows:— 


433,000 
January 1 to 
year, were 
——Bushels— 


Totals 


Shipments 
comparison with 


from 
last 


- 


United States 
United Kingdom 
Continent 

Orders 


16,411,000 


bushels, as 
Total a 


“12,335,000 
1,800,000 
week ago. 


Totals 
The visible supply was 
compared with 2,000,000 a 
year ago, 5,600,000 bushels. 


London 


Following were the quotations on 
linseed in London for the week:— 


Calcutta 


--Per ton 
a. ae 


Saturday 6 
0 


Monday 

Tuesday : ‘ 
Wednesday - 0 
Thursday 0 
Friday 0 


Following Hull prices on flaxseed for 


the week:— 


are 


———Per ton——~ 
La Plata. Calcutta. 
Apr.- Apr.- 
May. May. 
Saturday ‘ 23 
Monday 2 
Tuesday 
Wednesday 
Thursday 
Friday 


Following the flaxseed in 


Antwerp for 


are 


quotations on 
the ; 


Per 100 kilos. 
francs 

May-June. 

110 

112 

112 

111 

108 

109 


Saturday 
Monday 
Tuesday 
Wednesday 
Thursday 
Friday 


Flaxseed Cake and Meal 


No new of importance de- 
veloped in for cake and 


features 
the market 


DRUG REPORTER 


meal last week. Although the weather 
in some sections of the country is still 
backward, pasturage is gradually in- 
creasing, and jin view of the ample 
moisture in the soil in many regions 
there does not seem to be any likeli- 
hood of an improvement in the demand 
for meal. On the contrary the inquiry 
is steadily diminishing, and is ex- 
pected to show a further contraction 
in the near future. Export demand for 
cake was also light. Some inquiries 
were reported in the market, but bids 
were too low to receive consideration 
from sellers. According to mail ad- 
vices from abroad the market for cake 
is weak and tending downward owing 
to a material increase in supplies of 
home made product. 


Minneapolis 
MINNEAPOLIS, May 17, 1922. 

Meal is in slightly better demand than it 
was a week ago, but at that the market is 
quiet to slow in tone and a slight daily addi- 
tion to stocks on hand is reported. Crushers 
are unable to sell quite as much meal as they 
are making. With old contracts virtually all 
cleaned up they need fresh business to take 
care of their output. To date the accumulation 
has not amounted to anything of importance. 
A week’s good business would clean up what 
there is beyond the present current demand 
The market is supported some by the gain in 
oil cake bids recently. Buyers are taking a 
few scattered lots of meal for deferred ship- 
ment. Some of them are worrying over the 
possibility of not being able to get supplies 
through the summer without sending to East- 
ern mills, and freight cost would be consider- 
able. There is, of course, a possibility that 
local mills will shut down before summer be- 
cause of the lack of raw material, and there 
are a number of feed manufacturers who de- 
pend upon meal for a base in their mixtures 
So far these buyers have not shown particular 
anxiety over future developments, and conse- 
quently contracts for summer shipment are 
few and scattered. Prices for meal are quoted 
at $49@50 per ton in carload lots, f. o. b. 
Minneapolis. 

Crushers report more signs of life in the cake 
trade, with some bids of $50, basis New York 
delivery. Weather conditions have been slight- 
ly abnormal in Europe, and the importers 
there have kept their stocks close to demand. 
Some bids for fall delivery were made, but 
foreign ideas are out of line. Eastern crushers 
are about in line for some business, but if 
local crushers sold on the basis of present bids 
the prices obtained would not include the 
freight cost to the seaboard. 


Daily shipments of linseed oil meal and cake, 
in pounds, for the week ending May 17, 1922, 
with comparisons of a year ago, were:— 

1921 
40,300 
541,960 
683,825 


Thursday 
30 225 
207,350 
100,645 
30,180 
130,975 


Friday 
Saturday 
Monday 
Tuesday 
Wednesday 


261, 890 
352,270 
161,140 


2,041,385 


Totals 834,950 
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receipts, shipments and stock on hand:— 

1922. 
Receipt 4,539,330 
1,110,170 
69,829 


68,190 


st 
UTS,442 


= tee eee eeeerer 


“y+ 

Chicago 

CHICAGO, 

The demand is rather light. 
really a better call than 

owing to the floods and late storms which have 

held back pasturage Prices are unchanged 

at $51.50 a ton in car lots and $53.50 a ton in 

amounts. 


Linseed Oil 


business in 
for linseed oil last 
week. With the tendency of seed 
prices downward at times, consumers 
of oil were disposed to hold aloof and 
await further developments in the 
situation. Many buyers seem to have 
provided for their immediate and 
nearby requirements. 

The tone of the market was easier. 
No change occurred in crushers’ list 
quotations, 90@92c. per gallon being 
named by domestic producers for car- 
loads in barrels, cooperage basis. Re- 
ports were current, however, that it 
was possible to shade the inside figure 
slightly on a firm bid. Foreign oil 
was unsettled at one time owing to the 
falling off in demand and a recession 
in prices abroad, and it was said to 
be possible to purchase at as low as 
82 cents per gallon, but at the close 
the market for foreign oil was firmer 
and there was apparently none ob- 
tainable at less than 84c. per gallon 
while somewhat higher prices were de- 
manded by some dealers. 

Although there has been a very no- 
ticeable slowing down of business of 
late, the feeling of confidence in the 
future was as pronounced as ever in 
selling quarters. With general trade 
gradually improving in this country 
and with indications pointing to a 
very heavy consumption of oi] in 
painting operations as well as other 
fields the idea of not a few is that 
the falling off in demand noted last 
week is likely to prove of short dura- 
tion, 


May 1922. 
There has been 
was anticipated, 


18, 


less 


There was no snap to 


the local market 


Minneapolis 
MINNEAPOLIS, May 17, 1922. 
Crushers could report nothing fresh or inter- 
esting regarding oil. Trade during the past 
few days has shown a rally. For this season 
of the year business is fairly active, and more 
going out of Minneapolis than is being 
made. Mills are operating a small capacity 
steadily and take supplies from their reserve 
to fill maturing contracts. Most of their fresh 
pressing represents new business. Prices quoted 
firm in tone. Shipping directions on maturing 
contracts are prompt, and the out movement is 


oil is 


American Linseed Company 


We Manufacture and Sell only 


GUARANTEED PURE BRANDS 


NSEED OIL) 


American, Campbell & Thayer, Dean, Wright & 
Hills, W. P. Orr, Kellogg & McDougall, Kansas 
City Lead & Oil, Capitol, Sioux City, North- 
western, Wright & Lawther, Crown, Woodman 


American Linseed Company 


CHICAGO 


297 Fourth Avenue 
NEW YORK 


ST. LOUIS 





May 22, 1922 


as heavy as it was a 
for summer 

week nothing 
The mar- 
quoted at 

less. 

the mar- 


be- 


though not 
this time. 
oil is being 
during the past 
sold for fall delivery. 
car lots, coopered, is 
tank car lots, 4c. 
buyer will come into 
ket for a round lot of oil for movement 
tween now and summer, these orders supple- 
menting contracts already open with the crush- 
For some reason or other most of the 
buyers were too conservative in estimating 
their requirements, and the steady de mand for 
fresh offerings is due to this fact. 

Present stocks of oil are very light, owing to 
drafts to fill maturing contracts, and 
season of the year the crushers have 
light reserve on hand. They still man- 
keep enough oil back to take care of 
orders. The question of new busi- 
ness volume will be decided more or less by 
the movement of raw material to market, and 
there is no anxiety to make forward contracts 
Sellers are playing a very conservative game 
now and probably will for the balance of the 
season 

Daily shipments of linseed oil, in pounds, for 
the week ending May 17, 1922, with compari- 

year ago, were:— 


fairly good 
year ago at 
Considerable 
shipment. but 
reported 
ket for oil in 
Y4e, per gallon; 
Occasionally a 


sold 


was 


ers, 


constant 
for this 
a very 
1ze 10 
their open 


sons a 
1921 
283,019 
$00,205 
17 
377.744 
324,849 
126, 746 


Thursday 
Friday 
Saturday 
Monday 
Tuesday 


1,786,244 


Chicago 
CHICAGO, May 


The demand is picking up and the paint and 

varnish trade has been buying, particularly 
emaller accounts and the jobbing trade, 
Business is better all along the line and prices 
very firmly held The price which has 
held for a week is 0c. for car lots in tank 
ars, Ac for car lots, cooperage, and «i for 
straight warehouse deliveries. 


San Francisco 
SAN FRANCISCO, May 


iding in linseed oil has 
owing to the very 

prevailing. ‘nglish oil is quoted 
at SNC per gallon in barrels, San 
with bulk oil quoted at the 
around S5e A further slight 
exchange has also contributed to higher prices. 
buyers are already well stot ked 
oil no active trading is looked 
little time Arrival of a fairly 
English oil was noted during 
oil in bulk, in barrels 


18, 1922. 


the 


are 


13, 1922. 
tically 


prices 


prac 
high 
nominally 
Francisco, 
equivalent of 
sterling 


Active t 
liscontinued 


rise in 


most 
ish 
some 


and as 
with Eng 
foy for 
arge quantity f 
the week, comprising 
and in drums 


Antwerp and London 


jinseed oil 


+ Following were the quotations on 


in Antwe:p and London for the week 
London 


Hull oil, 
rcwt 
s. d 
Sat 4 “i 68 
Saturday «eeecceres BA 
Monday eces 0 16 3 
Tuesday ..ceeeee - 465 : 
Wednesday teeeeeee mae 1 ( 
Thursday ..- ° ee te 15 : 
Friday 45 H 


Antwery 
per-100 kilos, y 


saa sneaniinesstsiliancalipienins 
Corn Oil Made Edible 

WASHINGTON, May 17, 1922. 
Investigations with respect to the 
preparation of an edible from crude 
corn oil are reported in bulletin 1010 just 
issued by the United States Department 
of Agriculture. The report. is based on 
work by A. F. Sievers and J. H. Shrader, 
plant investigators. A summary fol- 
lows :-— 

The 
crude 
ations 


oil 


edibte oil from 
distinct oper- 
caustic; (2) 


(3) deodor- 


preparing an 
three 

with 
and 


process of 
corn oil consists of 

(1) Neutralization 
bleaching with fuller’s earth, 
izing with steam ‘ 

Two methods of refining average corn oil 
found to be about equally satisfactory I 
soapstock obtained in refining corn oil is soft 
and slimy, and special means are necessary to 
harden it. In the pro ed methods 
a large excess quantity of caustic is use 1, 
while in the other the same result is obtained 
by adding soda ash after the break A maxi- 
mum temperature of 55 deg. C. is recom- 
mended in the refining of corn oil 

The value of the chemicals used and the oil 
lost in the treatment is 0.628 cent per pound 
of neutralized oil with method 1 and 0.564 cent 
with method 2, of which more than 80 per cent. 
is represented the loss of oil 

The is bleached with fuller’s earth accord- 
ing to the method generally used Not less 
than 5 per cent. of earth must be used. Corn 
oil not bleach as much by this treatment 
as some of the other vegetable The cost 
of the materials used and the oil lost in this 
bleaching process is about 0.22 cent per pound 
of bleached oil, of which approximately half 
the value of the oil lost 
deoddrized by being blown 
steam for several hours at temperatures 
100 deg. F. under reduced pressure 

The general arrangement of a 
equipped to handle two batches 
pounds of oi 1 week is described and 
passage of the oil through the several processes 


is discussed 


are 


The 


one of 


oll 


does 
oils 


represents 


The oil is with 


above 


refinery 
of 25,000 


refining corn oil in such a plant 


as her lescribed is found to be approximately 
1.6 cents a pound This figure was 
tained by determining as nearly as possible 
charges for chemicals, oi] losses, fuel, 
overhead The overhead includes in- 
the equipment and depreciation on 
oth equipment and building The value of the 
equipment, exclusive of the building, is esti- 
mated at $40,000 


The cost of 


the 
several 
abor and 
terest on 


Margarin Production in March 

WASHINGTON, May 17, 1922. 
margarin manufac- 
March shown in the figures 
is the total reported to the 
fr Agriculture. 


The quantity of 
tured in 
given below 


LU. S. Department of 


as 


Uncolored Margarin 
March 
1922 
Pounds 
56,000 
17, 652 


8,035,436 


1921 

Pounds 

ly ar ee 

vegetable.., 
getable 


Exclusive mal 
Exclusively 


Animal and ve 


Colored Margarin 
animal. . 
vegetable.. 
vegetable.. 


11,874,024 
10,460, 560 


Exclusively 
Exclusively 


273,711 11 
Animal and 47 


1 


Totals . 15,847,868 
Twe production for March, 1§ . 
more than 15,847,868 pounds. One manu- 
facturer has not yet sent in his- report, 
stated by the Institute of Margarin 
Manufacturers. 


was 


it 1s 


‘IL PAINT AND DRUG REPORTER 
Oil Cake Exports 
Increased in March 


1,000 
pumps, 5 


5,000 gallons capacity; 15 gasoline 
gallons capacity; 1 self-measuring 
gallons capacity; non-measuring 
Address above. 


Drugs and Chemicals 
City of New York 


received by the Board of 
York from Ya. m. 
furnishing and de- 
evue and 
Public 
Sup- 


o 
15 pumps 


Quantities Exceed February by 
50 Per Cent.; Values 
Much Higher 


WASHINGTON, May 16, 
Domestic exports of specified 
oil cake in March totaled 
pounds, valued at $2,344,812. 
shipm« nts were 73,402 1 pounds, valued 
at $1,391.679. Exports of specified classes 
of ollcake meal totaled 4,598,736 pounds, 
valued at $94,214, according to records 
of the U. S. Bureau of Foreign and Do- 
mestic Commerce, The countries of desii- 
nation and details of this exporta- 
tion are s the following table: 


Sealed bids will be 
Purchase of the City of New 
to 10:30 a, m., May 26, for 
livering drugs and chemicals to Bel 
Allied Hospitals, the Departments of 
Welfare, Correction, Heaith and Wate; 
ply, Gas Electricity. 

The the performance 
for the ending September 


Glass 
City of New York 


received by 


1922. 
classes of 

108,786,473 
February 


and 
time for 
period 


of contracts is 


30, 1922 


Sealed bids will be the Board of 


other 


iown in 


——Oilcake meal—, 


Cotton- 


—-—Oilcake — 
Cotton- 
seed 


Pounds. 


Linseed. 
Pounds. Pounds. 
224.000 


seed 


eanut. 
ounds, 


Linseed, 
Pounds 
0, 530.580 


i. Coconut, 

Countries, Pounds 
Belgium 
Denmark 
Germany 
Netherland 


P 
P 


2 640,000 eesées 
41,051,718 

0,703,680 crnaes 
445,000 2S 
42,476 

94.270 


1,008,000 
1,009, G80 560, 000 
Canada 
Maritime 
(jue bec 
Prairic 
Brit. C 
Panama 
Mexico 
Bermuda 
Trinidad and Tobago oe see 
Other British West Indies ‘ . 1 
Cuba . eve ° tee 
Virgin Islands of 


400) 
40,000 
200 
1.000 
14.000 


42.860 J . 30 


Provinces. 
and Ontario.... 
Provinces. . 


lumbia and Yukon teeees 
2000 


4.000 


S75 


1 ~ -_ 00 
43,004,204 
$1,110,970 
34,559,830 
S305, 847 


Totals 
Value . 
February 
Value 


$7,165 


Purchase of the City of New York from 9a. m 


Bids and Awards ie oie silane “sa etievae cae Allied Maopibehe. 
Departments of Correction, Parks—Manhattan, 
S 7 
Bids Wanted 


Plant and Structures, Police Department 
Gasoline and Kerosene 


Department of Public Welfare. 

The time for the performance of cont 
City of New York 
received by 


is for the period ending September 30, 19: 

bids the Superin- 

tendent of School Buildings of the Board of 

Education of the School District of the City of 

New York, until] 12 noon, June 1, for furnishing 

bo “te 4 Mn and delivering glass to various schools, Borough 

9 m. to 10 a oe shay ar 4 - furnish ng of the Bronx The time allowed to complete 

: ‘4 1 warts re Se Toy a - k or 2u ™3 1. the whole work on all schools will be forty- 

va os Alii - vine an " Deparcipaste - if five consecutive working days, as provided in 
< anc llie« ospitals, pa s 
Docks, Correction, Fire Department, Depart- 
ments of Health, Parks—Manhattan, Parks 
Brooklyn, Parks—Bronx, Parks—Queens, Plant 
ind Structures, Public Welfare, Police De- 
partment, Departments of Public Markets 


the contract 
Cleaning and Water Supply, and 


and 


acts 


Sealed will be received by 


the Board of 
York from 


will be 


Purchase of 


Sealed 


Castor Oil for Sale 


Air Service, Washington 


service of the offers for sale 
1,112,291 pounds of castor oil, 
for purchase of which will be 
m., June 16, in room 2624, Muni- 
Washington. The oil is now 
stored at the Curtiss Elmwood Air Reserve 
circular Depot, Buffalo, N. Y., and was manufactured 
For and accepted under government specifications. 
It is stored in lots as follows:—1, 1,155,046 
pounds castor oil, packed jn 2,680 steel drums of 
-gallon capacity, and two wooden barrels; 2, 
57,179 pounds castor oil, packed in 1,467 cans 
antil 10 a. m., June 2, of 5-gallon capacity; 3, 8 pounds castor oil, 
48,000 gallons motor packed in can of one gallon capacity; 4, 
Va. Address 48 pounds castor oil, packed in one can of ten- 
gallon capacity; 5, 10 pounds castor oil, packed 
in 40 four-ounce bottles 
The material is offered is,’’ f. o. b. cars 
Buffalo, and inspection is invited or eight- 
ounce samples of the oil may be obtained from 
the commanding officer at* the depot named 
above. No special form of bid is required, and 
all or a part of the quantity offered may be 
bid on. A deposit of 10 per cent. of the amount 
bid must accompany each proposal, and an 
additional 15 per cent. is payable within ten 
days from date of award, and the balance on 
shipment. 


Gas The air army 
approximately 
sealed hids 


opened at 3p 
tions Building, 


The 
yr the pe 


time for the performance of contracts is 
riod ending September 30, 1922 


St. Louis Q. M. O. 


Bids wanted until May 23, 
for 4,500 gallons motor gasoline. 
formation address above. 


Washington Q. M. O. 


ire 


are wanted 
74, for furnishing 
for delivery at Hatfield, 


Bids 
circular 
gasoline 
above. 


one 


Air Service, Dayton tees 
until May 23, circular 

gallons naphtha, © gallons 
gallons fuel oil, gallons 
and 900 gallons motor gasoline, 
above 


160 
kero- 
aero 


For 


Bids are wanted 
for 50,000 
sence oo 
engine ] 
information 


address 


Paints and Oils 
City of New York 


bids will be received by the Board of On item 1 the minimum bidding unit will be 
City of New York from 9 a.m. one carload of approximately eighty drums 
May 24, for furnishing and or approximately 34,448 pounds, while on the 
delivering paints, oils, ete., to Bellevue and other items the minimum bid to receive con- 
Allied Hospitals and Departments of Correc- sideration must be for the entire quantity of 
tion, Docks, Health, Parks—Bronx, Parks— such lots. The drums are not returnable, and 
Brooklyn, Parks—Manhattan, Parks—Queens, their value should be considered in making 
Plant and Structures, Public Welfare, Water bids, 
Supply, and Electricity, and Fire and 

Police Departments. 

The time for .the performance 
is for the period ending September 30, 


Caustic Soda 
Air Service, Washington 


until 1:30 p. m., 
335 tons 
information 


Sealed 
Purchase of the 
to 10:30 a. m., 


Contracts Awarded 
Soaps 
St. Louis Q. M. O. 


23,000 p 
4.08e 
$020 pounds laundry 


of contracts 


1922. 


Cireular 22-27 unds laundry 
Armour & Co., Chicago 

Circular 47 
H. Coleman, Louis, 

Cireulay, 2 35 —6,000 
Procter & 
nati, 4.92c¢ 


May ° 
caustic 
ad- 


wanted soap; 


for furnishing 
deliveries. For 


Bide are 
circular 83, 
soda, various 
above 


soap; H. 
4.0c 
pounds 
Distributing 


dress 


laundry 
Co., Cincin- 


iamble 


Cleaning Compounds 
Air Service, Washington 


vanted until 2 p. m., June 5, circu 
for 15,000 pounds cleaning com 
yus delive Address above 


Marine Corps 
Sealed proposal in duplicate, will be re- 
ceived 1 the office of the quartermaster, 
Vv. s ( 1100 South street, Phila 
lelphia, unt ll a, m and then be 
publicly opened for Blanco, fire 
ex uishing fluid, sfoot oil, 
sh, stove p 
the 
lade 


Island L. H. S., 


Joseph Gutradt 


Staten 

30,000 pounds salt water soap 
Co., 4.8¢ : 
50,000 


sids are 
ar ASA-S4 
pound, var Ho) brook 


ries 


fresh water 
5.75e., 45 


pounds 
Manufacturing Co 


soap, 


° days. 


Brushes 
U. S. M. C. Schedule 302 


Rudolph & 


depot 
Broad 
May 29, 
furnishing 
candles, 

lish and 
depot 


300 = caleimine brushes, West, 
Washington, $2.84 

400 marking brushes, 
ington, 5.5¢c. and 5.2 

400 painters vall 
Glass Co., Baltimore, 
brushes, 
and 67¢ 


neat 
scouring 
quartermaster, 
Schedule No. 363. 


metal poli soa} Rudolph & West, Wash- 
for f very to 


U. s ‘o., Phi Plate 


brushes, Pittsburgh 
$2.06 


E. Clinton & Co., 


Iphia. 


2,200 paint Phila- 


delphia, 42c 


Benzol 
Air Service, Dayton 


are vanted until May 23, circular 159 
2,000 gallons benzol For information ad 


ancy Arsenate of lead, 
pound 
Sodium cyanide, 
Chemical Co 
Sulphuric 


tor 
ton 


Agricultural Chemicals 
U. S. Department of Agriculture 


Dow Chemical Co., 12.45c¢ 


Tanks and Pumps Roessler & Hasslacher 


New York Q. I. D. 
May 23 


for gasoline, 
5,000 


acid, Texas Chemical Co., $22.50 


Linseed Oil 
Louis M. Circular 231 


Meyer Bros. 


circular 205 
10,000 
gallons 
measuring 
1,000 gallons 
above. 


wanted until 
tanks 
and ne do., 
for three gasoline 
oil storage tank 

information address 


storage 


apacity 


St. 

3,000 tins 
$1,315. 

St. Louis Q. M. Circular 22-29 


400 gallons boiled linseed oil, Condie 
Paint & Glass Co., $1.12 gallon. 


also 


1 one linseed oil, Drug Co., 


For 


Air Service, Washington 


Bids are wanted until 1:30 p. m., 
circular ASA-82, for furnishing 30 


Ask An Advertiser. Qp§g-Be An Advertiser 


May 29, Bray 


oil tanks, 


33 


Francisco, Cal. Circular 22-56 


R. M. & F. 


bunker fuel, 
barrel. 

bunker oil 

street, $1.56. 


Paint Materials 


San Francisco Circular 22-52 Misc. 


4,150 pounds red lead paint, W. P. Fuller & 
Co., San Francisco, 10.28c., 

410 pounds bronze aluminum powder, Yates 
« Co., Inc., San Francisco, 64c. 

445 pounds shellac, Sherwin-Williams Co., 
San Francisco, Y4c. 

1,000 gallons turpentine, De Boom Paint Co., 
San Francisco, $1.47. 


San 


2,143 pounds oil Shell Co, of 
Caiifornia, $1.55 
1,500 barrels 


200 Bush 


fuel, Standard Oil 


Petroleum Products 
Ft. Sam Houston Q. M. C. Circular 163 


Kahn Oil Co., San Antonio, Texas:—4,000 gal- 
medium motor oil, 20c.; 4,050 galions 
heavy motor oil, 24c.; 1,150 pounds cup grease, 
4,5U0) gallons medium movor oil, 2ve.; 
3,500) gallons heavy motor oil, 24c.; 2,500 
pounds cup grease, 7.7oc. 
kio Grande Oil Co., El 
pounds cup grease, 1c. 
Cain Oil Co,, San Antonio, Texas:—1,300 gal- 
lons motorcycie oil, 2ic.; 1,600 gailons medium 
motor ol, 24¢.; 1,200 gallons heavy motor oil, 
sUc.; SUU gailons grade 2 motorcycle oil, 41e.; 
1,00” gallons motorcycle oil, 3c. 


lons 


4.60C.; 


Paso, Texas., 1,000 


Buffalo Paint Club Gets 
Reports on Trade Campaign 


BUFFALO, N. Y., May 15, 1922. 

Activities of the past year of the Buf- 

falo Paint, Oil and Varnish Club were re- 
viewed, direc.iors were elected for the en- 
suing year and delegates to the annual 
convention Were selected at the annual 
meeting of the club held at the Park 
Club on the night of May 12. The gather- 
ing, one of the best on record, was pre- 
ceded by an enjoyable dinner, with Presi- 
dent A. D. Graves as toastmaster. 
_ “Through the club’s success in enlist- 
ing the co-operation of the entire manu- 
facturing, Wholesale, retail and painter in- 
terests of the trade, the ‘Save the Surface’ 
campaign has been by far the most aus- 
picious in the club’s history,” said H. J. 
Rolls, chairman of the committee in 
charge of this activity of the organiza- 
tion. Subscriptions aggregating $2,100 
from a total of eighty-four contributors 
were shown in Mr. Rolls’ financial report 
in which he especially praised the head of 
the salesmen’s committee, A. S. Thompson. 
L. W. Friend, of the Pratt & Lambert, 
Inc., sales force, was awarded a special 
prize for soliciting a number of small 
offerings amounting to $180. Mr. Thomp- 
son modestly passed along the credit to 
the salesmen. 

Speaking as a director of the national 
“Save the Surface’’ campaign, W. P. Wer- 
heim, of Pratt & Lambert, Inc., declared 
the report of Buffalo’s fine accomplish- 
ment was a source of pleasure to the 
national committee. Many valuable sug- 
gestions which will undoubtedly be made 
use of in next year’s campaign were put 
forward by H. C. Menagh, of the Me- 
Dougall-Butler Co., Inc., during a discus- 
sion of the good features and shortcom- 
ings of the campaign which followed 
adoption of the committee’s report. 

Co-operation given by the Chamber of 
Commerce, city departments and other 
agencies were emphasized as being an im- 
portant factor in the success of the club's 
“Clean-Up and Paint-Up” campaign in the 
report of A. S. Foltz, chairman of the 
committee. Publicity valued at $1,800 
was obtained through the expenditure of 
$50 for speciallly written articles, and Mr. 
Goltz thanked the local press for the 
large amount of space given this mat- 
ter. He also thanked the school children 
and boy scouts for assisting in the dis- 
tribution of folders and posters describing 
the purposes of the drive. A rising vote 
of thanks was given the directors of the 
two campaigns. 

By a unanimous vote the report of the 
nominating committee was adopted. to re- 
elect directors as announced in the Re- 
porter last week. 

The following delegates and alternates 
were chosen to represent the club at the 
Atlantic City N. P., O. & V. A. conven- 
tion:—J. G. Rowe, of the Rowe Paint & 
Varnish Co.; D. B. Hawkins, of the Mor- 
gan-Post Co.; F. W. Robinson, of Pratt 
& Lambert, Inc. The alternates are H. B. 
Fleming, of the National Roofing Co.: 
V. C. Acer, of Spencer Kellogg & Sons, 
and M. K. Pine, of the Muralo Co. 

The report of the activities of the 
zolf club for the past year was made by 
H. J. Rolls. who announced that three 
prizes. inclusive of the J. H. MeNulty 
trophy, are offered for this summer's com- 
petition Henry Baethig, of Spencer Kel- 
logg & Sons, is chairman of the new golf 
committee. 

A. D. Graves, the retiring president, re- 
ceived a vote of thanks at the conclusion 
of his review of the past year’s accom- 
plishments of the club. The report of the 
treasurer was received, $100 being trans- 
ferred from the general to the sinking 
fund. 

The of Cleve- 
the local 
resolu- 


of “Mike” 
land, highly esteemed among 
paint trade, was the subject of a 
tion adopted by the club. 


Paint Freight Rates 


Pitt, of the Transporta- 
Committee of the 
Varnish Associa- 


death Fisher, 


Chairman W. J. 
tion and Classification 
National Paint, Oil and 
tion, addressed a communication to 
Secretary Horgan for circulation among 
the members relative to the Southern class 
rate investigation of the Interstate Com- 
merce Commission. This subject involves 
a'l members of the association, and Mr 
Pitt that the order of the commis 
sion, which is given verbatim in the cir- 
cular notice issued, be carefully read by 
interested members with the idea of com 
municating their views to him. 


Mexico's Output of Metals 


has 


asks 


Mexico's production of meta 1 
neluded the 
110 pounds; 
curs 101,736 

pounds irsenic 726 
mony, 97,999 pounds, 


followin 
zine, 2,765 
pounds | 402 
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ASPEGREN & CO. 


(INCORPORATED) 


Building, NEW YORK CITY 


Phone 0320 Bowling Green 


Aspegren&Ce.NewYe 


‘MADE IN PORTSMOUTH, VIRGINIA 


Basis 50% Soap 








me & 8 Par one 


DISTRIBUTED BY 


Stock 





65% Boiled Down 
Cotton Seed Soap 








Vegetable Shortening 
Cotton Seed Oil 
| 


"Se 
APure Vegetable 
Shortening 


FLOFF 





rk. 











We are the Sole Selling Agents for 


The Portsmouth Cotton Oil Refining Corp., Portsmouth, Va. 


The Gulf & Valley Cotton Oil Co., Ltd., New Orleans, La. 


The International Vegetable Oil Co., Savannah, Ga. 


SPERRY 


FILTER PRESSES 


Rugged 
Efficient 
Economical 


We also make 
Filter Cloths 


D. R. SPERRY & C0. 


BATAVIA, ILL. 


The Procter & Gamble Co. 


Refiners of All Grades of 


COTTONSEED OIL 


Jersey Butter Oil 
Boreas, Prime Winter Yellow 
Venus, Prime Summer White 
Marigold Cooking Oil 
White Clover Cooking Oil 
Puritan Salad Oil 


OFFICES: CINCINNATI, 


’ 
MBit ae ete 


IvoRYDALE, O. 


Port Ivory, N.Y. 
Kansas Ciry, Kan 


Macon, Ga. 


Cable Address: 


Procter Cincinnati U.S. A. 
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COTTONSEED, 
AND COTTONSEED OIL 


Unless otherwise specified, our prices are those prevailing in the New | 
York Market and are for large quantities. 
will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. | 
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Complete prices current 








The leading event in the market for 
cottonseed and its products last week 
Was the announcement on Friday of 
the monthly report from the Census 
Bureau on the consumption of oil dur- 
ing April, This proved to be a bearish 


document. It led to general selling 
under which prices gave way, closing 


at declines for the week after udvanc- 
ing earlier in the period on bad weather 
and crop accounts from the south, 

Business in all branches of the mar- 
ket was quieter last week. The trans- 
actions in refined oil futures on the 
New York Produce Exchange for five 
days of the week ended with Friday 
were only 51,200 barrels, which com- 
pared with total transactions of 73.390 
barrels in the same time in the pre- 
vious week and 64,300 two weeks ago. 

Crude oil was quiet throughout the 
week in all sections of the South. 
Supplies in some regions seem to have 
been closely cleaned up and quotations 
were apparently nominal in the main. 
According to the Census Bureau siocks 
of crude oil at the mills at the close of 
April were approximately 85,000,000 
pounds smaller than on the same date 
last year. 


Cottonseed, Cake and 
Meal 


Business in seed was apparently at 
a standstill in Southern markets. Sup- 
plies are very light in all sections, 
however, and holders were inclined to 
ask higher prices in view of the bullish 
character of the crop news. In the 
Southeast $50 per ton was demanded 
for carlots at common shipping point 
and from $45 to $47 per ton for wagon- 


loads at mills. 

Meal was also very quiet and firm 
in the Southeast with $42@44 per ton 
quoted, the figures being considered 


nominal owing to the dullness and the 


smallness of supplies. Cake was also 
nominal, stocks having been cleaned 
up. 

Stocks of seed at the mills in the 


South at the close of April, according 
to official returns, were only 45,970 tons 
against 191,813 tons on the same date 
last year. Exports of cake and meal 
during the period from August 1 to 
April 30 were 225,290 tons, against 
191,845 tons in the corresponding per- 
iod last season, 


Atlanta 


ATLANTA, May 20, 


strengthened a little, 
crop damage resulting 


Ga., 1922. 
Cottonseed has 
to prospective 


owing 
from 


heavy rains in certain sections and much late 
planting Otherwise there has been no change 
in the market situation for cottonseed prod- 
ucts, In fact, the entire production is about 
sold out, and jin the absence of trading the 
price situation remains unchanged Current 
nominal quotations are as follows Cottonseed, 
per ton, car lots, Georgia common points, $50; 
in wagon lots at the mills, $45@47. Oil, prime 


10c. Meal, per ton, Georgia 


common points, $42G44. Cake nominal 
Hulls, loose, per ton, $14@15; sacked, $15@16 
Linters, first cut, per pound, 4@6c.; clean mill 
run, per pound, 2@3'%c.; low grade, per pound, 


1G 2c. 
Cottonseed Oil 


Refined cottonseed oil futures in the 
local market were irregular, closing 12 
points higher on October and 4 to 12 
lower oh the remainder of the list as 
compared with the fina] quotations of 
the previous Saturday. Early in the 
week the trend of prices was upward 
and at one time the market was 8 to 
36 points higher, October showing the 
greatest advance, 

Strengthening factors were bad crop 
reports from the South, a further 
in cotton prices and an advance in the 
Chicago lard market. Some think the 
crop reports from the South are ex- 
aggerated and that in any case there 
is till time for favorable weather to 
overcome much if not all of the dam- 
that has occurred, In the raw 
markets of the world, however, 


crude, per pound, 


rise 


age 
cotton 


it is of interest to note, there has been 
active buying on the bad crop news 
and since May 1 cotton prices in New 
York have advanced $12 to $13 a bale. 


The weekly Government report stated 


that the soil continued too wet for 
field work generally in Oklahoma and 
the lowlands of Texas with some of 
the latter still under water. Little. or 
no improvement in the condition of 


cotton was reported from Texas, while 
the crop total loss in considerable 
areas due to floods. Early planted 
cotton needs cultivation badly in Okla- 
homa and there is much planting and 
replanting yet to be done in that state. 

Many of the private reports from the 
South in regard to the crop situation 
were decidedly bullish. Millions of 
acres are declared to be under water 


is a 





in Texas and Louisiana, including some 
of the best cotton areas. Planting is 
usually finished by May 15 or eartier. 
Seed is scarce in all sections, The crop 
in important s.ates is getting a late 
start and will therefore be exposed to 
an unusual] degree to weevil damage. 
Already some complaints are being 
received in regard to this menace. The 
data for the June Government crop 
report will be gachered on Thursday 
of this week and the report, it is 
contended, is certain to make a very 
bullish showing. 

Receipts of live hogs at some West- 
ern markets were lighter. The aver- 
age weight of the hog arrivals at 
Chicago during the week ended May 13 
dropped to 244 pounds as compared 
with 249 pounds in the preceding week, 
248 pounds in the week ended May 6 
and 244 pounds in the week before 
that, Demand for lard in the West, 
according to some reports, was more 
active. Although lard stocks at Chi- 
cago gained approximately 8,000,000 
pounds during the first half of May, 
the total supply there is some 30,000,- 
000 pounds smaller than a year ago. 
Advances occurred in stearin and tal- 
low with the demand fairly active. 

Though bearish on the disappearance 
of oil during the month of April, the 
census report Was in some respects 
bullish. It stated the receipts of seed 
at the mills from Aug, 1 to April 380 
at 2,871,620 tons or more than 1,000,- 
000 tons less than in the same time last 


season. The quantity of seed crushed 


during the nine months ended April 
30 was 2,922,856 tons, against 3,7<2,- 
873 tons in the corresponding period 
last year, The production of crude 


oil from Aug. 1 to the close of April 
was 903,286,098 pounds, against 1,204,- 
874,499 pounds in the same time last 
season, while the quantity refined was 
790,785,385 pounds, against 986,925,953 
pounds. Stocks of seed at the oil 
factories at the end of April were ap- 
proximatety 146,000 tons smaller than 
on the same date last year, Supplies 
of crude oil at the mills were 31,682,- 
376 pounds as compared with 116,363,- 
896 a year ago; refined 303,098,757 
pounds, against 372,890,195 pounds last 
year. 

Commission houses were 
tive on the buying side, They pur- 
chased the next crop chiefly. Houses 
with Southern connections also bought 
and there was some buying for West- 
ern account. Brokers who often act 
for cotion exchange firms made pur- 
chases, May tenders during the week 
amounted to 900 barrels making a to- 
tal for the month thus far of 4,500 bar- 
rels, or considerably less than some 
had expected. 

On the rise 
profits, and this, together with 
or less selling for the decline on the 
idea that a setback was due after the 
recent advance, caused a reaction, 


fairly ac- 


took 
more 


early buyers 


especially as cotton and lard weak- 
ened, Moreover, the census report 
on the consumption was disappoint- 
ing to believers in higher prices. It 
pointed to a disappearance of only 
120,600 barrels during April, and in- 
dicated that about 200,000 barrels of 


oil will be available monthly up to 


the first of September and leave a 
small carryover. Some regarded the 
report as extremely bearish. 

Despite heavy rains in some sec- 


tions of the cotton belt where they are 


not wanted, the weather on the whole 
was better last week and crop ac- 
counts from some sections were more 
favorabl& There was less rain, and 
temperatures at some _ points were 
higher. The weekly government re- 
port stated that in some central and 
eastern portions of the cotton belt the 
weather was mostly favorable and 


field work generally made satisfactory 
progress except in a few localities. 
Moderate temperatures and mostly 
light rainfall were favorable in Ar- 
kansas, and the crop made good prog- 
ress in that state, while favorabl 
conditions prevailed in Mississippi. In 
Alabama stands are irregular, being 
mostly poor in the northern portion 
and fair to good in southern sections. 


Georgia experienced the most favor- 
able week of the season, and cotton 
began rapid growth, except in the 
northern portion. Stands and condi- 


tions are reported fairly good in South 
Carolina, while germination has been 
rather satisfactory in North Carolina. 


As to the forthcoming government 
condition report, it is pointed out that 
a low percentage in June does not 
necessarily mean a small crop any 
more than a high June condition in- 
sures a large yield. Acreage and the 


weather in July and August determine 


the size of the crop. In the season of 
1918-1919 the June condition was 82.3 
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per cent., and the crop was 11,400,000 © m. che Southeast, but the market, is Fertilizer (1840) Oils and Fats (1973) 


bales. In 1920-21 the June condition 7 ‘clined edible oil is 12%@13c., 

was only 62.4 per cent. and the yield 

turned out to be 13,400,000 bales, not- has te shown any desires to purchase fertilizer (chemic cl oils and fats for tne 
here being neither ff all kinds). Correspondenc: ould ap Quotations should be given c. i. f. 


Withstanding the fact that the area off < vids me ase snesactions have been Pounds 
in that season was some 160,000 acres recorder Tr ge of prices from the open- be in French or Italian. References ienoa Terms:—Casn against documents. 


smaller than in 1918-19. ns the marke ist Thursday until the ; i ferences. 
Lard compound was generally in lim- , ; way is ag tolews:— ; Chemicals (1845) 


vet oe oe and request for refined oil - Open. High Low . An importing firm in Norway desires to ‘Tartaric Acid (1975) 
‘ontinue ; 4 According ; , Spot .. 811.25 $11,251 214 8 ow . ; . 
Inued slow. According to some in } 11.25 $11. 25lg $11.1214 $11.12% be placed in touch with dealers in chemical A manufacterer in Colorhtia Gesités to & 


the trade lanufac “ers . a yund Crude, Tex. 10.25 10.25 10.00 10.00 10.50 ; 
and other - oe IEA ae me - os mer acon ge May option. 11.00 11.00 11.00 11.00 11.00 products of all kinds Quotations should be placed in communication with makers of tar- 
consumers are Carrying large Nov. option 0.00 9.00 9.00 9.00 9.00 given c. i, f. Norwegian port. References, taric acid, Correspondence should be in Span- 


supplies of oil. Crude markets in the ; ish. No reference given 


South were quiet. Mav showed con- *Prime summer yellow ° . ; - 
spicuous weakness at one time, falling Chemicals and Spices (1857) Cod Oil (1976) 
to a discount under July of 34 points, Seattle A commercial representative in Mexico de- The purchase of Newfoundland cod oi] is de- 


as compared with a premium over July SEATTLE, May 18. 1922 sires to secure an agency for the sale of borax, sired in large quantities by a firm in Eng 


recently of about 30 points. The de- Ghisees cottons i ot Wathews ve om camphor, potassium chlorate, sodium carbon land Quotations should be given c. I f. Liv- 
( Weer o ft yveries are 00 


‘e av w , ‘ , : erp orf Jew York Cash to be paid 
pression in May was regarded by many certain a thing for much business in futures ate, bicarbonate and hydroxide, cinnamon, R aa ac ee oe 
f Ss eference 


oe a ae commentary on the size eevee and the spot stock is too iow for cloves, pepper and nutmegs teferences 1977 

ot the demand for cash oil. Stocks of Sales of at size, but traders continue to . 

lard at Chicago on May 15 amounted Manifest a good deal of interest in the offering Chemicals (1858) Om wee Fs 

to 52,927,346 pounds, si ying ¢ in eee eg ce Quotations closed without . \ merchant in Belgium desires to secure an 

lp "anion she : ‘aces maar oF ete pe = a ‘ asked - Spo: in sellers’ A merchant in Switzerland desires to secure agen y on — Renee gy ert <¥ “ 
ae : a ? ‘ a , 4anks and O@O'2( or ¢ i - lots , ee ia oe ™ - . sale o industrial and refined cottonseed ~ 

month of nearly 8,000,000 pounds. an agency from manufacturers only for tne corn oil, peanut oil, fish oil, whale oil, animal 
Following is a record of the vs ‘ e or sale of chemical products. Quotations should greases, industrial and edible; and in general 

rd of the local market for u 

the week:— be given c. i. f. European ports, if possible all cils and greases. Quotations should | be 

MONDAY, MAY 15. 1922 Following are the quotations on cottonseed Antwerp cr Rotterdam. References given c. i. f. Belgian port. Terms :—Cash 

HI i es ' Sees oil in Hull, Eng!and. for the week:— against documents. Correspondence desired In 

1g Ow. Close Sales Egyptian : rrench. References, 

lays ones seen 70 65@11.76 My fine - ' 

M 11.7 7 5 Refined. ake Lubricants (1865 

June .. a aes .78@11.85 jan erc er c , : . : ° 

July 11.80 "RSQ@11L86 © 4,200 on * ~ I - iA mercantile, aus in Sweden desires to pur- Pharmaceutical Preparations (1978) 

August av R74 8X =o “ “ay pe + a. . chase ubr icating oils anc greases, Quota- ‘ : anki. 

September { if RO rer XN ‘ 800 a - 4° : tions should be given f. o. b. American ports There is a market in Spain for pharmaces- 

Octobe ao 11.06 11.18@11.20 2000 ‘Tuesday ....... 2 42 6 oor e. i. f. Swedish ports. Terms:—Cash against tical preparations, toilet articles ———— 

November .. 10.24 10.10 19@ 10.20 600 adnan Bee ee ane : - : documents or upon receipt of goods. Refer- desired 2 Ss oo nee as orrespondence 

“ sees - At ‘< ‘ ec aS ’ . Cecescos ; = , . 3 » Spe sh. eference. 

December .....10.10 10.00 10.05@10.07 ww = - Thursday : 6 42 «6 ences, should be in Spanis 


Spot (prime summer yellow)—11.65 Friday ‘ 6 42 6 Oil (1868) Paraffin and Glucose 


Crude (immediate Southeast)—10.00 
Valley—10.00 . on a mer i 
A merchant from Norway is in the United A mercantile firm in Turkey desires to pur- 
Quotations should 


Texas—10.00 : 
itn? dict te , es States and desires to secure the representation chase paraffin and glucose t 
Total sales—13,800 barrels. FOREIGN T RADE OPPOR. fe for the ake of oil No reference be given c. i. f. Turkish port. Correspondence 


of 


TUESDAY, MAY 16, 1922 TUNITIES given, desired in French. References. 


High. Low Close. 


folie TE EY TMS 1" sowtng fonstgn trate ‘oppontanities snouia ve = A Sie An Advertiser. Qp§R-Be An Advertiser 


A dealer in agricultural’ supplies ir ] firm of importers in Italy desires to pur- 
manufacture of 


July 1.87@11.80 3. addressed to the Bureau of foreign ana Du 
August : 1.87@11.89 a mestic Commerce, Washington, D. C., or to 
September ....11L$ ‘ 11.87@11.8 any district or co-operative office of the bu- 
October 11. 11.21@11. 2% reau, and not to this office. When writing 
November 20 10.18@10.23 give the number of the item. 
December .....10.10 10.04@ 10.06 , —_$——$—$—_—$__——__—_—_ nn 


Spot (prime summer yellow)—11.60 . 

Crude (immediate Southeast)—10.00 Caustic Soda (1 747) 

Valley—10.00, 

Texus—10.00. A merchant in Norway wishes to secure an 

Total sales—9,800 barrels. ancy for the sale of caustic soda of 76 to 
"PDN ” » 2" an per cent., in quantity of 100 tons per 
WEDNESDAY, MAY 17, 1922 month Quotations should be given c i. oe 

High. Low. Close. Sales Norwegian port Reference 
j --11.60 11.55 .§60@ 11.64 300 
1e 9 <3 -T1@11 coe 
ly 91 90@I115 3,100 Drugs (1748) 


1. 11,87 
\ 1.91 11.90 .91@11.92 Too An agency is desired by a firm in South 
September ....11.90 11.88 -2O@11.92 2.000 Africa for the sale of supplies for the drug 
October .......11.28 11.26 .27@11.20 700 trade. Reference. 

November ....10.24 10.20 22@10.24 300 


Link a Oils, Fats and Greases (1752) (Prime Summer Yellow) 


Crude (immediate Southeast)—10.00 An inquiry has been received from a man 


lle ‘ j : 
sida hop gg in Germany who desires to be placed in com- 
xas—10. 4 munication with exporters of oils, fats and 


tal sales—8,800 barrels greases, No reference given. 


THURSDAY, MAY 18, 1922 ; Resin and Tallow (1811) Immediate Delivery 


High. Low. Close. 
ee «» 11.60@11.90 eee . a 
11.70@11.90 A firm of timber importers in South Africa 


1 11.90@11.91 4, desires to purchase resin in lots of 100 tons 
1.9 11.90@11.92 2, and tallow in lots of 200 or 300 tons. Quota- 
1.97 LB! oO tions are desired f. 0. b. Pacific coast 

1 


Vv 
Ty 
Ti 


August 
September 


1 
October oven 


November 2 /10:25 1035 nwa Paints and Chemicals (1827) 


December .....10.08 10.05@10.07 
Spot (prime summer yellow)—11.60. A merchant in Spain desires to be placed In 


Crude (immediate Southeast)—10.00 touch with manufacturers of paints and col- 
Valley—10.00, ors and sulphate of ammonia Quotations 
Texas—10.00 should be given c. i. f. Spanish port. Refer- e Cc . O me al e 


Total sales—10,100 barrels. ences 
FRIDAY, MAY 


High. Low. Close Sales Oils and Naval Stores (1838) Office and Warehouse 
on as .60@1 a : a. . ; 
z An inquiry has been received from a firm in ° 
im Sweden for an agency for the sale of vegetable 383 West Street New York City 


> OO ceils, rosin, turpentine, glue, ete Quotations 
"400 should be given c. i. f. Swedish ports. Terms: 
October 11.25 10 za) Net cash against documents at Swedish port. 


November ....10.20 (H 10.00@10.05 300 Reference. 
December ..... 9.97 9.87 9.82@ 9.88 ,200 

Spot (prime summer yellow)—11.50. 

Crude (immediate Southeast)—10.00 


vs Si ; Shriver Efficiency 


Total sales—8,700 barrels 
Saturday’s prices and sales will Many years of producing filter presses for 


found on page 2. : ——— eae o all types of filtration work enable us to 
guarantee the results. 


CHICAGO, May 18, 1922 ’ This guarantee of efficiency goes with 
Dullness has continued and with it has come lene ee f , every filter press we sell—-we know our 


2 decline in the market for both crude and 


prime summer yellow. There is almost. no = A product, and we are ready to stand back 


demand and bids are still below the offers 


Ther anne very few ay a cc Mig bn —oe ea ae — : of it. Write for catalogue, stating your 
any ¢ ort Oo Sell rere recentiy anc there as Cs . 
wre filtration problem. 


been a general disposition to let the market 


alone Sales are announced from Texas of ) = 7 
crude at 10c., though most mills are. still 4 a I SH RI V E R & ( O 
= fg ‘ i 7 e 


naming 10%4c. as their lowest price. Prime 


summer yellow has been sold o a basis of ald ep at oe fe a 
f J 824 Hamilton St. Harrison, N. J. 


‘te Anderson Oil Expeller 


been and still is with most 11%c. for the prime 
For Cold or Hot Pressing Oleaginous Seeds 


The EXPELLER is automatic in operation and requires no 
press cloths. The seed is fed in and the cake and oil discharged 


continuously, 


Can Be Operated Without Skilled Help 


The EXPELLER can be set on any floor in the mill, and may be 
operated by belt or individual motor drive. 
Up-to-date oil mills are EXPELLER mills. 


THE V. D. ANDERSON CO. 


1935 WEST 96th STREET CLEVELAND, OHIO 
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Specific Gravity and 
Other Testing Apparatus 


For Oils, Varnishes 
and Paints 


















Amongst apparatus for specific 
gravity tests which we have in 
stock we may mention the fol- 
lowing: 

A wide range of Beaumé and 
specific gravity hydrometers. 
The standard Beaumé hydrom- 








Westphal Balance 
eters cover ranges of 10 degrees and are subdivided 
to 1/10 degree, though other ranges are also in stock. 
Hydrometers are supplied with included thermometer 
and temperature correction when so ordered. 


Picnometers—These are supplied with or without 








attached thermometer. Picnometer flasks with wide 
necks are used for wet paint. Schumann, Le Chate- 
lier, or similar specific gravity bottles are used for 
dry paint. 

Balances—Analytical and Westphal. Westphal in- 
clude the regular as per cut, also the more accurate 
Young’s Gravitometer and the Chainomatic. 

For additional details, write specifying your re- 
quirements. 




























PiTTSBUNG BRANCH 
4048 JENKINS ARCADE 





Importers - Retfiners 


Wholesalers 


Soya Bean, China Wood, Perilla, 
Rapeseed, Linseed, Cottonseed, 
Menhaden, Whale, Sperm, Seal, 
Cod, Lard, Neatsfoot, Lard and 
Tallow Oils. Animal and Fish 
Oil Stearine. Fish Oil and Whale 
Oil Soap. Lubricating and Hard 
Greases. 

















Insecticide 


“Sulco-V. B.” 








CORRESPONDENCE INVITED 


Cook & Swan Company, lac. 


148 FRONT STREET NEW YORK 


Telephone JOHN 434 Established 1865 





Cable Address ‘‘Cookswan’’ 



















OIL PAINT AND DRUG REPORTER 


MISCELLANEOU 
Vegetable, Animal, Fish 


Unless otherwise specified, our prices are those prevailing in the New 
York Market and are for large quantities. 
will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 





Quieter conditions obtained in the 
market for oils and fats last week so 
far as the general list was concerned. 
Ceriain vegetable oils were in some- 
what better request and a fairly active 
export inquiry was noted for some ani- 
mal products. In the main. however, 
unimportant 

orders for 
smaller 


demand was confined to 
quantities and as a rule 
such lots were received in 
volume. 

Yet in spite of the quietness of busi- 
ness the tone of the market in general 
continued to show improvement and 
the feeling of confidence in the future 
that has been noticeable for some tim 
past was still in evidence in all 
branches of the trade. The failure of 
the Genoa conference had no influence 
upon sentiment, The disappointing 
outcome of the meeting was apparent- 
ly offset by encouraging reports from 
various sections of the country in re- 
gard to the condition of general busi- 
American trade continues to im- 


ness. 

prove despite such obstacles as the 
coal strike, labor disturbances’ in 
Chicago and New England and the 


backward spring weather. Consump- 
tion of various oils and fats is gradu- 
ally increasing and the slowing down 
of business noted in the local market 
last week was regarded by many «4s 
merely temporary. 

The number of changes reporicd in 
very great. Such as 
were in most in- 
interests of 


was not 
however, 


prices 
occurred, 
stances adverse to the 
consumers. China wood oil was easier 
on spot owing to sharper competition 
among sellers following an increase in 
futures were firm at a 
further advance. The position of this 
product abroad is regarded as very 
bullish by not a few in the trade. The 
political situation in China is still much 
disturbed, delay is anticipated in ship- 
ments for some time to come and silver 
and Chinese exchange continued to 
rise though a setback occurred in 
silver on Friday. 

Coconut oil was slightly firmer on 
the Coast. Many still regard this prod- 
uct as one of the cheapest fats on the 
list. Inquiry showed some improve- 
ment last week though no important 
transactions took place. There has 
heen some switching of May coconut 
oil contracts to later deliveries, it ap- 
pears, the holders of the contracts 
paying penalties of 4c. to Vc. per 
pound over the original price, accord- 
ing to position. The extent of these 
transfers is, of course, unknown, but 
it seems to indicate that the require- 
ments during the fall and winter 
months will be larger than appeared 
probable a while back, : 

Rather more activity was noticeable 

in denatured olive oil and Olive oil 
foots. Sales of the former product 
were reported at slightly higher prices. 
Olive oi] foots were easier owing to 
competition among’ second hands, 
There are some in the trade here who 
feel bullish on both denatured and 
edible olive oi] as well as foots, how- 
ever, owing to the marked decrease in 
the production of olive oil abroad this 
season and the shortage of cottonseed 
oil in this country. Soya bean oil was 
quiet but owing to the strength of the 
primary situation and the smallness 
of supplies here the market retained a 
firm tone. 
Animal products were generally well 
maintained at recently prevailing 
levels. Slightly higher prices were de- 
manded for stearin and tallow, Export 
business was fairly active and rather 
liberal clearances of lard were noted 
from this port for European destina- 
tions. Receipts of live hogs at 
of the Western markets were smaller. 
The stock of lard at Chicago showed 
an increase of 7,800,000 pounds during 
the first half of May but the total there 
is more than 30,000,000 pounds smaller 
than at this time last year. At an 
auction of tallow held in London last 
week demand was light and prices de- 
clined. 

There was a lack of developments 
of importance in the market for fish 
oils. Trading was quiet, interest cen- 
tering largely in preparations for the 
new season which are just getting un- 
der way. Menhaden fishing has com- 
menced in Southern waters but the 
new season does not open in Chesa- 
peake Bay until the end of this month, 


Advanced 


supplies, but 


some 


China wood oil, ship- Olive oil, denatured, 
ment, 1%4c. per Ib 2c per gal. 
Coconut oil, Ceylon Perilla oil, spot, 4c. 
grade spot, bbls., per lb 
lee. per Ib Stearin, lard, 4c. per 
Ceylon grade, coast, Ib. 
tanks, %c. per Ib oleo, %4c. per lb 
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S OILS, 





Complete prices current 












Lard, city steam, 25c. Tallow, city special, 


per 100 Ibs Wc, per Ib, 
Middle Western, 35c, 


per 100° Ibs, 
Declined 


China wood oil, spot, Palm oil, Lagos, 14¢. 


bbis., 4c. per Ib. per lb 
Olive oil foots, spot, 
we. per Ib 


r . 
Vegetable Oils 

Some improvement was noted in the 
inquiry for coconut oil and olive oil 
foots, but business in other vegetable 
oils Was generally slow. Offerings were 
light as a rule, however, and the pre- 
vailing tone was steady. 

CHINAWOOD.—Last week in the 
local market for chinawood oil was 
one of the quietest experienced in re- 
cent months. Consumers were inter- 
ested only in moderate quantities and 
the aggregate transactions in such lots 
did not exceed 1,000 barrels if, indeed. 
they reached that total. The spot mar- 
ket remained easy owing to competi- 
tion among holders and further shad- 
ing of prices was reported. Early in 
the week sales were noted at 13%c. per 
pound and later on there were offer- 


ings at 13 %c. On the other hand, 
however, futures were firmer with 


higher prices demanded in some quar- 
ters owing to a further rise in silve) 
and Chinese exchange and also be- 
cause of unsettled political conditions 
in China. Exchange at Shanghai rose 
to 82.79 taels, the highest point in 
many weeks, while silver in the loeal 
market advanced at one time to 73%%., 
the highest price recorded since Octo- 
ber 17, 1921. Quotations at the close 
were as follows:—Spot, barrels, 13% 
@i4e. per pound; May-June shipment 
from the Coast,, barrels, 12144@12%4c.; 
May-June, tanks, 12@12%c.: April- 
May shipment from the Orient, 127% 
a@i3c., New York. 
COCONUT.—Changes in quotations 
were slight but the market, was firmer 
here and on the Coast, Soap makers 
manifested more interest in the situa- 
tion and after making sales early in 
the week at 74,@7\c. per pound for 
Ceylon grade in tanks, prompt ship- 
ment from the Coast, sellers demanded 
73c. per pound and that was appar- 
ently an inside figure at the close of 
the week for both Ceylon and Manila 
oil. Total transactions reported on 
the Coast for the week were approxi- 
mately 20 cars for May and forward 
shipment. Locally moderate sales were 
reported of Ceylon grade in barrels at 
8%c. per pound. Spot supplies seem 
to have been reduced and late in the 
week offerings were noticeably light. 
A sale of 500 tons of Tahiti copra was 
reported at 4%c. per pound, New York 
basis. Offerings of Java copra were 
reported at 5@5\4c., but no sales were 
noted. A fair inquiry was reported 
for coconut cake and meal and the 
market remained steady at recently 
prevailing levels. At the close quota- 
tions on oil were as follows:—Ceylon 
grade, barrels, 8%@9c. per pound; 
Ceylon grade, tanks, shipment from 
the Coast, 73% @75% f. o. b.:; Cochin, 
barrels, spot, 94%@10c.; Cochin, tanks, 





Coast, nominal; edible, barrels, spot, 
10% @10%e.; Manila, barrels, spot, 
8%@8%c.; Manila, tanks, Coast, 7% 


@7 ec. 

CORN.—There was no material 
change in the situation. A fair inquiry 
was noted, but no sales of consequence 
were reported. Offerings were light, 
however, and the market remained 
steady. Quotations were:—Crude, bar- 


rels, spot, 11.25¢c.; crude, tanks, New 
York, 10.38¢.; refined, barrels, 12.29¢e.: 
refined, cases, 11.09c.; crude, tanks, 


Chicago, 9.75c. Corn meal, $37.50@ 
39.15 per ton. 

OLIVE.—Demand was somewhat bet- 
ter, though there were no large indi- 
vidual transactions noted. In a job- 
bing way, however, sales occurred at 
$1.18 per gallon for denatured, and in 
some quarters $1.20 was demanded. 
Edible oil was in fair request and 
steady at recently prevailing prices. 

OLIVE OIL FOOTS.—Sales were re- 
ported of 600 barrels on spot and for 
arrival, including one lot of 300 bar- 
rels for June delivery. The spot mar- 


ket was easy, owing to competition 
among second hands, and offerings 


were reported at 8%c., showing a fur- 
ther slight decline. The primary situ- 
ation is declared to be firm. 

PALM.—Lagos palm oil was easier, 
sales on spot being noted at 74% @7\c. 
per pound, There were no new de- 
velopments in the shipment situa- 
tion, prices being steady at 7@7%«ce. 
per pound, Palm kernel oil was steady 
at 85% @8%e. with a fair jobbing in- 
quiry. 
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PERILLA.—The 
firm tone, owing to the prevailing 
scarcity. Advices from Kobe were 
bullish, reporting searcity of both seed 
and oil. Here quotations were nominal 
at 1342@14e. 

PEANUT.—There was a fair inquiry, 
but actual business was light owing to 
the smallness of supplies and a lack 
of offerings from the south. Unsold 
supplies in the south are said to be 
unusually small, with holders very 
firm owing to the strength recently of 
cottonseed © oil. Quotations were:— 
Crude, barrels, 12@12\4c. per pound; 
crude, tanks, mil 10@10'%ec.; refined, 
barrels, 13¢.; Oriental, tanks, coast, 
nominal. 

RAPESEED.—A 


market retained a 


rather better in- 
quiry was noted for moderate quanti- 
ties Of refined, and the market was 
steudy at 82@84c. per gallon. 

SESAME.—The market was 
at $1.10@1.15 per gallon for 
and fair were noted within 
range 

SOYA BEAN.—A firm tone. still 
characterized the market, and in some 
quarters May-June shipments from the 
Orient were advanced We. to 10%%c., 
ft oO. bb. Atlantic port, present duty 
paid. Some difficulty is noted in se- 
curing ocean tonnage. Spot oil con- 
tinues scarce here, and unsold supplies 
on a coast are also apparently very 
smal 


steady 
edible, 
the 


sales 


Chicago 
CHICAGO, 
OIL.- 


May 1922. 
There is quite a de- 
varnish makers, and as stocks 
are light the situation has considerable 
strength Spot lots in Chicago are held fo 
14 Coast offers of spot deliveries are 1244.4 
12 4¢ l car lots, cooperage. Shipments from 
the Orient are offered at 12%c. for May and 
Jo! June-July, car lots, in cooperage, 
t b. coast, or 11\%c., June-July, for car lots 
in sellers’ tanks. 

COCONUT OIL.—This market is rather dull, 
Manila or domestic Ceylon for May-June ship- 
ment is offered at 74c. coast, with futures 
ranging from 75c. to 7%c. for January, with 
little shown, though one sale of some 
consequence is reported to have been made on 
the coast A well-known brand of oil is 
offered jt resale for May-June at T%@7‘2c. 
al it +c. for futures tefined edible oil is 
offered at 104%.@10'sc, in car 

CORN OIL.—The 
production points 
made at these 
Chicago, is sold at 

PEANUT OIL.—Offers 
from Texas mills of car 
rels at Y'oc. for prime crude, from the South- 
eust at 0c. for prime crude and %%c. for 
basis prime crude. There is littl demand 
her: Edible refined oil is selling at 1244 
1314 according to quantity. 

SOYA BEAN OIL.—Holders are 
GW coast, in sellers’ tanks, for June- 
July from the Orient, or 7%c., c. i. f. coast, 
in bond Locally, the trade is offered small 
amounts at 11@11%c., Chicago, in barrels. 
Refined oil is quiet at 12c. in tank car lots 


Seattle 

SEATTLE, May 13, 1922 

OIL.—There were a number 
larger users of this prod- 
also tentative bids on fu- 
Oriental situation was so un- 
was hard to get answers on 
positions. A smal) lot was 
but it is understood that 
hands before shipment 
spot lots offering at 
an advance of \e 
cooperage at 13c. and 


18, 


CHINA 
mand from 


WOooD 
the 


interest 


lots, 


market is steady at #\c 
or 10c. Chicago, with 
Refined oil in barrels 


2@138c., as to quantity. 


sales 


have been received 


lot quantities in bar- 


asking 10% 


CHINA WOOD 
of inquiries from the 
uct There were 
tures, but the 
certain that it 
any but nearby 
landed at Tacoma, 
this was out of Coast 
Closing prices showed 
124 in sellers’ tanks, 
over the previous close; 
ce. f. f. lots at 11@11% 

TEA OIL.—The fact 
of China wood oil may 
by the political situation in China led to more 
active interest in tea oil during the past 
week, although actual trading was confined to 
small dealings in cooperage at the market 
Closing prices were 10!ec. asked on spot in 
sellers’ tanks and 10%c. in cooperage 
COCONUT OIL.—This .product was generally 
neglected among buyers during the past week 
and there were no changes to report Some 
fair sized deliveries are scheduled during this 
current month, a fair share of these being al- 
ready out of local hands Closing asked prices 
for the week were 7 on spot in sellers 
tanks l',a@1le. on cooperage lots and 7!.@ 
Tc. for c. i. f. lots. 5 

PEANUT OIL.—Failed to attract 
interest during the past week, spot stocks he- 
ing too w for any real trading There was 
| sale of cooperage noted to complets 

delivery At the close spot in 
tanks was offering at 10@10%c., coop- 
erage at 11@11%ec. and ec, i. f. items at 8@S%«« 

SESAME OI1L.—Cable advices at midweek 
primary market holders not inclined 
iny of their prices at the present 
week losed with spot in sellers’ 
e@ove., c. i. f. lots at 10c. 
ooperage at 10@10%4« 

BEAN OIL Nearby and fall 
I vere the ones commonly 

t The Orienta] deal was reported by 

t to firmer, with prospects of European 
chiet factor in this stronger under 

\t the closing sellers’ tanks for spot 

were being held at #4@9,c., cooperage 

‘ it Ie. and « i. f. items at 646%, 
PERILLA OIL.—Buying was light 

t quiet. There have been 

ns to stocks, so that carlot 
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filled their The primary 

ruled firm at figures and final 
ved spot fre Lie in sellers 
1154 in yperag ind 10%@11 
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San Francisco 
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getable market for the past week 


red a better tor in some 
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small lots of 
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The situation eg ra 
dull and trading in ge 
SOLA BEAN OIL 
for fairly good-sized 
ten tank cars being 
shipments for early 
asked for. In the 
the market is 
pound in tank cars 
duty paid, at which 


rather 
limited 


wever, is still 
nera| is still 
Inquiries have been noted 
lots, in some cases up to 
sought, and minimum bulk 
fall delivery have also been 
absence of any actual bust- 
quoted at nominally 10%&c. 
Pacific present 
price a small lot of bar- 
relied oil sold recently. Most inquiries are for 
shipment from the Orient far enough off to 
practically assure arrival here after the new 
tariff has become effective. 


COCONUT OIL The coconut 
Still practically at a standstill, 
heavy amount of oil heid 
Which is still being offered at around 74\c 
without interesting buyers A very limited 
business is being done in tank cars for August- 
September shipment from the Coast at 75c., 
but oi] in nearby positions is not being traded 
in at present The oil and copra situation in 
Manila is still quite strong, although offers 
were noted of 1,000-ton lots of Manila oil in 
bulk at 7%e., ¢. i. f., without interesting 
buyers. There is a movement in some quar- 

to provide a sliding scale of remuneration 
to sellers of the ordinary basis 5 per cent. 
maximum 7 per cent. grade of oil when the 
free duty fatty acid content is under 5 per 
cent., such as now works to the benefit of 
buyers when the free fatty acid exceeds 7 per 
cent. It is generally conceded that this mar- 
ket moved In this connection one of the 
larger loca] crushers has circularized the 
trade, stating that in future sales to specu- 
lators will have to be accompanied by a Ic. 
per pound margin and that this margin will 
have to be maintained against market fluc- 
tuations. This has been brought about by the 
recent inability of speculators to resell or take 
delivery of the oil they had purchased, result- 
ing in the overtaxing of storage facilities at 
the mills and a consequent curtailment of 
production. 
; CHINA WOOD OIL.—Is still steadily climb- 
ing in price, and latest cables from the Orient 
indicate a price of l2%c. c. i. f. Pacific Coast 
in barrels. This is principally due to the tur- 
bulent conditions in China and mounting ex- 
change Trading has been so limited of late 
that some have been offering small 
quantities of their unsold stocks at a bare 
margin over their purchase price rather than 
on the cost of replacement on today’s market 
This has resulted in prices all the way from 
llc. in tank cars to 18c. in barrels for May- 
June delivery The Hankow market, however, 
appears to be strong at 12'c., c. i. f., and the 
lower priced offerings are considered to rep- 
resent meiely inconsequential lots. 

PERILLA OIL. inquiries have been 
noted for perilla oil, but it is impossible to 
get any offerings from the Orient at present, 
and late nominal quotations are 134,c. in bar- 
rels 

RAPESEED OIL 
nominally at 10% 


ness 
per 


oil market is 
owing to the 
in speculative hands, 


ters 


sellers 


Several 


Oil in barrels is 
per pound duty paid 


Copra 


still disposed 
to hold aloof and 
in the situation 
there few transactions reported. 
One was noted of 500 tons of 
Tahiti at 444c. per pound, New York 
There was apparently no 
change in the primary situation, hold- 
ers abroad being firm especially as the 
tendency of Far Eastern exchange was 
upward. Spot quotations at the close 
ranged from 4!gc. to 5 ¢. per pound. 


quoted 


Consumers 
many 


were in 
await 
and 


cases 

developments 
were 

sale 


basis. 


San Francisco 
SAN FRANCISCO, May 13, 1922 
The copra market has not undergone any 

noticeable change during the week. There has 
been quite an active demand from crushers at 
45, ¢ per pound, but very little business has 
transpired, as sellers’ ideas range for \4@%c. 
per pound higher. A few small sales in nearby 
positions have been made at 454 but busi- 
ness done at this figure is ascribed to sellers’ 
anxiety to dispose of their commitments prior 
to arrival of the copra 


Seattle 


SEATTLE, May 13, 
copra gave a little 
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actual trading Oil 
the market Prices 
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for 
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develop any 
out of 
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Fatty Acids 

fatty acids seem to be 
rule and the market 
steady tone. There was a 
fair inquiry noted, Quotations were: 
Coconut, tanks, West, 8%4@10c.; corn, 
tanks, mills, 8%@8%c.; soya beans, 
tanks, West, 9@94c.; tallow, 64@6%c. 

RED OIL- 


The 
well and the market 
tone. An 


Inquiries 
the copra 
failed to 
were 
unchanged at 
ind 4c 


terests 


spot 


Supplies of 
rather light 
retained a 


as a 


holds up 
retains a steady 
out-of-town maker quotes 
tank cars of distilled at 8c. Local pro- 
ducers continue to demand 8%@9c. for 
distilled and saponified in barrels, 
STEARIC ACID.—The 
mained steady with demand fairly ac- 
tive. Single pressed 9c. per pound; 
double triple, 104%@11e. 


demand 


market re- 


91,4 9%4¢.; 


~y 
Chicago 

CHICAGO, 

There is ying in this 
limited and t > | little 
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fatty ids are held at 84@m& 

led ind the No. 2 is scarce at 
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There is a fair demand 
rather firmly held In car 
usual quotation is 7%4@sS« In small 
warehouse the price made is Sat 
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the trade that with stocks s ligt 
values wW appre with tt id- 
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Ask An Advertiser-Qp§R-Be An Advertiser 


Grease, Lard, Stearin and 
Tallow 


A fair export demand was noted for 
lard and grease. Domestic trade was 
generally limited to moderate quanti- 
ties. Prices continued to rule firm. 

GREASE.—The market retained a 
firm tone and all grades were main- 
tained, Demand was fair. Quotations: 
Brown, 40@60 per cent. acid, per pound. 
house, 20 per cent. acid, 54@ 
white, under 3 per cent. 
yellow, 15@20 per cent. 


5@5lnc.; 
5%c.; 5%c.; 
acid, 7% @S8c.; 
acid, 544@6c. 

LARD.—There was a fair demand 
from domestic and foreign buyers and 
prices remained firm. The stock at 
Chicago on May 15 was 52,927,346 
pounds, against 45,147,515 on May 1 
and 83,705,267 pounds last year. Quo- 
tations were:—City steam, $11.75@12 
per 100 pounds; compound, $13@13.25; 
neutral, $12.75@12.85; Middle Western, 
$12.10@12.25; prime Western, $12.30@ 
12.40; refined, $12.25@12.35. 

STEARIN.—Demand for oleo was 
more active and sales were noted at 
9144 @9leec., the outside figure being de- 
manded at the close of the week. Lard 
in small supply and firmer at 144@G 
1414c., quotations being nominal, 

TALLOW.—A better inquiry was re- 
ceived and the market was firmer at 
644c. per pound for city special. At 
the auction held in London on May 17 
prices declined 6d. 


Chicago 
CHICAGO, May 18, 1922 
is very narrow and bus- 
iness dull There has been little export move- 
ment but the Liverpool prices are higher and 
stocks there are less, The cash demand is 
very limited Regular in round lots is $11.40 
and lard easy at $10.70. Leaf lard is 
quoted at $10.25 and unchanged. 
The range of quotations from 
on Saturday. May 13, to the close 
May 1%, is shown in the following 


High. Low, 


LARD.—The demand 


loose 


the opening 
on Friday, 
table:- 

Open. Close 
30 $1 
30 1 
| 
70 1 


TALLOW.—The demand 
ings so moderate that 
narrow Edible tallow 
@ic.; prime packers, 
Hab\yec.; No. 2 packers, 
derers, 5° @6 choice country, 
1, country, £ “B’’ country, 
No. 2, country, 

GREASE.—The 
fail to interest buyers 
and prices are steady 
ings. Pigs’ foot, 74@7%\c.; 
7u4c.; ‘A’ white, 6%@6%c.; ‘“‘B’’ white, 6@ 

crackling, 54%4@5%c.; bone naphtha, 4@ 
yellow, 54@5lee.; brown, 4%@ic.; house, 
; garbage, 4@4\c. 

SARIN.—There is only a very moderate 
trade, but prices are quite steady. Prime oleo, 
8.@8%c.; No. 2 oleo, 74@7'%4c.; tallow stearin, 
6%@i7c.; “A” white, 64%@6\%c.; “B’ white, 
646%c.; yellow grease stearin, 54@5\c. 


London Tallow Auction 


LONDON, May 17, 1922 
for tallow at the auction held here 
light and the prices realized were 
6d. lower than those secured at the last pre- 
vious sale. The offerings amounted to 1,54 
casks, of which 228 were sold. 


40 30 $11.40 $ 
+ 35 «(11.40 
5O 11.60 


70 11.82 


is so light and 

the market is 

is 74@7'*c.; fancy, 

6% @7« No. 1 packers, 

5@5\%c.; No. 1 ren- 

64%@6%c.; No. 
54@5'ee. ; 


$11. 
11 
11, 
11. 


1 
1. 
1.6 
1.95 


is inactive. Offerings 
except at concessions, 
with moderate offer- 
choice white, 6%@ 


market 


Demand 
today was 


37 


Liverpool 


quotations 
for the 


refined 
(per 


on 


the 
week 


Liverpool 


Following are 
American tard in 


112 pounds):— Suaty: Sept. 


s a, s. d. 
oy 63 
6Y 9 
7 860 
60 «6 
if) 


Spot 

s l. 
0 67 9 
uv 6s 38 
os 6 


Saturday ....... 68 
Monday . 68 
Tuesday ... oe = 6 
Wednesday 6S 6 6S 0 ; 
Thursday 6s 6 6s 6 ou 
triday 6 6s 6 m0 0 

Australian 


Following are the quotations on 


tallow in Liverpool for the week :— : 
Fine, good, 


Choice. mixed. 

s d s. d. 
ay C+ 6 
au 0 6 
Tuesday 0 6 
Wednesday 0 6 
Thursday 3t 0 : 
Friday { 


Saturday 
Monday 


Conditions in the market for animal 
oils underwent little change last week. 
Business was on a moderate scale as 
a rule, with prices generally steady. 

DEGRAS.—Light of domestic and 
foreign origin is in small supply, and 
with demand good these grades remain 
firm. Dark seems to be plentiful, 
especially foreign product. Quotations 
on domestic range from 4@4%c. Ow- 
ing to the strike in New England pro- 
duction for some time past has been 
far below normal. 

LARD.—There was a fair demand 
from domestic and foreign buyers, and 
the market remained steady. Quota- 
tions: —Frime, per 100 pounds, $14.12%4; 
extra winter strained, $11.50; extra, 
$10 extra No. 1, $9.75; No. 
$9.2 No. 2. $9. 

NEATSFOOT.—The situation lacked 
new features, being steady with the in- 
quiry fair. Pure, $18 per 100 lbs.; ex- 
tra, $9.75; No. 1, $9.25. 
OLEO.—Demand was moderate, and 
the market retained a steady tone. 
No. 1, $10.75 per 100 lbs.; No. 2, $9.75; 
No. 3, $8.75. 

TALLOW.—Acidless was 
$10 per 100 pounds, with a 
bing demand. 


Fish Oils 


were few developments of in- 
Demand was slow as a rule, 
but with supplies unusually small 
prices were generally maintained at 
recently prevailing levels. 

coD.—A fair inquiry was noted, and 
with the offerings light the market re- 
tained a steady tone. Advices from 
Norway state the satch for the season 
to May 3 as 33,700,000 fish against 32,- 
200,000 in the same time last year. 

HERRING.—There was a lack of 
new developments, the market being 
quiet and steady at 32@33c. per gal- 
lon, f. 0. b. Pacific Coast. : 

MENHADEN.—The market was quiet, 
consumers being disposed to hold 
aloof and await developments in the 
new crop. Nothing of importance or 
striking interest has been received in 
regard to the results of fishing in 


(Continued on page 45) 
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OLIVE OIL FOOTS 


BOYER, KIENLE CO., Inc. 


Telephone Rector 8 87-8-9 


90 WEST STREFT 


NEW YORK 


China Wood Oil 


ELBERT & CO., Inc. 


Telephone 
Broad 2635 


27 William St., New York 


A. GROSS & CO. 


For nearly 60 years manufectarers of 


STEARIC ACID 


RED OIL 


Single, Double and Triple Pressed, Saponiiied and Distilled 


STEARIC and COMPOSITE CANDLES. 


Sales Office: 90 West Street, 


CRUDE GLYCEBRINE 


. New York 


Factory: Newark, N. J. 


ESTABLISHED 1856 


WILL & BAUMER CANDLE CO., Inc. 


SYRACUSE, N. Y. 


Manufacturers of 


STEARIC ACID, RED OIL 
AND GLYCERINE 
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A Bird’s-Eye View 
New Bulk Shipping Station 


UNION PETROLEUM CO. 
Marcus Hook, Port of Philadelphia, U. S. A. 


ERE we picture a miniature bird’s-eye 

view of the Union Petroleum Company's new 
bulk shipping station, recently remodelled at a cost of several 
million dollars, constituting an international factor in the 
distribution of Petroleum and its Products. 


Located at Marcus Hook, Philadelphia Har- 


bor — the fastest loading port on the Atlantic Seaboard, 
the Union Petroleum Company has here assembled one 
of the most modern and complete storage and compound- 
ing plants in the country, making a Great Central Market 
for the world’s buyers of high grade petroleum. 


Reckon with Union for all your export ship- 
ments and domestic deliveries — tank car, tankers, barge 
or mixed cars — phone, write or wire us for quotations — 


From A Can To A Cargo. 


UNION PETROLEUM CoO. 


PHILADELPHIA — CHICAGO 


NEW YORK . SAN FRANCISCO OIL CITY, PA. 
DALLAS, TEXAS TULSA, OKLAHOMA 


ab i 
P ry a ——— re Sas 


UINIOINE 


wpy right 1922 — Union Petroleum Company 
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OIL PAINT AND DRUG REPORTER 





PETROLEUM AND ITS | 
PRODUCTS 


Unless otherwise specified, our prices are those prevailing in the New 


re 
York Market and are for large quantities. 


Complete prices current 





will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 


Last week not a 
changing prices in the petroleum mar- 
ket. No further made 
in gasoline quotations by dis- 
and nothing 
the rumors, so freely circulated in the 


was 


advances were 
large 
heard of 


tributors, was 


recent past, about an advance in crude 
prices, There was no disposition in 
the industry to attribute the stability 
ot gasoline prices to the fact that the 
United States Senate is considering an 
investigation of the advances recently 
made in that market. Since the rise 
started, it has been only once in two 
weeks that prices have been changed, 
and prices having been advanced the 
week before it was hardly to be ex- 
pected that any changes would be 
made during the period just closed. 

Stocks are still piling up, and stocks 
of crude in this country promise to 
continue to increase as long as the 
import movement is as large as it is 
at the present time. The increase in 
crude stocks last month is placed at 
9,583,000 barrels, and this covers only 
crude stocks in pipeline and tank farm 
storage. Consumption does not equal 
production plus imports, and cannot 
be expected to until there is a radical 
change in conditions. For the week 
ended May 13, the average daily do- 
mestic production was 1,422,400 barrels, 
as compared with 1,407,450 barrels fo1 
the preceeding week, an increase of 
14,950 barrels per day. 

During the same week imports aver- 
aged 410,457 barrels a day, compared 
with 468,357 barrels for the previous 
week, so that the gross for the week 
was 22,950 barrels a day less than for 
the week before, If the decrease in 
the movement from Mexico should 
continue for any length of time to be 
as great as shown by these figures, 
there would be a decided change in 
the situation, for consumption during 
the next six months can be expecied 
to take care of domestic production, 
unless the latter should increase more 
rapidly than seems possible. 

Interest continues to be centered in 
the gasoline situation, and this condi- 
tion of affairs can be expected to con- 
tinue. There is nothing new in the 
fact. that the stock of gasoline in this 
country is greater than ever before, 
but this large accumulation was piled 
up deliberately, because it was expect- 
ed that consumption this year would 
be of record building volume. There 
is nothing to indicate that domestic 
consumption of gasoline will not come 
up to expectations, but last week bad 
weather in many parts of the country 
held down service station and 
it does not look as if total consumption 
for this month would be any larger 
than it had been expected to be. 

There is no feeling in the trade that 
consumption has been curtailed by 
the recent advances in the price of 
gasoline, The consumption of gasoline 
in this country last year was placed 
at 4,516,012,979 gallons, and theré@ was 
on hand at the beginning of this vear 
a stock of 586,087,132 gallons. The 
stock on hand at the present time is 
estimated to be over 1,000,000,000 gal- 
lons, and production this year prom- 
ises to be considerably more than the 
5,153,549,318 gallons which the Bureau 
of Mines says was the production last 
year, Consumption last year was 
259,564,974 gallons more than that of 
1920, while production showed an in- 
crease of 271,002,669 gallons over the 
preceding. The great accumulation of 
erude oil now on hand makes it im- 
probable that refineries will be short 
of supplies this year, and a large carry- 
over of gasoline at the end of 1922 
seems certain, no matter how large 
consumption may be. 

While interest in other refinery prod- 
ucts is slight in comparison with that 
in gasoline, there seems to be some 
improvement in the situation, and pro- 
ducers and refiners would welcome a 
condition of affairs that would make 
it unnecessary to depend to as great 
an extent upon gasoline to support 
the whole market as has been 
quired for the last year 

An active effort has been 
increase the export demand for kero- 
especially in the Far East, and 
has been some improvement in 
business recently, especially in 
the demand for case goods, Lubricat- 
ing oils are in better shape because 
of an improvement in demand for auto- 
mobile lubricants. 

The large producers are making every 
effort to hold the fuel oi] market 
steady, and there is a definite promise 
of a material increase in the domestic 
consumption of fuel oil. However, 
must continue to hold the 
the stage, and the profits of 
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Crude Oil 


The rumors of an all-round advance 
in crude oil prices undoubtedly started 
in Wall Street, and 
nothing developed in the petroleum 
market to show that there was any 
foundation for the story. Crude prices 
are well established, and have not been 
changed for some time. They are un- 
doubtedly high enough to encourage 
efforts to increase production, and the 
large stocks on hand are a logical 
argument against a further advance 
at this time. Production for the week 
of April 13 was 105,160 barrels per 
day larger than that of the same week 
last year, but this does not mean that 
all fields are producing more oil than 
they were a year ago. 

The following fields showed a larger 
production for the week than for the 
corresponding week of 1921:—Okla- 
homa, Central Texas, North Louisiana 
and Arkansas, Gulf coast, Montana and 
Wyoming and California. The increase 
in California was only 1,000 barrels a 
day, and Kansas, North Texas and the 
Eastern fields were producing less 
than they were a year ago. 

The fact that there 
crease during the last two weeks in 
the import movement from Mexico is 
good news to domestic producers. It 
has been the heavy movement of im- 
ported oil that has forced stocks in 
this country to their record-breaking 
size, and if imports should grow lighter 
during the period of heaviest con- 
sumption there would be a_ radical 
change in the statistical position of 
the market. There is every indication 
that there will be very active drilling 
operations in this country during the 
rest of this year, and whether domestic 
production will increase or decrease, 
of course, depends entirely upon the 
amount of new production brought in. 


Refined Products 


There is a 


there has been 


has been a de- 


natural increase in do- 
mestic consumption of gasoline every 
day at this season of the year, and 
there was more gasoline sold to ulti- 
mate consumers last week than there 
was the week before. The demand was 
not as good as it would have been, 
however, if there had been better 
weather. In a large part of the coun- 
try bad weather held down consump- 
tion very materially. The real season 
for heavy consumption of gasoline be- 
gins the first of June, however, and 
and there is every reason for believ- 
ing that consumption this summer will 
come up to the optimistic predictions 
which have been so generally made 
by those in the business. 

It was a week of practically sta- 
tionary prices in refinery products, al- 
though here and there there were 
slight advances. The tendency of re- 
finery prices of gasoline is still up- 
wards, and efforts were made _ to 
stiffen prices of fuel and gas oil. No 
changes were made in export quota- 
tions, and there was some improve- 
ment in the export demand. Stocks 
of all sorts of refinery products are 
ample. Refiners have been trying all 
year to hold down stocks of kerosene 
and to produce as much gasoline and 
as little kerosene as possible, and their 
efforts have prevented an accumulation 
of kerosene great enough to be a par- 
ticularly heavy weight on the market 
at this time. There was less talk of 
higher prices for gasoline during the 
period-than at any time this season, 
although many were inclined to the 
belief that eventually gasoline would 
sell considerably higher. The general 
feeling seemed to be that the ad- 
vances already made discounted the 
situation as it existed, and that fur- 
ther advances would wait upon an in- 
crease in the demands of consumers. 


Gasoline and Naphtha 


Gasoline prices remained unchanged 
during the period. This was true both 
of tank wagon prices and export prices 
of gasoline and naphtha. There was 
a good seasonal domestic demand and 
some increase in the interest shown by 
exporters. A great deal of light Mex- 
ican oil is being used by Eastern re- 
finers, and the amount of gasoline de- 
rived from this source this year will 
be very large. Many refineries have 
been quite successful in their efforts to 
increase gasoline yield and hold down 
the production of kerosene. There 
seems little chance that there will be 
any reduction in the total of gasoline 


Ask An Advertiser-QP9R-Be An Advertiser 


We Blend With Definite Still 
Temperatures and Pressures 


JBN Oils 


With our increased capacity we are now enabled to take 
on new customers for these products, which we have been 
unable to do for the past several months. 


Send us your inquiries for these high viscosity Motor Oils. 


Ohio Valley Refining Company 


ST. MARYS, W. VIRGINIA 


Petrolatum Protection— 


Most of the big leaders among phar- 
maceutical manufacturers use “Can- 
field” as their sole source of petrola- 
tum supply. So do scores of smaller, 
growing ones. 


Canfield’s long manufacturing experi- 
ence guarantees petrolatum quality 
with every pound can, barrel, drum 
or tank car you buy. 


For petrolatum protection — specify 
“Canfield.” 


THE CANFIELD OIL COMPANY 


General Office: 
CLEVELAND, OHIO 


Refinery: 
CORAOPOLIS, PA. 


An Unusually High Vacuum Pump 


~ 


’ Fig. 1177 


5 x 6” Vertical Triplex Power 


TRANSIT PUMP 


We recommend installing a pump in such a position that the 
suction will be as low as possible, but there are some installations 
where a high suction lift is part of the job, and here we try to 
place one of these pumps to the mutual satisfaction of the cus- 
tomer and ourselves. 

It’s one of the old stand-bys redesigned and made so well 
that its capabilities are far above the average for a pump of this 
type. 


Our new Bulletin 302-A describes this pump in detail 


NATIONAL TRANSIT 
PUMP & MACHINE COMPANY 
OIL CITY, PA. 


New York, 


Kansas City, 


Philadelphia, Pittsburgh, Cleve land, 


Houston and 


District Offices: 


Denver 
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stocks this month. The steel barrel 
price of motor gasoline remained at 
“7c. in New York during the week, 
with the bulk price 19%@21i%%ec. Var- 
nish makers’, and painters’ naphtha 
was unchanged at 26c. per gallon. 
Refinery prices were a little stiffer, 
and Pennsylvania refiness were asking 
21% @: for 60 gravity, straight run 
gasoline. In Oklahoma some refiners 


were asking as high as 17%c. for navy 
gasoline. As has been the case all 
seuson, stocks in jobbers’ hands and in 
the hands of independent refiners are 
not large, although the total stock of 
gasoline in the count-y is larger than 
ever before. This makes for a firm 
market. 

Export business was reported as 
better last week than it had been the 
week before, and this was one of the 
encouraging features of the situation, 
for, with the large stocks they have 
on hand, the big companies ave in a 
position to take care of a very active 
export demand. Some of the largest 
independent refiners have sold _ their 
gasoline output for some months 
ahead, and are making active steps 
at the present time to increase their 
production. The total p-zoduction of 
gasoline promises to show as much 
increase over the figures of last year 
aus last year’s figures did over those 
of 1920, ; 


Kerosene 

The only feature in this market dur- 
ing the period was the fact that ex- 
porters reported some improvement in 
foreign demand. This was as far as 
the local market is concerned. In the 
West a much better feeling was re- 
ported among independent refiners 
because of the fact that some of the 
large distributing companies were re- 


lieving the pressure of stocks of kero- 


sene upon refiners by making liberal 
purchases. Kerosene that producers 
in the mid-continent fields had ex- 


pected to have to carry over the sum- 
mer has been sold to large handlers 
for movement to the seaboard, and 
this is taken as an indication that a 
material improvement in the export 
situation is expected later on. The 
passing of any considerable amount of 
kerosene from weak into strong hands 





would naturally relieve the pressure 
on the market, even if there was no 
improvement ig consumption at this 
time. The local price of kerosene to 
small consumers remained unchanged 
at 13c. Export prices were:—Water 
white, bulk, 7c. per gallon; barrels, 
13c.; cases, 164%c. Standard white is 


one cent a gallon below the prices on 
water white. 


Fuel and Gas Oil 


An effort has been made by pro- 
ducers in the East to steady the mar- 
ket for fuel and gas oil, and the lead- 
ing refiners still quote bunker oil at 
$1.2642 per barrel, delivered in the port 
of New York, Light fuel oil was 
advanced from 4c. to 4%c. a. gallon 
last week, and there was a firmer tone 
to the market for gas oil. In the West 


the continuation of the coal strike is 
increasing the interest in the fuel oil 
market, but it has had little effect on 


seaboard markets. Stocks of fuel and 
gas oil at the Seaboard are large, and 
will continue to be as long as the 
movement of Mexican oil into this 
country continues. Most of the large 
consumers of gas oil have contracts 
running until the end of the year, and 
it is yet too early for them to show 
much interest in next year’s delivery. 
However, there seems to be a better 
tone to this market than there was 
a short time ago. 


Lubricating Oils 


It is reported that there was an in- 
crease in stocks of lubricating oils at 


the refineries last month, but the in- 
crease was not a large one, and the 
demand has improved considerably 


since the first of the month. Stocks of 
lubricating oils at the seaboard have 
been large for a long time, however, 


and it is difficult to bring about any 
advance in price, although there is a 
firmer undertone to the market, and 
not as much price slashing as there 
formerly was. The best feature of 
the situation is the improved demand 
for automobile lubricants. This is 


natural at this season of the year, and 
can be expected to increase steadily 
throughout the summer. The demand 


for neutrals and bright and cylinder 
stock is better than for a long time 
past. Jobbers have not been free 
buyers thus far this year and _ pro- 
ducers are inclined to anticipate a 
decided increase in the jobbing de- 
mand early next month. There has 
been considerable increase in the ex- 
port movement, and England is show- 
ing more interest in the market than 
it was earlier in the year. 

Petrolatums 

There was not much change in this 
market during the period, although 
producers and distributors find that 
there is more interest shown than 
there was a short time ago. The most 
active demand continues to be for the 
best grades, 

Quotations were:—Snow white, 13c.; 


lily white, 9c.; cream, 
7T%c.; amber, 4%c.; dark 


veterinary, 3\%c.; dark green, 


petroleum jelly, 
amber, 4c.; 
93 . 

4c. 









OIL PAINT AND 
Waxes 


Producers in the West 
to be inclined to hold on to their waxes 


are reported 


in the hopes of higher prices later on. 
There are others who believe that the 
market is on its way to a higher level, 
but the demand does not yet seem to 
be active enough to justify higher 
prices. Most of the interest last week 
was in match wax, and stocks of this 
grade have not been large for some 
time. 

Quotations were: White, crude, 
scale, 122@124 A. m. p., 2% @2%c. per 
pound; 124@126 A. m. p., 2% @2'ac.; 
yellow crude, scale, 124@126 A. m. p., 
23, @2%c.; match wax, 105@108 A, m. 
p.. 4@4%c.; semi-refined, solid, bags, 
122@124 A. m. p., 2% @3c.; 124@126 A. 
m. p., 3c.; fully refined, 118@120 A. m. 
p., 3%e.; 123@125, 3%c.; 125@127, 
3¥%c.; 128@130, 4¢c.; 130@132, 4%&c.; 


133@135, 135@137, 4%c.; 133@ 


140, 6%c. 


4%ec.; 


Chicago 
CHICAGO, May 


There has been an excellent demand for 
gasoline during the week, and other prod- 


1922 


18, 


ucts have felt the improvement of this 
activity in the lighter oil. Reports from 
the Bureau of Mines showing reductions 


in stocks in the kerosene and tuel oil divi- 


sions have helped to improve the situ- 
tion, which is now generally regarded 
with much hope, although some of the 
thinkers in the business see in present 
conditions the result of a seasonable de- 
mand and do not iook for a really strong 
market during the year unless export 
trade grows in importance. Local repre- 


sentatives for exporting companies say 
that there should be a gradual improve- 
ment in demand for all products, but that 
any heavy increase not likely. They 
believe that foreign buyers will do just 
as the buyers everywhere are doing, and 
that supply wants for a period and 
then drop out until forced to enter the 
market again to renew stocks. 


is 


is, 









GASOLINE.—The demand is hardly as 
brisk right at this moment as it was a 
week ago. The advance in the tank 
wagon price, and reports of prospective 
advances with the improvement in the 
roads promising an increase in distribu- 
tion, caused jobbers to replenish their 
tanks and get ready to do business. Many 
refiners are sold up and several of the 


larger marketing organizations are in the 
Same condition. Gasoline is really scarce 


so far as jobbers are concerned, Prices 
are working upward and are firm at the 
following rates, which may be low to- 
morrow, so uncertain is the market. For 


straight run gasoline, Group 3, delivery 
in sellers’ cars, the present prices are: 
56@58—450, 17% @18\c.; 58@60—437, 18%@ 
19c.; 600@62—400 is practically unobtain- 
able, but a nominal quotation would be 
204%@21c.; 64@66—375 is scarce at 21%@ 
22c.; 68@70—360, 22%@23c. Demand for 
the 56 and the New Navy grades is so 
strong that refiners are not running much 
of the higher tests, and what they are 
producing is taken on contracts for ex- 
port and by blenders and jobbers. 

NATURAL GASOLINE.—This group 
has gone to prices that seem absolutely 
prohibitive. When the 80@84—330 grade 
touched 19%c. this week it was selling at 
three times what it brought a year ago. 
Yet little can be had at that price. The 
72@74—375 is quoted at 20%c., but there 
is no quantity to be had right now. 
Blends of all kinds are selling well, with 
17%ec. the present price of 60@62 or of 
64@66, which are the regular grades most 
commonly sold. Some refiners are making 
a_ line of “‘freak’’ blends that they are 
able to sell at 17c., and which they claim 
will give satisfaction. 

KEROSENE AND NAPHTHA.—The de- 
mand for kerosene has been surprisingly 
good, and dealers are rather at their wits’ 
end to account for it. Low stocks in job- 
bers’ hands, demand from users of trac- 
tors, and the large business reported in 
kerosene stoves for cooking and heating 
are all spoken of. Stocks continue to de- 
crease. Present basis of price for 41@43— 
water white is 44%c. Naphthas are in ex- 
cellent demand, and the price for naphthas 
is up to lée., little difference being made 
in the various gravities. The buyers are 
the refiners who use it in their product- 
tion of motor fuel. 

FUEL AND GAS OILS.—Fuel oil has 
strengthened considerably, but the price is 
only a little betters There is better con- 
sumption in the steel industry, but this 
comes from the gradual growth of activ- 
ities in that field rather than as a result 
of the coal strike. teports by coal oper- 
ators are that the supply received from 
the independent mines that are working 
is sufficient with the stocks in hand to 
run the country until well into December, 
basing the demand on last season. Makers 
of burners for fuel oil state that oil burner 
has been used sufficiently now to be rec- 











ognized as a regular method of heating, 
and that the more used the greater the 
demand, 

Gas oil is selling well. The ‘gas com- 
panies have been ordering as freely as 
their storage would permit, for they ap- 
parently expect advances in price, short- 
age or no shortage of coal. The advan- 
tage of gas oil for the cracking process 
is making a large consumption, and the 
advance in price may force the wider use 


of fuel oil in the cracking process, at least 


in those which have no tubes to choke 
With carbon. Prices named here range 
from $c. to 3%4¢., but little can be had, 
if any, under 3%e 

Road oil is unchanged, with prices 
firmer as the available supplies are re- 
duced by the announcement by a number 
of refiners that their product had been 
sold the season through, For road oil at 
the refinery the present rate is $1.35 on 
Group 3 basis. 

LUBRICATING OILS.—There is a very 


good domestic demand for lubricants of 
all sorts, particularly the grades used in 
the compounding of auto oils. Prices are 
firmer, and a concession in price is diffi- 
cult to obtain. Lists are not advanced to 
any great extent, but they are now the 
basis for doing business. 

TANK WAGON PRICES.—There has 
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been no announcement of any change in 
this market since the advance of 1 cent 
May 8. ‘he feeling here has been that 


both gasoline and kerosene would advance 
1 cent to 23@24c. for gasoline and 12%ec. 
for kerosene, which would be the price 
until considerably later in the season. The 





present prices are:—Gasoline, tank wagon, 
2 filling sation, 24c. Kerosene is still 
ll4ec. at the tank wagon. 

Tulsa 

TULSA, May 16, 1922 

Gasoline advances, which have for some 

time held the stage of the refinery mar- 
ket, were not the predominating feature 
of the market of the past week. The ad- 
vances spread to every product traded in 
the local market, including wax. This is 


the first time this year that the advancing 
trend of prices has permeated the whole 
list, and marks the return of the upward 


movement in the oil market. 

GASOLINE. — Except the very high 
grades, gasolines are up from one-half 
cent to a_ cent, New Navy 58-60 is 
quoted at 18c. to 18!:c., as compared 
with 174c. to 17'sc. the previous week. 
The hikes in the tank wagon market of 
the Magnolia Petroleum Co. territory, 
comprising . Oklahoma, Arkansas and 
Texas, played an important part in cre- 
ating higher quotations in this product 
in the past week. Two two-cent raises 
were made in the retail price of gasoline 
in these three States in the seven-day 
period. The average price is now 22c. a 
gallon at the tank wagon and 25c. at the 
filling stations. 

The investigation which is being pro- 
moted in Washington regarding the ad- 


vances made in gasoline prices is causing 
little concern in either refining or market- 
ing circles. Gasoline is too scarce, and 








the trade is convinced that a runaway 
market, such as has prevailed in the past 
three weeks, could not be avoided, as 
stocks of gasoline in refiners’ tankage 
have been very limited for months, and 
the prices were, therefore, entirely gov- 
erned by supply. No large stocks could 
be thrown on the market to check the 
advance in order to stabilize prices. 
Detailed quotations follow :—48-50 460 
end point, 164,@16%c 50-52 450 end 
point, 17@17%c.; 56-58 450 end _ point, 
17%@18¢c.; 56-58 (New Navy) 437 end 
point i. b. p. 140, 18@18\4c.; 58-60 (New 
Navy) 437 end point i.b.p. 140, 184@ 
18t4,c.; 60-62 400 end point, 194, @20c.; 
64-66 375 end point, 20144, @2I1c.; 68-10 end 





point 350, 2144 @22c. 

NATURAL GASOLINE.—These products 
continued their upward march uminter- 
ruptedly and are reaching prices that are 
almost prohibitive. There is very little of 
grade A available, but whatever trading 
was done in this product was made at an 
advance from %c. to 1\4c. Although this 
product is used in blending exclusively, 
unless its price comes down or the price 








of naphtha goes to lower levels, its use 
is likely to become restricted owing to 
its present price. 

Detailed quotations follow:—Grade A 


72-76 under 375 end point, 2¢ @21\c.; 
grade B 76-80 375 end point,, 20'%@2I1c.; 
grade C 80-84 375 end point, 20%@2lI1c.; 
grade D 80-84 330 end point, 2044 
20%c.; grade E 84-87 330 end point, 
204% @20%c.; grade F 87-90 330 end 
point, 20@20%c. Blends—Grade 1 60-62 
450 end point i. b. p. 87, 174%@17%e.; 
grade 2 62-68 450 end point i. b. p. 89, 
17144,@17%c.; grade 3 66-70 450 end 
point i. b. p. 70, 17% @18c. 
KEROSENE.—tThis product sold at a 
new high level for the year during the past 
week and seems to have cleared the bar- 
rier that long held its price at the level 
at which it remained for at least eight 
months. It is now quoted at 4@4\4c. a 
gallon, against 314, @3%<c. in the previous 






week. Purchases in the _ agricultural 
States have greatly increased in the past 
week and export demand has also been 
more active. The demand in the past 
week plus that of the week before has 
reduced stocks to a level which forced 
two refiners to buy this product in the 
open market in order to fill the orders of 
their clients. 

Detailed quotations follow:—41-43 
water white kerosene, 4@44c.; 42-43 
water white kerosene, 44,@4'oc.; 45-47 
distillate 520 end point, 8%@9c.; 46-48 
distillate 500 end point, 10@11c. 

FUEL AND GAS OILS.—The fuel oil 
market received an impetus during the 


week by the announcement of the closing 
of some large contracts. While it has 
been known for some time that railroads 
were negotiating for a large supply, fuel 
oil jumped 5c. a barrel when the deals 
were consummated. One railroad has 
signed a contract to buy 100,000 barrels 
a month for three years at a price 60 per 
cent. of the market price of crude oil, 
agreeing on a minimum of 50c. and a 
maximum of $2.10 per barrel. 

With the closing of two contracts, to- 
gether with the expectations that more 
will be closed to cover at least 500,000 
barrels a month, the larger part of the 
fuel oil output. which is estimated to be 
about one-third of the amount of crude 
run by refiners, will be absorbed. 

Quotations follow: — 32-36 
(gal.), 3@34%4c.; 24-26 fuel oil 
a@95e.; fuel oil, buyer’s cars (bbl.), 904 
95e.; 50-60 asphaltic-content road _ oil, 
$1.15 @$1.25 ; 60-70 asphaltic content road 
oil, $1.25@1.30. 

LUBRICATING 
been a noticeable decrease in 
stocks in the past week and, as a 
one large firm advanced the prices of 
bright stock two cents. However, trading 
Was done generally at a one-cent advance 


gas oil 


(bbl), 90 


has also 
lubricant 
result, 


its 


OILS.—There 





The higher viscosities were the largest 
gainers 

Quotations follow :—Neutral oils, 70@ 
100 vis., No. 2 color, 4% @5\4ec.; 70@100 
vis., No. 24-3 color, 44,@5c.; 100@100 
vis., No. 2 color, 6%@7e.; 100@100 vis., 
No. 24-3 coor, 5% @6\4c.; 200@100 vis., 
No. 3 color, 12%@13c.; 200@100 vis., No. 
5 color, 114%4@12c.; 240@100 vis., No. 3 
color, 14%-15c.; 240@100 vis., No. 5 
color, 134%4,@14c.; 280@100 vis.; No. 4 
color, 16@16%ec.; 280@100 vis., No. 6 
color, 14%@1lbdc.; 3800@100 vis., No. 6 
color, 154% @16ce. Cylinder stocks, 600 
bright filtered, 28@31c.; 600 light filtered 
stock, 25@27c.; 600 steam refined olive 
green, 7@8c.; 600 steam refined dark 
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green, 6@7¢c.; black oil (summer), 5@ 
PARAFFIN WAX.—The new quotation 
on white crude scale wax, group 3, is 
2@2%4c. per Ib. 
Tidewater Plants Burned 

A single bolt of lightning struck three 
tanks, each containing some 15,000 barrels 
of kerosene and gasoline, at the Tide- 
water Oil Co.’s Bayonne, N. J., plant, 
simultaneously on the afternoon of May 


15, causing a conflagration that was vis- 
ible for miles around, Although the daily 
papers set the loss between half a million 
and two million dollars, officials of the 
company declare that it will not exceed 
$200,000, No insurance was carried. 
The gasoline and kerosene treating 
plants were destroyed, but the rest of the 
station is at present in full operation, and 
that everything will be 


it is expected 
going in two weeks. The Tidewater com- 
pany says it will be able to fill all its 


orders, 


Wisconsin Od Jobben Elect 





At the annual meeting held in Milwau- 
kee May 10, the Wisconsin Independent 
Oil Jobbers'’ Association elected the fol- 
lowing officers :— 

President, T. A. Clark, Clark Oil Co., 


H. Riggs, 
secretary- 
Lindsay. 


Vice-president, EK. 
Co., Ripon; 
MeMillan, 


Manitowoc ; 
Whiting-Riggs Oil 
treasurer, Wm. A. 


McMillan Co., Milwaukee; directors, the 
foregoing officers and R. E. Andrew, 
Pennsylvania Oil Co., Madison; F. H 
Mayfield, Bartles-Shepard Oil Co., Wau- 


kesha. 


German Petroleum Trade 


all of petroleum products 
United States supplied a larger per- 
of the total imports into Ger- 
during the last eight months of 
than it did in 1913, although for 
‘al products there was a considerable 


classes 


In 
the 
centage 
many 








decline in 1921 from the percentages sup- 
plied by the United States in 1920. Im- 
ports of lubricating oils from the United 
States were 41 per cent. of the total in 
1913, 87 per cent. in 1920, and 85 per 
cent. in 1921; of kerosene, 77 per cent. 
in 19138, and 94 per cent. in 1920 and 
1921; and of benzine, gasoline and re- 
lated products, 17 per cent. in 1913, 92 


per cent. in 1920, and 46 per cent. in 1921. 

German imports of lubricating oils 
have been very well maintained. If 
allowance is made for the reduction of 
German territory and the fact that gas 
oil not intended for motors was included 
in the 1913 imports of lubricants, it is 
probable that recent imports of lubri- 
cating oil into the present area of Ger- 
many are greater than for the pre-war 
year. 

Imports of crude 
as compared with 
though the present 
large. Imports of 
(chiefly kerosene) have declined greatly 
since 1913. Imports of the product 
which in German statistics is classified 
as “crude benzine”’ have fallen off 
sharply from the volume of 1913. 

There has been a striking growth in 
German imports of gasoline and related 
products. Mexico and countries other 
than the United States are supplying an 
increasing proportion of this trade. 


British Petroleum Trade 


Imports of the 
products into the 
ing March were 


have increased 
pre-war year, 
volume is still not 
refined petroleum 


oil 
the 


petroleum 

United Kingdom dur- 
somewhat greater than 
the February imports, with the excep- 
tion of fuel oil and lamp oil. Receipts 
of motor spirit, which includes gasoline, 
benzine ‘and naphthas, were nearly 
4,000,000 imperial gallons greater than 
the February figure. Lubricating oil im- 
ports were about 1,200,000 gallons, or 28 
per cent., greater than those for Febru- 
ary and 44 per cent. greater than those 
for March, 1921. The figures for fuel 
oil, on the other hand, show a decrease 
during, March, as compared with Febru- 
ary, of some 10,400,000 gallons, or about 
29 per cent., and were some 15,000,000 
gallons under the figure for March a 
year ago. 

Re-exports of petroleum 
eign and colonial mercnandise ) 
considerably during March, gas oil 
the only item to show an increase 
the February figure. Re-exports of 
oil were less than 14 per cent. of the 
ruary shipments. Motor spirit is 
largest item in this trade. 

Exports of petroleum products manu- 
factured in the United Kingdom are 
comparatively small, and during March 


principal 


products (for- 
decreased 
being 
over 
fuel 
Feb- 
the 








amounted to 1,425,112 imperial gallons, 
or less than one-half the February ex- 
ports, which totaled 3,184.419 gallons. 
The total export for March. 1921, how- 
ever, was only 535,726 gallons. Lubri- 
cating oil, the only item listed separately 
in the official statistics, was exported to 
the amount of 651,337 imperial gallons 
during March, as compared with 408,970 





month and 458,- 


1921. 


preceding 
March. 


the 
in 


gallons in 
438 galtons 


International Oil Relations 
WASHINGTON, May 18, 1922 


Although the United States will not be 
represented at the proposed Hague inter- 
national economic conference, according 


to the present prospect, it is expected 
that a close watch will be kept on pro- 
ceedings there, because there is as much 
likelihood of oil matters coming up for 
discussion at The Hague as there was 
at Genoa 

Announcement that a treaty is being 
arranged between America and Great 


Palestine 
the report 


the latter’s 
has been followed by 
United States and France are 
reaching an agreement over the French 
mandate for Syria The position of this 
government as to the latter is understood 
to be similar to that it has indicated in 
regard to other mandates and mandate 
territories, namely, insistence upon equal- 
ity of economic opportunity for American 


Britain 
mandate 
that the 


recognizing 


nationals and capital. If an agreement is 
near, as reported, it is said to indicate 
acceptance of the American position by 
France, as it has previously been recog- 


nized by Britain and Japan. 
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The quality must be of the high- 
est if the product is to carry 
the name—and the price fair. 


STANDARD OIL COMPANY 
(New Jersey) 
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VULCAN OIL REFINING CO. 


Executive Offices—Accounting Depa>tment. Sales Department—Refining Works, 


Hanna Bldg., CLEVELAND, O. CORAOPOLIS, PA. 


PETROLEUM PRODUCTS REFINERS of PENNSYLVANIA CRUDE OIL 


Gasoline, Kerosene, Absorbent Oil, Fuel Oil, Viscous and 
Non-Viscous Pale Neutral Oils, Filtered and Steam Refined 
Cylinder Stocks, White Paraffine Wax, Low and Regular 
Cold Test 300 Mineral Seal Oil. 


Producers, Refiners and Tank Car and Barrel Shipments 


Marketers of Petroleum 
DEEPWATER OIL REFINERIES 


HOUSTON, TEXAS 





MANUFACTURERS OF 
“THOROUGHLY REFINED” 
Zero Cold Test 


Lubricating Oils 





Cable Address: “Deepoil—Houston” 





WHITE 
Oil a 





COSDEN & COMPANY 


TULSA, OKLAHOMA 














Manufacturers and Distillers of 







Executive Office: White Oil Division Sales an So 
Building, 66 Broad Street, Bldg.; Houston. Texas, 
New York City. Clarendon, Pa.; Transpor- HIGH GRADE 





tation Bldg., Chicago. III. 


OO STEEL DRUMS 


15-30-50 and 55 gallon 
Light Shipping DRUMS 


For Oils, Greases, Pastes, Etc. 
ALSO 


DRUMS conforming to 
I. C. C. specifications 











Gasoline—Naphthas 
Lubricating and [Illuminating 


Oils 


UNEXCELLED 
PRODUCING—REFINING—TRANSPORTING 
FACILITIES 























HAT profit there is in small quan- 

tity sales depends upon economy 

and safety in shipping. You can 
brook no loss, however small, for it 
may wipe out your entire profit on the §— 
shipment. Republic Steel Barrels, Uni- 
form in Strength, afford the broadest @ 
assurance against loss of any kind. 
Today their continuous service for 
hundreds of shippers establishes a new Ff 
sense of what is attainable in shipping ff 
at lower cost and manifests their abil- 
ity to withstand the relentless tests of § 
modern transportation. New catalog 
shows a Republic Steel Barrel for 
every purpose. Get a copy. 


The Republic Steel Package Co. F 


7930 Jones Road 
CLEVELAND, OHIO 
Pacific Coast Office 

Mills Bldg., San Francisco, Cal. 































Capacity 3500 Drums Daily 


THE O810 CORRUGATING CO. 


WARREN, OHIO 













New York City Baltimore, Md. Louisville, Ky. 
135 Broadway 1403 American Bldg. 1819 Starks Bldg. 
Chicago. Ill. 
Philadelphia, Pa. 29 S. La Sallie Street Houston, Texas 
21lst & Race Sts. Tulsa, Okla. 302 Humble Bldg. 






907 Mayo Bldg. 
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H. S. Morton Retires from 
Standard Oil Co. of Indiana 


CHICAGO, May 18, 1922. 

With full honors gained in a lifetime 
of honorable endeavor and with the full 
respect of the industry as well as the 
highest regard from his business asso- 
ciates, H. S. Morton, first vice-president 
and a member of the board of the Stand- 
ard Oil Co. of Indiana, has retired from 
active service with the company with 
which he has been connected for so long. 

Mr. Morton began his life work in 
the petroleum industry in 1896 as a 
clerk with the P. C. Hanford Oil Co. of 
Chicago, which for many years sold the 
product of the Standard Oil Co in this 
territory. Mr. Hanford was one of the 
most active in the upbuilding of the early 
city and after he sold out his business 
to the Standard Oil Co. of Ohio was in- 
strumental in organizing the linseed in- 
terests and the American Linseed Co. 
Mr. Morton was gradually promoted from 
place to place in the Hanford organiza- 
tion, and when the Standard Oil Co. of 
Ohio took over the business, he con- 
tinued his connection therewith. 

When the Standard Oil Co. of In- 
diana was finally organized Mr. Morton 
became a member of the Chicago staff. 
He devoted much of his time to the 
lubrication department and was a recog- 
nized authority on that branch of the 
business. When, on the death of L. J. 
Drake in 1918, the company was re- 
organized, Dr. Burton being made pres- 
ident and Robert Stewart, chairman of 
the board, Mr. Morton was made first 
vice-president. This was at once a most 
fitting and popular selection. Since that 
time and until the fifteenth of this month 
Mr. Morton has occupied the position of 
first vice-president, at the head of the 
sales department. 

At a meeting this week of the Board 
of Directors of the Standard Oil Co. of 
Indiana a minute was adopted expressing 
the regret of the organization at the loss 
of Mr. Morton’s services. Chairman R. 
W. Stewart, acting as spokesman for the 
25,000 employes, extended affectionate 
well-wishes and expressed the hope that 
Mr. Morton would enjoy for many years 
the fruits of his labors. 

The company is not yet ready to an- 
nounce, the changes that will follow the 
retirement of Vice-President Morton, but 
it is reported in the trade that additional 
directors will be named and that the new 
names on the list of directors will be 
those of E. J. Bullock, director of pur- 
chases; T. J. Thompson. general man- 
ager, sales department; R. H. McElroy, 
manager of the traffic department. Con- 
firmation of this report is not obtainable 
at this writing. 


Petroleum Tests Published 


WASHINGTON, May 18, 1922. 
Technical paper 298, ‘“‘Methods of Test- 
ing Petroleum Products,” has just been 
issued by the U. S. Bureau of Mines, as 
handbook for inspecting laboratories. 
It includes the methods which are used 
officially in the routine testing and inspec- 
tion of petroleum products bought under 
Federal specifications, and is published 
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in connection with the _ specifications 
adopted by the Interdepartmental Petro- 
leum Specifications Committee. The 
specifications themselves were published 
some time ago by the Bureau. 


Italy Seeks Oil Pacts With 


Poland and Roumania 


In addition to the commercial treaty 
with Poland, Italy is reported by the 
Associated Press from Genoa to be nego- 
tiating a special convention concerning 
Polish oil, and another with Roumania 
for _the importation of raw Roumanian 
oil in Trieste, where it will be refined. 
This convention with Roumania will be 
accompanied by a commercial treaty. 

France, Italy, Spain, Portugal ana 
Greece have agreed to meet in Paris in 
the summer for a conference regarding 
their alcoholic production, which is seri- 
ously imperiled by the prohibition laws 
in the United States. 


Refinery Output in March 


WASHINGTON, May 16, 1922. 


Detailed tabulation of the output of 
petroleum refineries in March, supple- 
menting the general statement given in 
last week’s Oil, Paint and Drug Reporter, 
page 40H, is appended :— 


Refinery Output in March 


-—Daily averag 
Total. 1922. 1921. 
Crude run..bbls. 39,093,958 1,261,095 1,145,455 
Oils purchased 
and re-run.... 
bbls. 3,982,951 128,482 89,959 
Gasoline ...gls. 472,277,870 15,234,770 13,541,787 
Kerosene ...gls. 178,785,027 5,767,259 5,459,610 
Gas and fuel... 
gis. 849,105,582 27,390,503 24,462,409 
Lubricating..gls. 73,391,253 2,367,460 2,354,945 
Wax lbs. 38,362,684 1,237,506 1,216,760 
Coke »2t2 1,944 1,467 
Asphalt ....tons 100,119 3,230 2,735 
Miscellaneous .. 
gis. 139,538,916 4,501,255 2,769,329 
Losses ....bbls. 1,312,305 42,332 50,824 
Stastitics of income and outgo of re- 
finery products for the first quarter of 
the current year are given in the fol- 
lowing table, in comparison with 
corresponding period of 1921:— 


the 


Gasoline 
——— Ga llons—__, 
1922. 1921. 


Income— 
Stocks, January 1.. 
Production 
Imports 


462,381,837 
1,268,416,081 
9,540,679 
1,740,338,597 
151,953,454 
9,230,954 


866,110,709 
713,043,480 


1,740,338,597 


586,087,132 
3Lt 3,799 
22,565,707 
1,923,776,640 
140,840, 284 
2,655,041 


926,049,660 
$54,231,655 


Outgo— 
Exports 
Shipments to 
sular possessions. 
Domestic 
tion 
Stocks, March 31.., 


consump- 


Totals 1,923,776,640 


Kerosene 
———— Ga llons——— — 
1922. 1921. 
Income— 
Stocks, January 1.. 
Production 


341,008,555 
518,922,394 


859,930,949 
223,583,902 
3,419,447 


311,499,843 
321,427,757 


Totals 
Outgo— 
Exports 
Shipments 
sular possessions. 
Domestic consump- 
tion 
Stocks, March 31... 


209, 222,292 
1,381,513 


273,804,353 

446,367,188 
859,930,949 930,775,346 

Lubricating Oils 


——— Gallons 
1922. 1921. 


216,765,516 
216,828,474 


433,595,990 
108,784,110 
442,111 


87,481,388 
236,886,381 


433,595,990 


Gas and Fuel Oils 


———— Ga llons——_-____, 
1922. 1921. 


837,404,414 
2,327,561,136 


3,164, 965,550 
*522,036,638 
26,809,808 


1,610, 801,165 
1,005,317,939 


3,164, 965,550 


Figures on exports and shipments are taken 
from reports of the Bureau of Foreign and Do- 
mestic Commerce. 

* Included fuel or bunker oil for vessels en- 
gaged in foreign trade:—1919, 2,017,955 bar- 
rels; 1920, 4,999,676 barrels; 1921, 6,441,231 bar- 
rels; 1922, 7,023,780 barrels. 


Totals 


Income 
Stocks, January 1.. 
Production 


160,522,477 
231,344,164 


391,866,641 
81,756,261 
1,698,006 


84,998,281 
223,414,093 


"391,866,641 


Exports 
Shipments 
sular possessions. 
Domestic consump- 
tion 
Stocks, March 31... 


Totals 


Income— 
Stocks, January 1.. 
Production 


1,331,265,439 
2,468,301,788 


3,799,567,227 
*449,562,562 
30,690,438 


2,069, 036,466 
1,250,277, 761 


3,799, 567,227 


Shipments 
sular possessions. 
Domestic consump- 


tion 
Stocks, March 31... 


Storage and Loading Rules 
for Petroleum Revised 


Pursuant to advice from the Bureau 
of Explosives, received July 1, 1921, the 
general committee on railroad trans- 
portation of the American Petroleum In- 
stitute has prepared a revised draft of 
A. A. 2084 (formerly B. C. L. 190) 
relating to the rules governing the loca- 
tion of loading and unloading racks and 
storage for petroleum. The proposed re- 
vision differs from the existing circular 
chiefly in that it applies some of the pro- 
visions of the old circular to new in- 
stallations. 

The revised draft has been submitted 
to the petroleum industry for comment 
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and criticism. If it is satisfactory, it 
will be agreed upon by the institute and 
the bureau. 


Mexican Oil Lands Decrees 


Are Especially Significant 
WASHINGTON, May 18, 1922. 


Advocates of recognition of Mexico find 
comfort in the recent reports from Mex- 
ico City that the Supreme Court there 
has rendered four more decisions respect- 
ing American oil rights in the case of the 
International Petroleum Co. and other 
concerns. 

If the reports are true, and if the 
decisions are along the same line as that 
in the case of the Texas Company some 
time ago relating to oil lands in Mexico, 
the five decisions together, it is claimed, 
will constitute a precedent binding upon 
the Mexican court in dealing with Amer- 
ican oil rights in the future. 

The State Department has no official 
information about the recent Mexican 
court decisions, but has asked the Amer- 
ican Embassy at Mexico City to send 
copies of the decisions. "When these shall 
have arrived and been digested, depart- 
ment officials may have something to say 
on the subject. 

Meanwhile the impression is that one 
more step may have been taken in the 
court decisions tending to show that the 
Obregon government is inclined not to 
enforce article 27 of the Mexican consti- 
tution retroactively or the confiscatory 
decrees of the late General Carranza 
against American oil properties in Mexico. 


Natural Gasoline Process 


Involved in Patent Suit 


Appeals have been taken by the Stand- 
ard Oil Co. of New Jersey and the Hope 
Natural Gas Co., of West Virginia, from 
the decision of the Federal District Court 
in Oklahoma, which held that the Okla- 
homa Natural Gas Co. does not infringe 
on a Standard Oil patent for the extrac- 
tion of gasoline from natural gas. The 
appeals are up for hearing in the United 
States Circuit Court of Appeals, now 
sitting at St. Paul, Minn. 

The defense of the Oklahoma company 
in the recent action was based on a con- 
tention that the process in question is an 
obvious one and therefore not patentable. 
It was charged in the defense of the suit 
that the Standard and Hope companies 
were creating a monopoly through de- 
manding excessive royalties for the use 
of the process claimed to be protected 
legally by patens. 


Among March exports of tubular 
products and fittings are listed 11,146,- 
824 pounds of oil pipeline and well 
casings, which were shipped to thirty 
foreign destinations at an aggregate 
value of $475,919. Peru was the largest 
single importer of this material, her 
share being 2,575,732 pounds, while 
Mexico ran a close second with 1,752,- 
852 pounds. 
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Gasoline Price Probe 
Ordered in Senate 


Resolution Asks for Report on 
Supply and Alleged Har- 


mony in Decreases 


WASHINGTON, May 16, 1922. 


Senatorial investigations into the oil 
situation now are contemplated in two 
directions. While the Committee on Pub- 
lic Lands is waiting to begin the investi- 
gation of the Teapot Dome and other 
naval oil land reserve leases, under the 
resolution of Senator La Follette, of Wis- 
consin, the Committee on Manufactures, 
of which he is chairman, has_ been 
charged by the Senate with the duty of 
investigating gasoline prices, under a 
resolution adopted by the Senate late 
Saturday on motion of Senator McKellar, 
of Tennessee. 

Discussion of the latter matter was 
brief. Senators Smoot and King, of Utah, 
and others referred to the fact that reso- 
lutions had been introduced months ago 
by Senators King and Harreld, of Okla- 
homa, for investigation into an oil mo- 
nopoly and other phases of the situation. 
These were referred to the Committee on 
Commerce, the chairman of which, Sena- 
tor Jones, of Washington, told the Sen- 
ators sponsoring the resolutions had not 
pressed them. 

Senator McKellar spoke briefly, refer- 
ring to recent increases in gasoline prices 
aggregating 4 cents per gallon, whereas 
the price of crude oil is “depressed as 
never before” and very large stocks are 
on hand. He said he wanted action. Sen- 
ator Smoot said he thought the subject 
ought to be investigated. 

e resolution, as adopted, follows:— 


Resolved, That the Committee on Manufac- 
tures, or any sub-committee thereof, be. and 
it is hereby authorized and instructed to in- 
vestigate and report to the Senate as early as 
possible :— 

1. The stock of crude oil on hand at the re- 
fineries in the United States for the years 
1920, 1921 and 1922. 

2. The price of crude oil during the various 
months in said years. 

8. The stock of oline on hand during the 
said years 1920, 1921 and up to date in 1922. 

4. The relation of prices of gasoline during 
said years to the prices of crude oil. 

5. ether or not the recent increase in the 
price of gasoline has been by some companies, 
or whether there has been any uniformity in 
the prices demanded by all of the companies. 

6. Whether these prices have been put in at 
a same time or at substantially the same 

me. 

7. Whether there has been any understand- 
ing or agreement between various companies to 
raise the prices. 

8. Whether there is any natural reason for 
the increase of prices of gasoline. 

9. And all such facts as bear upon the 
present increase of prices of gasoline in view 
of the decreased price of crude oil. 

Meanwhile it develops that the Depart- 
ment of Justice has received a number of 
complaints against gasoline prices, and 
an pevenseetten is in contemplation there 
under which the somunemats will receive 
attention as other alleged violations of 
the anti-trust laws do, it is stated. 


‘Naval Oil Reserve Leasing 


Proceeds Despite Opposition 


WASHINGTON, May 17, 1922. 


Senator LaFollette continues to build 
up his case against the naval oil leases. 

is latest fortification was in the form 
of a memorial or petition from the Na- 
tional Association of Independent Oil 
Producers, Tulsa, Okla., protesting against 
the leases. The protest is directed against 
the policy of opening the reserves for 
exploitation, against the method of leas- 
ing them without competitive bidding, 
and against the proposition of govern- 
ment awarding such contracts tending to 
perpetuate monopolistic control in the oil 
industry. The protest declares that the 
leases represent a return to the system 
of land grabbing which, it says, was 
stopped under the Roosevelt conservation 
policy. It calls attention to the fact that 
the Osage Indian oil leases are sold at 
the highest bid. The petition character- 
izes the Fall-Denby policy as the “deliv- 
ery of the naval reserves to the Standard 
Oil-Sinclair-Doheney interests.” 

Despite all the criticism from members 
of Congress and others concerning the 
government’s policy of drilling up ne 
naval petroleum reserves, and particu- 
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larly aimed at the recent lease of Teapot 
Dome to the Mammoth Oil Co. for devel- 
opment, the Interior Department is pro- 
ceeding on the firm conviction that its 
policy is proper and in the public interest. 
Contracts have recently been approved for 
the leasing of the remaining open land 
in naval reserve No. 2, California, and 
leases are about to be delivered in favor 
of Louis Titus covering four tracts em- 
bracing about 480 acres, and to the Equit- 
able Petroleum Co. for one tract embrac- 
ing about 320 acres. 

The land is around the extreme north 
and east edges of the reserve, and is 
regarded as wildcat territory. The leases 
were made after consideration of offers 
from several bidders, and are on a slid- 
ing scale royalty basis, the government to 
receive as high as 77 per cent. on wells 
of large production which may be brought 
in on the Titus lease. 


Petroleum Imports Drop 
57,900 Barrels a Day 


Imports of cruGe petroleum and re- 
fined products into the United States dur- 
ing the week ended May 13 totaled 2,- 
873,000 barrels, according to compilations 
by the American Petroleum _ Institute. 
This compares with 3,278,500 barrels in 
the preceding week, a drop of 57,900 bar- 
rels a day. 

Details (in barrels) 
ports follow :— 


for the various 


-——wWeek ended—, 
May 13. May 6. 


201,000 265,000 
198,000 


At Atlantic Coast ports— 
Baltimore 
Boston 


Philadelphia 
Others 


Totals 

Daily average 

At Gulf Coast ports— 

Galveston district 

New Orleans and Baton 
Rouge 

Port Arthur and Sabine 
district 


336,000 


1,799,500 
257,071 


206, 000 
308,000 


1,292,000 
184,571 


317,000 
534,200 


Totals 
Daily average 
At all U. 
Total 
Daily average 


Petroleum Production Up 
14,950 Barrels a Day 


Daily average gross production of 
crude petroleum in the United States 
during the week ended May 13 was l,- 
422,400 barrels, according to statistics 
collected by the American Petroleum In- 
stitute. This compares with 1,407,450 
barrels a day in the preceding week, an 
increase of 14,950 barrels. 

Comparative details for the various 
fields (quantities in barrels) follow :— 
1921. 


211,286 


3,278,500 


410,457 466,357 


——1922——_, 
May 6. 

373,650 

81,800 

50,400 

149,800 


118,350 
109,600 
119,000 


74,850 
330,000 


Oklahoma 

Kansas 

North Texas 

Central Texas 

North Louisiana 
and Arkansas... 87,810 

107,380 

130,000 


71,450 
339,000 


Eastern 

Wyoming and Mon- 
Montana 

California 


Totals (daily av- 
erage gross pro- 


duction) 1,422,400 1,407,450 1,317,240 


Petroleum Specifications 


Committee to Meet July 3 


WASHINGTON, May 16, 1922. 


The Interdepartmental Petroleum 
Specifications Committee, which prepares 
tentative specifications for all petroleum 
products, including gasoline, kerosene, 
fuel and lubricating oils. for the United 
States Government, will hold an open 
meeting on July 3 at 9 a. m. in the 
auditorium of the Interior Building i 
Washington, D. C. 

At this meeting the specifications for 
petroleum products, which have _ been 
published as Technical Paper 305 of the 
Bureau of Mines, and the testing methods 
for petroleum products, which have just 
appeared as Technical Paper 298, will 
be discussed in detail. It is hoped by 
the committee that all persons interested 
will feel free to be present and express 
their views on the subject. 


Fuel Oil for Navy 


WASHINGTON, May 16, 1922. 

The Navy Department announces the 
following amendment to schedule 9636, 
recently sent out as a proposal for bids 
to be opened here on May 31 on grade 
“C” fuel oil for use at the various navy 
points in the West Coast region during 
the last six months of the calendar 
year :— 

Since the issue of this schedule it has been 
determined that there will be required an addi- 
tional quantity of fuel oil at San Diego, Cal., 
and therefore the above-mentioned schedule is 
hereby modified so as to change the quantity 
required during the six months’ period at San 
Diego Cal., from 10,000 barrels to 16,000 bar- 
rels, the additional 6,000 barrels to be deliv- 
ered to the U. S. Naval Hospital, San Diego, 
Cal., by tank wagons. 

The department announces the follow- 
ing amendment to schedule 9628, recently 
sent out, calling for bids on gasoline for 
use at the various navy points in the East 
coast region during the last six months 
of the current calendar year, bids for 
which are to be opened in Washington 
May 23:— 

Arrangements have been made to handle tank 
ear deliveries of gasoline to the Naval Station, 
Lakehurst, N. J., and, therefore, item No. 12 
of the above mentioned schedule is hereby 
modified so as to increase quantity required 
during the six months’ period to 25,000 gallons; 
to include under this item request for quotation 
under form of delivery (c) ‘In tank cars’’; 
and elimination of the note under this item 
reading as follows:—‘‘Delivery can be effected 
only by motor truck.’’ 


Oil and Gas Permits 


WASHINGTON, May 16, 1922. 


Statistics covering the entire period 
since the mineral land leasing law became 
effective up to May 1, which have been 
prepared by George R. Wickham, assis- 
tant commissioner of the General Land 
Office, especially for the Reporter, show 
that 14,881 applications have been re- 
ceived for oil and gas permits under 
section 13, out of which 7,568 permits 
have been issued, 4,185 applications re- 
jected, and 3,128 applications are sstill 
pending. Oil and gas permits issued 
under section 19 of the law number <50, 
and 284 oil and gas leases have been 
granted. 

Under the recent amendment of the 
law, authorizing extension of time, 219 
applications for such privilege have been 
granted and 13 have been rejected. 


Standard Oil of New Jersey 
Earned $33,845,930 in 1921 


Standard Oil Co. of New Jersey’s an- 
nual report for 1921 shows a surplus of 
$33,845,930, after allowing for all ex- 
penses and reserves for depreciation and 
taxes. This, after deducting the regular 
dividend of the preferred stock, was 
equivalent to $5.07 a share on the $98,- 
879,325 common stock of $25 a share par 
value. In 1920 the company reported a 
surplus of $164,461,400, equivalent to 
$38.31 a share on the common stock, 
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In his report 


after preferged dividends. 
treas- 


to stockholders George H. Jones, 
urer of the company, says:— 

The total earnings for 1921 (after deducting 
Federal taxes) were $33,845,930. The gross 
assets, taken at book value, amounted to §$1,- 
115,939,976, and the surplus is $594,525,561, an 
increase of $376,658 over the surplus of the 
previous year. 

The company increased its crude oil produc- 
tion during 1921, and now has large stocks of 
crude oil and finished products, and, with en- 
larged refining capacity and improved trans- 
portation and marketing facilities, it is in a 
position to secure its full share of any recov- 
ery that may come in general business condi- 
tions. 


Pierce Oil Line Must Take 
Runs From Phoenix Wells 


WASHINGTON, May 15, 1922. 


The Pierce Oil Corporation is in effect 
held to be a common carrier of oil by 
pipeline by the United States Supreme 
Court in the case of that company and 
Clay Arthur Pierce against the Phoenix 
Refining Co. Justice Clarke delivered 
the court’s opinion, which sustained the 
decisions of the Oklahoma Supreme Court 
and the Corporation Commission of Okla- 
homa that the Pierce company should be 
required to transport_the Phoenix com- 
pany’s oil from the Cushing pool to the 
Phoenix refinery at Sand Springs, Okla. 


The court in its opinion points out that 
the Pierce company entered the field 
after the Oklahoma constitution and laws 
were passed under which it was provided 
that pipelines within the State would be 
deemed to be common carriers “as at 
common law’; that the Pierce corpora- 
tion accepted these provisions and thereby 
elected to respect and obey them, The 
company’s contention that the Oklahoma 
decisions under the circumstances de- 
prived it of property in violation of the 
coristitution, the Supreme Court declares 
“must. be pronounced futile to the point 
almost of being frivolous.” 


Texas Has New Oil Field 


The Freeport, Texas. Co. has brought 
in a discovery well which opens an en- 
tirely new oil field at Stratton Ridge, 
Texas, about five miles from Freeport. 
It is difficult to place a conservative esti- 
mate upon the value of this discovery. 

The discovery well was brought in at 
a depth of about 4,300 feet with an initial 
flow of approximately 1,000 barrels per 
day, which has been increased to about 
1,250 barrels per day, with a further in- 
crease probable. 


Florida Petroleum Sales 


Sales of petroleum products reported 
in Florida during April comprised the 
following :—Gasoline, 5,934,845 gallons; 
kerosene, 1,204,968 gallons; signal oil, 
1,165 gallons. In all instances the quan- 
tities are less than those reported for 
March. Sales of gasoline and kerosene, 
however, exceed those in April, 1921. 
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OIL PAINT AND DRUG REPORTER 


Gossip of the Petroleum World 


The recent revision of oil land regu- 
lations in the Philippines has resulted 


in a rush for concessions in the islands. 


sand has been struck at 1,810 
feet in a well at D’Arcy, near Dalkeith, 
Scotland. The drilling under gov- 
ernment auspices. 

W. G. (“Bill”) Long, one of the most 
widely known characters in the oil 
country of Oklahoma, has published a 
volume of oil field poems, under the 
title “Lubrications.” 

The 
from 


Oil 


is 


exportation of petroleum 
to Germany was the 
recent shipment of a cargo of 7,887 
tons, according to cable advice from 
American Commercial Attache Feely, 
at Buenos Aires. 


John Wilbur, formerly with the Mid- 
land Petroleum Co. as its president, is 
now associated with the Acme Petro- 
leum Co, Harry McCormick, also form- 
erly with the Midland, is in charge of 
refined oils with the Acme. 


EK. W. Marland, head of the Marland 
Oil Co.. was a speaker at the recent 
meeting of the Oklahoma State Press 
Association, and sounded a warning 
against socialistic, confiscatory pro- 
grams in State government, 


F. 


first 
Argentina 


McCormack, formerly con- 
nected with James L. Darnell, has 
joined the staff of the American Pe; 
troleum Institute as assistant to M. W. 
Mattison, director of the division of 


taxation and accounting. 


J, W. Carnes has been elected vice- 
president in charge of sales of the Sin- 
clair Refining Co., filling the vacancy 
caused by the _ resignation of Mr. 
Wilkens, Mr. Carnes is one of the 
coming men of the organization. He 
has been with the company for years. 


John 


Domestic exports of internal com- 
bustion stationary engines in March 
totaled 1,921, valued at $241,706, ac- 
cording to records of the U. S. Bureau 
of Foreign and Domestic Commerce. 
Of this total, 972 were gas engines and 
22 of the type using diesel and other 


heavy oils. 


The Bureau of Mines usually recom- 
mends the hose mask for protection 
against crude oil vapors, because can- 
ister masks are effective for but a short 
time and oxygen bags are damaged 
by the vapors. The bureau devel- 
oping an impervious bag for breathing 
apparatus. 


is 


Pipeline and tank farm gross do- 
mestic crude oil stocks east of the 
Rocky Mountains increased 7,763,000 
barrels in the month of April, accord- 
ing to returns compiled by the Amer- 
ican Petroleum Institute from reports 
made to it by representative com- 
panies. 


An inventory of the estate of Charles 
M. Adams, St. Louis, former treasurer 
of the Waters-Pierce Oil Corp., who 
died April 26, showed his estate is val- 
ued at $250,000. It consists principally 
of stocks in oil and industrial corpora- 
tions, among which are listed large 
hoidings in the Standard Oil group. 


United 
com- 
report of 


the 
within 


Petroleum resources of 
States will be exhausted 
paratively few years, said a 
the prime movers committee at the 
meeting of the National Electric Light 
Association, last week. The committee 
opined that Mexico is the greatest po- 
tential toreign source of supply for 
petroleum, 


Cc. E. Beecher, formerly in charge of 
the Bureau of Mines oil leasing office 
at Winnett, Mont., has been transferred 
to the bureau s headquarters in Wash- 
ington to carry on the studies of deple- 
tion of oil properties, which was for- 
merly done by W. W. Cutler, Jr. Mr. 
Cutler now in Bakersfield, Cal., en- 
gaged leasing work for the bureau. 


is 
in 

New regulations governing the in- 
stallation of gasoline tanks in connec- 
tion with garages are to be prepared 
by August Christhilf, highways en- 
gineer of Baltimore; Clinton O. Rich- 
ardson, president of the Baltimore Fire 
Board, and Roland R. Marchant, city 
solicitor, who were named as a com- 
mittee for the purpose last Tuesday by 
the Board of Estimates. 


year the United States Geo- 
Survey published bulletir 
“Preliminary Report on Pet- 
roleum in Alaska,” by George C. Martin, 
ind since then it has made additional 
surveys of some of the Alaska oil fields 
The complete results of last season’s 
field work are nearly compiled for 
printing and will be published shortly 


is a bulletin of the Geological Survey. 


Last 
logical 


(19 a 


as 


White, from 1907 to 1918 
the California oil fields, but 
connected with the Bureau 
of Internal Revenue in petroleum en- 
gineering and valuation work, and 
from April 1, 1921, chief of its oil 
and gas valuation section, has joined 
the staff of the American Petroieum 
Institute to become its Pacific Coast 
representative. The Pacific Coast of- 
fice of the institute is to be opened in 
the Commercial-Union building, San 
Francisco, about June 1, 


Norval 
in 
since 1918 


en- 


gaged 


as 


John D 


Western 


Reynolds. 
Petroleum 


secretary of the 

Refiners’ Associa- 
tion, carrying the association to re- 
finers rather than trying to. bring 
refiners to the association. He now 
on a trip through the mid-continent 
districts, visiting present members of 
the association and refiners who are 
not members in an effort to show to 
them just what organization work is 
worth to the refining industry. 


Is 


is 


The Revere Oi] Co., which has been 
organized to deal in petroleum prod- 
ucts and chemicals in Chicago with a 
capital of 200 shares of no par value, 
is incorporated by O. M. Revere, Frank- 
lin Andra, Walter Lutz and Frank 
McDonough. Most of the names are 
familiar to the oil trade in Chicago as 
having been connected with the former 
Chicago Oil Co. The place of busness 
is 2801 Sheffield avenue. 


_ The fuel oil trade of the United 
Kingdom has practically vanished as 
regards buying for industrial consump- 
tion, according to well-informed opin- 
ion in the oil industry. It appears that 
the only users at present for industrial 
purposes are a few seaport plants. The 
reason for this is the high price of the 
fuel as compared with that of coal, 
and there appears no likely prospect 
that the situation will change in the 
near future. 


One hundred and forty-seven tank- 
ers have been built and delivered under 
the shipbuilding program completed 
May 9 for the U. S. Shipping Board, 
according to a statement just given 
out by Chairman Lasker. These tank- 
ers are of various types—requisitioned 
steel, contract steel, contract wood and 
contract concrete, and have an aggre- 
gate deadweight tonnage of 1.427.730 
tons, many of them being oil burners 
as well as oil carriers. 


Recent developments in the oil situ- 
ation in Venezuela, it is learned from 
authoritative sources here, include the 
consolidation of the British Equatorial 
Oil Co., Ltd., and the National Mining 
Corporation, Ltd., into a new corpora- 
tion known as the British Zulia Oil Co. 
The nominal capital of the new com- 
pany is to be 3,000,000 bolivars (at nor- 
mal exchange the bolivar is worth 
$0.193), in shares of 100 bolivars each. 
The corporation is constituted for a 
period of fifty years, and its legal 
domicile is Caracas. Its officers are 
reported to be: President, Charles 
R. Eckes; vice-presidents, Warren W. 
Smith and Dr. Rafael H. Hernandez. 


Miscellaneous Oils 
(Continued from page 37) 


Carolina waters, and operations in the 
Chesapeake will not commence until 
the end of the month. Very little old 
crop oil remains unsold in the Balti- 
more district, where holders continued 
to quote from 35c. per gallon down- 
ward, according to quality. Refined 
was quiet and steady. Quotations were: 
Crude, Southern tanks, Baltimore, 35c. 
per gallon; refined, light, pressed 53@ 
54c.; yellow, bleached, 57@58c.; white, 
bleached, 60@61c. 

WHALE.—The market is largely a 
nominal affair, owing to a lack of sup- 
plies. Nominal quotations were:— 
Crude, No. 1, tanks, Coast, per gallon, 
38@40c.; No. 2, tanks, Coast, 34@36c.: 
No. 3, tanks, Coast, 28@30c.; winter, 
natural, 70@72c¢c.; bleached, 


Chicago 


CHICAGO, May 
some demand from the 
fish oils for tanners, cod oil being 
made are too high to 
and tallows at the pres- 
catch menhaden crude is 
38@42c. when made, and 
shown by buyers The 
light presse is quiet at 52@53c. in car lots 
from the East and local supplies are held at 
ide. for deliveries from the warehouse Prices 
of salmon, herring and sardine are re- 
garded as nominal 
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SEATTLE, May 13, 1922 
il items featured the week in 
on No. 3 salmon oil were in 

It is stated that these will just 
ean up the Northwestern with 
ption of that held by one producer 
broker advises that some oil is 
in Vancouver The other item 
the attention of buyers was the 
whale oil, and in both of these 

effected at the market As a 

are no changes to report 

the fish oil list, with closing quotations for 

week as follows:—Salmon oil, No. 3, 37% 

sperm oil, No. 1, 55@65c.: No. 2, 45@ 
No. 38, 835@40c.; No 4, 12@16c whale 

ol No. 1, 4 nominal; No. 2, 40c, nominal; 

No. 8, # No. 4, 223 domestic herring oil, 

No. 1, 37%@40c.; herring oil, No 

8537 hac domestic oil, No. 1, 37 

40 nominal: Oriental oil, No. 8, 2 

CAM dogfish liver oil, No. 1, 40c. nominal; 

dogfish liver and body oil, No. 1, 836@38« 
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A. E. Warfield 


New Regional Vice-President, South- 
ern Zone, National Paint, Oil 
and Varnish Association 


A. E. Warfield, recently chosen to sue- 
ceed R. S. Wessels as Southern zone vice- 
president of the National Paint, Oil & 
Varnish Association, was born in Lex- 
ington, Ky., January 6, 1879. At the age 
of fourteen he started to work in a whole- 
sale drug house washing bottles; three 
years later he went on the road for the 
same firm and spent several years as 
traveling salesman. In 1898 he joined a 
lumber prospecting expedition to Central 
and South America, returning to the 
United States in 1900. His next position 
Was as salesman in drug specialties cov- 
ering the States of Oklahoma and Texas. 


After being married in 1901, Mr. War- 
field gave up “the road” and opened a 
- drug store in‘Oklahoma City, in connec- 
tion with which he handled his first line 
of paints. In 1904 he decided to enter the 
paint business and, disposing of his paint 
store, he went on the road selling paints 
in Oklahoma, Kansas and Texas. After 
five years in this field of endeavor, he 
joined the Peaslee-Gaulbert organization, 
taking charge of the sales promotion of 
one of the “Pee Gee” specialties called 
“Flatkoat.” “arly in 1913 he was pro- 
moted to paint sales manager with the 
company, which position he now holds. 

Mr. Warfield is looked upon as one of 
the ablest young executives in the paint 
industry, and his recent election to the 
Southern vice-presidency of the parent 
organization in the trade is evidence of 
the regard in which he is held by men of 
affairs in the paint, oil and varnish in- 
dustry. 


Zinc Pigments and Salts 
Sold in U. S. Last Year 


WASHINGTON, May 16, 1922. 
quantities of zine pigments and 
salts marketed in the United States last 
year, with comparative figures for 1920, 
as reported by producers to the U. S. Geo- 
logical Survey, are shown in the following 
table. A general falling off in the sales 
as well as in the average price of these 
products is noted for 1921 as compared 
with the previous year, the greatest decline 
being in leaded zinc oxide. 
ZINC PIGMEN'’ AND SALTS MARKETED 
IN THE UNITED STATES IN 
1920 AND 1921 


The 


1920. ——- 
Value 
$17,859 
4,467 
12,484, 92: 
*4,421,718 


221,582 


Short tons, 
99,444 
30,460 
89,373 
*OS,945 
*3,072 

- 1921 

Short tons 

74,320 


Zine oxide 
Leaded zine 
Lithopone 
Zine chloride 
Zine sulphate 


oxide.... 


Value 
Zine oxide $11,231,716 
Leaded zine 2 
Lithopone 

Zine chio 

Zine sulphate 


chloride and zine 
actual production, 


for zine 
represent 


statistics 
in 1920 


* The 
sulphate 


United ee Has Fire 


Fire, which was laid to defective wir- 
ing, destroyed one of the buildings of the 
United Lead Co.'s piant at Perth Amboy, 
N. J., in the early hours of May 16 The 
firemen devoted their attention to saving 
adjoining buildings. 

Thirty-six hundred tons of 
at $32,000, was stacked in the building 
the “old Dutch” process of 
corroding. This metal will have to be re- 
worked, The loss has not been definitely 
determined as yet, but is fully covered by 
insurance 

Although the Perth Amboy 
be out of operation for several months 
the officials of the company say that they 
have enough stock on hand at their other 
units to fill all orders easily. 


Rausch Co. of 
in naval stores, has 
voluntary bankruptcy, list- 
of $500,761.03; 


lead, valued 


undergoing 


plant will 


New 


Orleans, 
filed a 


d. ¥. 
La., dealer 
petition in 
ing liabilities 
$177,684.94. 
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Paint Trade Standards Sought 


WASHINGTON, May 15, 1922. 

Ernest T. Trigg and several others 
constituting a committee of the National 
Paint, Oil and Varnish Association con- 
ferred late last wek with Secretary 
Hoover and other officials of the Depart- 
ment of Commerce on tbe matter of 
simplification and standardization of 
methods and products concerning the 
paint and varnish industry. The discus- 
sion is said to have been devoted largely 
to possible application of simplification 
and standardization containers and the 
committee has indicated its intention of 
co-ordinating its efforts in that direction 
with the National Retail Hardware Asso- 
ciation. 


Cincinnati Paint Club Has 
Good Time at Circus 


CINCINNATI, May 17, 1922. 

“Ladies’ Night,” which is an’ annual 
affair staged by the Cincinnati Paint, Oil 
and Varnish Club, was this year observed 
May 15 with a dinner at Wong Yie’s 
restaurant and a circus party. The at- 
tendance at the dinner numbered 112 per- 
sons, of which 62 were women. Follow- 
ing the dinner the women, members and 
their friends attended the evening per- 
formance of the Hagenbeck-Wallace cir- 
cus at Cumminsville. An entire section 
under the “big top’ was reserved for the 
club. 

Tickets for the circus were distributed 
after the dinner by Secretary Frank 
Schrader, of the Charles Moser Paint Co., 
while Robert Leslie and R. A. Matthew, 
members of the board of control, who, 
with Edward J. Shannon, arranged the 
entertainment, supplied the women folks 
with peanuts and popcorn. Mr. Shannon 
saw to it that the men folks were well 
supplied with smokes. 

Several members of the club did not 
attend the dinner, but went direct from 
their homes to the circus with their fam- 
ilies. Michael Daly, of the Taylor- 
Lowenstein Co., was present with the 
largest delegation. Mr. Daly’s party in- 
cluded his wife and their three boys. 
The title of official usher was bestowed 
on the secretary, and under his guidance 
every member of the party was seated 
comfortably and in full view of the per- 
formers. 

William Ackermann, of the Ackermann 
Paint Co., had as his guests at the circus 
Frank D. Smith, sales manager of the 
McDougall-Butler Co., Buffalo, N. Y., and 
Harry Wenrich, the company’s Cincin- 
nati representative. 

While the dinner was being served, the 
diners were .entertained by Katz's or- 
chestra. 


Paint Materials 


(Continued from page 27) 


35c.: future, 32@34c.; Singapore, No. 2, 
16@16l4ec.; No. 3, T%@8ce. 

KAURL—No. 1, 62@65c., No. 2, 40@ 
42c.: No. 3, 21@33c.; ordinary chips, 
18@20c.: B X, 42@44c.;: B 1, 34@36c.; 
B 2. 26@27c.: B 3, 21@22c.; brown 
chips, ordinary, 15@16c.; brown chips, 
extra, 20@2I1c.; bright dust, 21@22c.; 
brown dust, 9@10c.; ordinary dust, 
white, 12@13c.; X pale, 75c.; XX pale, 
75@90c.; XXX pale, 92@95c. 

ARTIFICIAL RESINS.—Paracouma- 
rone resin, 9@12c.; high acid, ester 
gum, 84%4@9c.;.low acid, 94@10c. 


Glues 


Demand for glues continues to be ir- 
regular. Dealers say that orders are 
plentiful for a day or two and then 
there will be a few days during which 
business is light. The consuming in- 
dustries are not all having the same 
sort of business, and this makes for a 
spotted demand. There is a feeling in 
the trade, however, that conditions are 
steadily improving, and there no 
talk at this time of lower prices, as 
prices have been reduced about as far 
as producers feel that they can go. 
There was a rather better demand dur- 
ing the period for the lower grades than 
for the more expensive glues. 

Quotations were as follows: 
white, 30@40c. per pound; 
white, 20@26c.; cabinet, 18@30c.; low 
grade cabinet, 15@18c.; common bone, 
8@12c.: French, 15@40c.; fish, liquid, 
$1.40@2 per gallon. 


Window Glass 


There has geen a general closing 
down of hand factories, and practically 
all of them will be out of operation by 
the end of this week, in accordance 
with the plan by which these factories 
are operated only during certain peri- 
Machine production will continue 
on about the same lines as for some 
time past. The closing down of the 
hand factories will probably stiffen the 
market to an extent, although most of 
them will shut down with good sized 
stocks on hand. 

Demand has been below expectations 
recently, and it has been difficult to 
reconcile this fact with the large 
amount of new building that going 
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Chamber of Commerce, U. S. A. Meeting 


(Continued from page 21) 


in human affairs quite differ- 

that ever preceded it. The war 
been a complete waste, it would 
have been an utter sacrifice of every effort, 
f we did not find the great human proces 
sion on a little higher plane than that which 
it followed before. And American commerce 
must keep that in mind There never will 
be a time when you can go back completely 
to the old order of American industry and 
exchanges in trade. 

I say this because at the 
are on the threshhold of a new 
doubtedly, there is more than a 
ness revival in sight Our country is finding 
itself again. We are fundamentally right, 
and we do not intend ever to be discouraged 
for a long time 

Business is reviving and we are soon to re- 


left a state 
from any 


would have 


las 





moment we 
era, Un- 


mere busi- 


very 





sume our onward sway, and I admonish you 
of the larger responsibility to keep in mind 
the new state of human affairs and the 
awakened aspirations of men (Applause.) 

I do not think that any business can per- 
manently succeed that is not honest. (Ap- 
plause.) And I do not think any enterprise 
ought to succeed that is not honorable. (Ap- 
plause.) And if you will combine honesty 


and honor, that enterprise which makes such 
the 





a slogan will stand unchallenged before 
world. 
Merit Must Be Rewarded 

There is one fundamental that we ought 
never forget. No law can ever be enacted, 
or any substitute ever found for the reward 
of merit. It is the essence of our social life; 
it is fundamental in our religious life. And 


I am quite sure that there can be no abiding 
reward without merit, and I am equally sure 
that there can be but little of merit without 
prospect of reward. 

Not so very long ago there came into the 
executive offices a very distinguished visitor 
whose homeland is Russia. He was talking 
of conditions existing there, and expressing 
a hope for its restoration, to which we can 
all very cordially subscribe, and he said:— 

“Mr. President, it will never be brought 
about until the existing system is aban- 
doned.” He said, “I know peasants of simple 
honesty and ready industry who have here- 


tofore always been eager to work and pro- 
duce, but under a system where they retain 
only that which is necessary for their sub- 
sistence, and the surpluses are taken from 
them, the inspiration to produce has been 
destroyed.” He said, “Russia can never be 
restored until the communistic idea is put 


aside, and the rewards for righteous human 
activity are restored to the citizenship of 
that land.”” (Applause.) 


Merchant Marine 


T am happy to come today because this is 


Merchant Marine Day on your program. I 
am happy to come because there is no one 
constructive thought in the mind of the ad- 


ministration at the present time which takes 
rank over that a desire to firmly and suc- 
cessfully establish an American merchant 
marine. (Prolonged applause.) 

I do not know of a nation in the world 
that ever maintained eminence in trade 
without it was eminent as a carrier of trade. 

It is perfectly needless to tell a body of 
business men and women that no thoughtful 
producer turns to his competitor for his de- 
liveries. (Laughter.) And you may apply 
that to nations. And just now the Ameri- 
can republic finds itself in an unusual situa- 
tion. Out of the critical conditions existing 
during the World War we builded ships and 
ships and ships. We expended billions to en- 


large our shipping to meet the war need, 
and peace came and found us the owners 
of the second largest tonnage in the world. 
We found government in_ business, not 


fortunately in business either, so far as the 
merchant marine is concerned (laughter), 
and so we are asking the Congress to give 
us a merchant marine law under which we 
hope to put government out of the shipping 
business( applause), and under which we 
hope to put America conspicuously on the 
pathway of the seas. 

This is essential, my countrymen, not only 
for expanding commerce, but it is exceed- 
ingly essential for American defense. I hope 
the day will never come when we must re- 
sort to war again. I do not believe we 
would have ever been drawn into the war— 
I do not hesitate to say I doubt if there 
had ever been a World War if America had, 


prior to the war, commanded a merchant 
marine commensurate with our commercial 
importance in the world. (Applause.) 


I hope to see the day come, my country- 
men, when we shall have so encouraged 
American shipping that we may carry your 
products under the American flag with our 
messages of peace and good will to all the 
marts of the world. (Applause.) 

I know you are interested in world re- 
storation. So is your government. But I 


beg to remind you we must always be right 
at home bfore we can be very helpful abroad. 


(Applause.) We do not mean to hold aloof; 
we want to plant a great nation’s aye, a 
great people's part in the world. I do not 
know of anything that would help more 
than to give to the world an example of a 
commercial nation with an abiding con- 
science. I wonder if you understand just 
what I mean by that. Let me give you one 
example. We are having the problem of 


tariff legislation. 


American Industry First 


task I am sure you know 
have spoken officially 
an American indus- 
I do not want any 
to build up some 


It is not an 
where I stand, 
to Congress I believe in 
try first of all in the world 
American industry destroyed 
other in foreign lands. 

An illustration was brought to the 
of some members of Congress the other 
imports being brought jnto the United 
because of conditions in the Old World. 
me take a hypothetical figure Imports 
brought in, and with the tariff added 
single article the first cost of which was 
will say ’c., the article was priced to 
the American consumer at $5, That is a 
merce without a conscience. (Applause.) 

You cannot be astonished that there is com- 
plaint from both American producer and con- 
sumer. You cannot afford to destroy American 
industry to facilitate an importing trade like 
that. (Applause.) You cannot afford to have 
international exchanges of a destructive char- 
acter. 

Did you 
originated? 


easy 
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attention 
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on a 
we 
to 
com- 








sell 


commerce 
was not concerned 
the soil which 
produced suffi- 


ever stop to think how 
Primitive man 
about it. He only dug into 
nature left at his disposal and 
ciently to sustain himself and those for whom 
he was responsible. In a little while, one man 
found that he could produce conveniently more 
than he needed for himself, along some lines 
Another produced something else more effective- 
ly than he needed for his own consumption 
The one over here exchanged his surplus for 
the surplus of the one over her and there 
commerce had its beginning with primitive 
man. 


If 





d started exchanges in the things 





they 





that each produced ali} hinge would ever 
have been accomplished it is in interna- 
tional trade We want to trade with the world 
I believe it is possible to trade ith the world 
without any destruction of American produc 

tivity. I wish for such an a ingement Let 
us sell things that Americans can produce ad- 
vantageously to those who cannot produce 
them. Let us buy the things that they have 
to sell to us and which we do not produce 

Out of such exchanges comes righteous rela- 
tionship and balances of trade and the con- 
tinued forward movement of the great human 
procession. While we are marching in that 
procession it is always wise to keep in mind 
those who have difficulty to maintain the pace 

and the forward moving army must be one of 
contentment and continued good fortune If 


nditions under which 


we may have in America ¢ 
life with some- 





men may produce and enjoy 
thing of luxury as well as the necessities, we 
shall- have a contented citizenship; and out of 
a contented citizenship comes patriotic citizen- 
ship. In the combination of these things I 
hope to see our America go on as a nation 
producing not just hundreds of billions, but a 
nation surpassing our possible dreams, a pros- 
perous, happy future where men may gather 
around the camp fires at night and sing their 
songs of rejoicing and awaken to their tasks 
and resume their march with that hope which 
is the righteous inheritance of a free citizen- 
ship in this republic. (Applause.) 
Secretary Hughes Speaks 
Secretary of State Hughes, who spoke 


at this morning’s general session, prefaced 
of the 


his presentation of the relation of! 
State Department to commerce with a 
sketch of the constitutional authorization 


and background of governmental agencies 
and an outline of diplomatic procedure. 
He continued :— 

In considering the relations of our diplomacy 


to the business interests of the country it 
should always be remembered that the de- 
partment which deals with our foreign rela- 
tions is the Department of Peace. The re- 
sources of negotiation, of reason and persua- 
sion are within its control. The very founda- 
tion of all business security, in an important 
sense, is within the keeping of the Foreign 
Offices of governments, as to them—as the 
agencies of peoples—must be entrusted the 


practical processes by which nations may ad- 
just their mutual interests, settle their dis- 
putes and prevent the frightful losses and 
dislocations of war, I have always advocated 
the judical settlement of all international dis- 


putes which can be regarded as having a 
justiciable character, and have favored the 
development of institutions for that purpose. 


But with due recognition of the importance of 
this means of settlement, it must be borne in 
mind that the most serious international con- 
troversies, and this is especially true at this 
time, are not of a legalistic nature and must 
be settled, if they are settled at all, by nego- 
tiations and agreements. They lie outside the 
application of defined juristic principles, and 
the more unstable we find world conditions to 
be, the greater the necessity ef the efficient 
operations of diplomacy and of the adequate 
organization and support of the Peace Depart- 
ment of our government. 

Another fundamental question at this time is 
the preservation of the essential bases of in- 
ternational intercourse through the demand 
for the recognition of valid titles acquired in 
accordance with existing law and for the 
maintenance of the sanctity of contracts and 
of adequate means of enforcing them. Inter- 
course, from the standpoint of business, con- 
sists in the making of contracts and the ac- 
quisition of property rights. Nations may 
adopt what policies they please for the future 
conduct of their local affairs, and if these 
policies are not enlightened, the result will 
inevitably be that production will languish 
and trade will shrivel up, and they will look 
in vain for security and confidence; still they 
will be within their rights in determining their 
future policy in local matters. But if they 
seek international intercourse, they must per- 
form international obligations. When they 
have invited intercourse with other nations, 
have established their laws under which con- 
tracts have been made and property rights 
validly acquired, they put themselves outside 
the pale of international intercourse if they 
enter upon a policy of confiscation. Inter- 
national relations proceed upon the postulates 
of international morality, and the most impor- 
tant principle to be maintained at this time 
with respect to international relations is that 
no State is entitled to a place within the family 
of nations if it destroys the foundation of honor- 
able intercourse by resort to confiscation and 
repudiation, and fails to maintain an adequate 
system of government through which valid 
rights and valid engagements are recognized 
and enforced. This is in the obvious interest 
of business, and this is merely a way of 
saying that this course vital to the pros- 
perity of all peoples for the activities of busi- 
are those of production and exchange 
which the welfare of peoples inevitably 
If profits are anticipated through a 
from this clear path of honorable 
will be found to be illusory. 


The Open Door 
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At this time we also deal 


with the enlarging of 
industry and conmnerce 
extension of the policy 
At the recent conference 
the participating powers 
what has been the subject 
matic phrases in relation to China 
it with more definite explication in 
form of a treaty engagement. Thus 
agreed that they will not seek nor 
their respective nationals in seeking 
arrangement which might purport to 
in favor of their interests any general superi- 
ority of rights with respect to commercial or 
economic development in any designated region 
of China,”’ or (b) ‘“‘any such monopoly or 
preference as would deprive the nationals of 
any other power of the right of undertaking 
any legitimate trade or industry in China, or 
of participating with the Chinese Government, 
or with any authority in any category 
of public enterprise, or which by reason of its 
scope, duration or geographical extent is cal- 
culated to frustrate the practical application 
of the principle of equal opportunity 

This government has been insisting, and I 
am glad to say with a gratifying measure of 
success, upon the application of this principle 
to the territories which recently have become 
the subject of the vel arrangement of man- 
dates, and we have received important as- 
surances with respect equality of commer- 
in these regions 
appropriate diplomatic 
our government 
to secure contracts 
institute particular 
that no one could 
involved. Its object is 
course of fair and equal op- 
it is a vital principle that 
absolute impartiality with 
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Reciprocity Needed 


And, in this connection, 
word to the effect that the relations between 
the Department of State and business men in- 
volve a certain measure of reciprocity, It is 
not only important that there should bs an 
alert and efficient organization of this branch 
of the government, but it also important 
that it should always be remembered that 
good faith and cordial feeling are of the 
utm importance in international affairs and 
that nothing in diplomatic intercourse can 
atone for the conduct of disreputable business 
agents and speculators who do not carry into 
their undertakings abroad those methods of 
honorable dealing which must always be as- 
sumed in giving diplomatic support. This 
government is not engaged in endeavoring to 
promote the opportunities of chicanery, and 
business interests in their dealings abroad are 
under a patriotic obligation to maintain the 
prestige of their country. 

Aside from these obser 
mental principle, I could 
host of special instances 
ties of the department 
vast importance to the 
But such a narration 


respect to business interests 
compeittion It 
at the expense 

such policies 
intercourse 


which 
does n 
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ations to funda- 
easily enumerate a 
in which the activi- 
are now engaged of 
business community. 
would not aid in the 
safeguarding of the particular business inter- 
concerned, and at best could to 
emphasize by particularization the general 
observations I am making as to the impor- 
tance of the adequate organization of the de- 
partment 

The organization of the conduct of foreign 
affairs implies the mechanism (1) for obtaining 
complete and accurate information, and (2) for 
and direct contact with all those con- 
and the operation of this mechanism 
dominated (3) by an American policy 
conceived and defined with an accurate appre- 
ciation of all American interests involved. 

This manifestly requires unification of ef- 
fort. The function of directing intercourse 
with foreign governments in the nature of 
things cannot be divided. There must be unity 
in the formulation and direction of policy and 
unity in its execution. Manifestly you cannot 
deal with different governments through differ- 
ent instrumentalists, and you cannot deal with 
the same government through independent 
agencies or you will work to cross purposes. 
However important and helpful it may be, and 
I agree that it is most important and helpful 
to have specialized efforts to promote trade, to 
secure technical assistance, to gather and dis- 
seminate in the most expert manner all needed 
information, to organize the facilities of com- 
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merce and provide for the manifold exigencies 
of our exports-—-and I am as anxious as anyone 
to see this provision generously made—still it 
remains so clearly true as in my judgment to 
be beyond controversy that when you come to 
the point of dealing with governments you 
must have a single governmental agency of in- 
ternational! intercourse or you will have con- 
fusion and make definite and consistent policy 
and effective governmental action impossible. 


It is especially important to recognize this fact 
«at this time, when our international problems 
tend to become mainly economic problems. 
There is the more imperative necessity of ade- 
quately organizing international intercourse. 
The effective intertwining of political and eco- 
nomic problems imposes a heavier strain upon 
the machinery and requires suitable readjust- 
ment, but the exigency requiring a unified sys- 
tem of contact with foreign powers remains 
exactly the same. In truth, many of our eco- 
nomic problems have now the feature that gov- 
ernments, directly or indirectly, are themselves 
more..largely involved in economic projects, 
and economic problems must of necessity to a 
larger extent than before be taken up with 
governments through diplomatic channels. 
Unity of control of contact with foreign gov- 
ernments is absolutely essential. 


Division of Activities 


There are two main divisions of the organiza- 
tion of intercourse with other Powers—(1) the 
field (2) the department. These are interde- 
pendent agencies. The field consists of ambas- 
sadors, ministers, consuls and special commis- 
sioners, with their necessary staffs, constituting 
the instrumentalities of information and con- 
tact. There is still a lingering notion that in 
view of the fact that the representatives of our 
government act under instructions from the 
Department of State and because of the im- 
proved facilities of communication, these repre- 
sentatives continue what is mainly a _ social 
tradition and are of slight practical value. 
Some may think that communications cabled 
directly to foreign powers would be sufficient. 
It is a very crude and limited view which 
would deny the importance of even social con- 
tacts But the inadequacy of mere written 
communications, however important these may 
be, and of the necessity of direct personal ap- 
proach should be apparent to everyone whose 
horizon is broad enough to enable him to con- 
sider foreign affairs to any advantage The 
facilities of communication increase the oppor- 
tunities for business and the multiplicity of 
business interests and intimacies of business 
relations serve not to lessen but greatly to in- 
crease the necessity for the factor of personal- 
ity in contacts with foreign governments 

The tendency is strikingly shown in the en- 
deavor at the present time, in view of the com- 
plexities of internationa] relations, to increase 





the opportunity for personal contacts through 
the medium of international conferences. That 
is the whole significance of conferences—that 
diplomatic notes will not suffice Everyone 
familiar with foreign affairs knows that while 
the statement of foreign policies in formal 
writings is absolutely necessary, still in order 
to accomplish results in negotiations there 
should be so far as practicable the personal 
contacts of diplomatic representatives Every 
important business concern that can send an 
agent personally to conduct delicate negotia- 
tions does so. Every responsible foreign min 
ister longs to get away from interminable note 
writing through which controversies tend to 
approach an impasse An hour of direct in 
tercourse between responsible ministers is often 
worth months of written communications. The 
international conference itself is largely suc- 
cessful in inverse proportion to its numbers and 
to the extent that it represents the common 
purpose of a few who are interested in a bar- 
ticular problem and sincerely wish to find an 
appropriate method of solution In the larger 
gatherings real accomplishment is likely to be 
hindered by the breaking up into groups with 
rival purposes which prevent results The 
point is that the present effort of diplomacy 
is not to rely on mechanical facilities of com- 
munication but to get to the maximum the ad- 
vantage of personality in negotiations The 
method of conference is a mere extension to a 
group of that which in a limited way is found 
every day in the contacts of public ministers 
representing their different countries. 

In every part of the earth the diplomatic 
and consular officers of the United States are 
watching every turn of events in their relation 
to the genera! policies of this government. They 
report every source of international irritation; 
they note the signals of economic and political 
unrest, of international rivalries, prejudices, 
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j ersive tendencies and discriminatory pol- 
es They aid the government not merely in 
ing disputes but in rem ving or limiting 


causes of possible controversy 


Increased Efficiency Desirable 











It seems to me that no one surveying the 
matte intelligently could wish to do aught but 
nerease the efficiency of this representation 
We have recently endeavored to stop competi- 
tion in naval armament by greeing upon 


ratios of capital ships in the case of the prin- 





cipal naval powers. We have been solicitious 
in this country, while scrapping a larg part 
of our capital ships, to maintain a reasonable 
relation of our naval power to that of other 


countries, but diplomatic strength is even more 
important than naval strength, and it 
poor patriot who would scrap both his 
and his diplomats at the same time If 
ire to get along without the one you 
have the other. Every American should 
ashamed that any country in the world should 
have a better diplomatic organization than the 
United States This is not a matter simply 
of national] pride; it is a matter of national 
security 

I shall, therefore, 
ing not only your support but your active and 
urgent demand in the interest of American 
business for the maintenance and development 
of the most efficient organization of our diplo- 
matic agencies. The truth is that our Foreign 
Service is under-manned and under-paid of 
course, in the Department of State, as in othe) 
departments, we are most deeply interested in 
economy and reduction of unnece ary expense 
At this time, with the vast burdens resting 
upon our people a result of the war, all 
avoidable outlays should be rigorously cut 
down and the Department of State has done 
its full share 

Let me call attention to the 
expenses of the entire service of the 
ment, including the Diplomatic and 
Services and that of the department 
ington amount to less than $11,000,000 Indeed 
under the present schedule of passport fees, 
which I shall be glad to see revised and re- 
duced, for the last fis | year the receipts of 
the department exceeded the total expeni- 
tures of all servi by over $1,270,000. In 
other words, it w money-making institu- 
tion. Iam not, therefore, asking outlays which 
threaten the taxpayer with any serious increas: 


is a 
ships 
you 
must 


feel 


make no apologie 


s for ask- 











as 






fact that the 
depart- 
Consular 


in Wash- 









s 


Ss a 





of his heavy burden. A relatively small amount 
would be sufficient to give the equipment that 
is needed to provide the essential basis of a 
career and thus to keep trained men in the 
service of the Government 

The necessity for a trained staff is obvious 
The notion that a wide-awake, average Ameri- 


can can do anything is flattering to the Ameri- 





can pride, but costs the Government dearly 
In every line of effort—professional, commer- 
cial or industrial—it is thoroughly understood 
that you cannot obtain the necessary technical 
equipment through mere general experience or 
by reading instructions. There are thousands 
of items of necessary information which are a 
part of the common knowledge of men whos: 
lives are entirely devoted to a class of work 
which cannot be obtained by anyone who is 
suddenly introduced from the outside I have 
no regard for artificial technicalities and I 
fully understand the dangers of departmental 
routine, but it is a very short-sighted and 
foolish view which would confuse routine and 
expert knowledge. The patent fact is that 
you cannot have an efficient Foreign Service 
without having trained men and you cannot 
secure trained men without an adequate sys- 
tem for their selection and maintenance; and 
you cannot keep men who have been properly 
selected and ‘trained and are invaluable to 
their country unless you offer reasonable op 
portunities for promotion, 

I grant the importance of appointing men 


from outside the service to important diplomatic 
posts. It is most advisable that the country 
should have the opportunity to draw upon its 
reserves of wide experience, sagacity, and abil- 
ity; that it should secure the benefit of the 
mature judgment of those who represent the 
fruition of American opportunity, culture and 
discipline, and thus invigorate the process of 
diplomacy. But it must be remembered that 
these men, despite their training and ability, 
would be helpless if they did not have the 
backing of trained staffs. If you are to sé 
cure the full benefit of the most distinguished 
service at the top you must still have your 
organized service in all the other grades. And 
as I have said, while you cannot sacrifice the 
great advantage of appointments from the out- 























side to the chief positions, it is absolutely 
necessary that there should be a_ sufficient 
frequency of promotions from the service itself 
to the chief positions that is, of heads of 
missions, so as to make possible a career 
warranting its pursuit by a fair proportion of 
the very best of our young men. 

The consular service through appropriate 
legislation was long ago (in 1906) placed upon 
a merit basis, and also by recent enactment, 
in 1915, supplementing an executive order of 
1909, the secretarial portion of the diplomatic 
service has been placed upon a non-political 
basis by provision for appointment after com- 


petitive examination and by promotion for rea- 


sons of merit and efficiency up to Class | 
The examinations are conducted so as to afford 
satisfactory tests, both of attainment and ot 


a 





aptability to the requirements of the service 


The examinations are conducted in the depart- 
ment by men of great experience who know 
precisely the needs which must be met and the 
sort equipment desired 
Remuneration Insufficient 

But while in recent years there has been 
great improvement by reason of this method of 
selection, we have serious difficulties to meet 
These are: 

The diplomatic service is greatly underpaid 





whatever his ability, 
of 


moderate means, 


cannot accept the more important posts 
ambassador or minister These high offices are 
reserved to men of wealth, when in the inter 
est of the country they should be within the 
reach of men of ability. whatever their private 
fortunte Certainly they should be within the 
reach of men of talent who have ignored the 
pportunities to amass wealth by reason of 
their long employment in the service of their 
country 

The salaries are so low in the classified diplo 
matic service that the choice of candidates 
largely restricted to young men of wealthy 
families who are able and willing to a consid 
erable extent to pay their own way It is a 
most serious thing be compelled to say that 
i young man without means, who desires to 
marry and bring up a family after the Ameri 
can tradition, cannot be encouraged to enter 
upon one of the most important careers that 
the country has to offer I say bluntly that no 
\merican can face the facts without a sense of 
humiliation, and he is compelled to qualify 
his boasting of our intelligence and civiliza- 
tion so jong as this condition continues 

In the present situation there is a double 
harm, first in keeping out men who would in- 
Vigorate the service, and, on the other hand 
in creating the impression that it is a_ rich 
man's club Let me however, warn you 
against an erroneous impression It does net 
follow because a man has the advantage of the 
background of success and wealth in his fam- 

generally won in a hard, competitive strug- 

ele. that he is not entirely worthy of appoint 
ment and promoticn On the contrary, we have 
some of the finest young men of the country 
in our service, and we ought to be grateful that 
\ ler the existing conditions they are able and 
content to turn aside from financial opportuni- 
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ties to follow an intellectual bent and seek a 
career of honorable service to the nation 1 do 
not depreciate those who are in the service, 
but I do decry the method which limits the se- 
ection and discriminates against the poor 
man of equal ability We talk a great deal of 
love cf our country, and I should like to see a 
better appreciation of what its interests de- 
mand 

We have the same difficulty in the consular 
service because of the present salary scale. It 
is difficult to retain its best men because of 
tempting offers constantly made to them by 
the business world. 

It must be borne in mind that we have al- 
vays had in this country a very large propor- 
tion of our young men cof the highest ability 
who are strongly influenced by other ideals 
than those of pecuniary gain. It is because of 
this fact that in the past generations, while 
America was advancing by leaps and bounds, 
and vast fortunes were being cumulated, the 
church and the teaching profession were en- 
riched by our best blood. But there is a limit 
to the sacrifice that can be asked. There is a 
difference between plain living and actual 
poverty and distrees Further, the prospect 
that invites the young man of intellectual am- 
bition is one of career, of recognition, of dis- 
tinction; hence, it is of vital importance in 
rganizing our diplomatic and consular services 
that we should provide sufficient for a decent 
iving, and hold out the hope that conspicuous 
ibility and fidelity will be appropriately recog- 


nized. 
Flexibility Needed 


There is also the need of a greater flexibility. 
There has long been too great a distinction be- 
tween the political interests of the diplomatic 
service and the commercial interests of the 
consular service. Both are engaged in po- 
litical work and both are engaged in commer- 
cial work. You cannot at this time take eco- 
nomics out of diplomacy. If you would pro- 
tect our interests on the one side you must 
support them on the other, and I believe that 
the two branches of the service, now called the 
liplomatic and consular, should be drawn to- 
exether and treated as an interchangeable unit. 
This would permit men to be assigned from 
one service to the other and thus give a greater 
range of opportunity for putting men in the 
places where they belong as their aptitudes ana 
special talents are revealed. 

In all these matters we must be realists and 
not permit our mental processes to be stopped 
by archaic differentiations. Nearly all nations 
have found it necessary to make a considerable 
reorganization in order better to equip their 
foreign service, and this country should not 
lag behind 

What I have said as to the service abroad 
applies also to the department. The depart- 
ment is undermanned. The work places too 
xreat pressure on many of the officials and em- 
ployes who are required to sacrifice construc- 
tive hours to routine. There is need of more 
and better paid officials to handle important 
matters. The work of the department in 
Washington is interlaced with that of the field, 
ind the aim is constantly to interchange the 
benefits of the experiences of each. Thus_ men 
should be brought in from the field to the oe- 
partment, so that the department may be en- 
riched by contact with those who have had the 
benefit of experience abroad, and at the same 
time men should be sent from the department 
to the field so that there may be a better un- 
derstanding and more intimate knowledge of 
the department's policies. Happily this re- 

iprocal influence is being maintained and the 
spirit of both field and department leaves noth- 
ing to be desired. 

Then there should be a co-ordination of ef- 
fort ameng the different departments of gov- 
ernment. Sometimes it might be supposed that 
the different departments of government were 
so many different governments, such has been 
at times the nature of the intercourse between 
them While we are intent upon perfecting 
any particular agency of government, we can 
never afford to lose sight of the fact that it is 
a single government whose varied instrumental- 
ities we are considering and which must act 
as a single government with a unified purpose 
and method. 

I am glad to say that we are achieving at 
this time a very gratifying measure of co-oper- 
ation among the departments, in particular the 
relations between the Department of State and 
the Department of Commerce are most cordial 
and mutually helpful. We are working with 
each other and endeavoring each to aid the 
other in its recognized field of effort It is my 
most earnest desire that all practicable meas- 
ures shall be taken to promote American com- 
merce and disseminate through al! appropriate 
channels the essential information which the 
American merchant needs. 

The Department of State is carrying the flag 
of the twentieth century. It aims to be re- 
sponsive in its own essential sphere to what it 
recognizes as the imperative demands of Amer- 
ican business. It aims at the co-ordination of 
the work of all departments bearing upon the 
same great object of American prosperity. It 
in its contacts with foreign govern- 
maintain the American tradition of 
candor and good faith, and at this difficult 
time it is earnestly desirous of aiding in the 
re-establishment of stable conditions, and thus 
f contributing to the welfare of other peoples 
upon which our own prosperity must ultimately 
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Hoover on European Stability 


Secretary of State Hoover spoke on the 
effect of the European situation on Amer- 
ican business, the topic in which the in- 
terest of the convention largely centered. 
4 summary of Mr. Hoover's remarks fol- 
lows :— 

Next to our domestic economic 
matter uppermost in the minds of all of us 
must manifestly be the advance of Europe to- 
vard the degree of stability which we our 
selves enjoy The steps necessary for its at 
tainment have been in vigorous debate for the 
jast three years. Business men and economists 
the world over have long been in ommon 
sgzgreement upon the major steps The great 
lebate at Genoa has again served to confirm 
these principles and measures 


problems, the 


The conclusions of the great majority in 


ude 

First such political 
tates in Europe themselves as will produce an 
and destroy the atmos 


relations between the 


itmosphere of peace 
yhere of war 
Second, the reduction of armament not on 

lessen government expenditure but to give 
onfidence in peace 

Third, the inter-governmental debts, includ 
ng German reparations, to be fixed upon such 
definite basis of payment of interest and prin 
ipal as will create reasonable confidence that 
ayments will be met. 

Fourth the balancing of budgets 
through the reduction of expenditure than the 
nerease in taxation, and a cessation of the 
msequent inflation in currency and _short- 
time bills 

Fifth, the ultimate establishment of the gold 
standard with the assistance of either credits 
r gold loans, and, where necessary, the ac- 
eptance f diminished gold content to many 
ld units of currency 

There are many less important steps, but 
they become easy and certain when these major 
ssues are accomplished. If these measures 
could be accomplished tomorrow, the stream of 
industry would rush economic 
Which would amaze the 


more 


ommerce and 
recovery at a pace 


world 
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It is easy t ay down principles and meas* 
ures It is deed of value that this should be 
done But attainments of such measures 
would imply much realignment of political and 
economic vision These things are not to be 
accomplished in days or months. So long as 
they are not accomplished, progress will be 
Siow. For these are not economic theories; 
they are inexorable principles of economic 
hygiene, disregard of which brings a continued 
harvest of human misery and danger. And 
until their accomplishment is in sure process, 
our citizens must guide their business with 
caution in relations to the nations who are as 
yet unable to make these steps. 

I am not- one who believes that civilization 
will crash because these measures have been 
delayed by some nations in the muititude or 
passions and almost insolvable difficulties they 
confront as the aftermath of the greatest of 
wars. We are now more than three years from 
the armistice, and despite the failure to secure 
universal economic hygiene, the combatant 
states upon the continent, except Russia, have 
made very definite progress in these directions. 
The very fact that these states have survived 
at all is proof of the Virility of their institu- 
tions. 

Our people have a deep solicitude for Eu- 
rope’s prosperity and a sympathy for her diffi- 
culties, which are comparatively so much 
greater than our own. Our interest extends far 
beyond considerations of purely economic in- 
terest. Her burdens indeed do react on our 
employment and the difficulties of our farmers 
and of our merchants. In argument of some 
European business men and economists, how- 
ever, there is a tendency to overestimate our 
economic dependence upon Europe, and there is 
sometimes a tendency to too highly stress the 
word responsibility as applied to the United 
States. Our economic progress is to some ex- 
tent freeing itself from dependence upon the 
international! situation, as witness our recovery 
from the world depression, and we have first 
to keep America strong if we would be of as- 
sistance to anybody. 

We have indeed poured our resources into the 
assistance of Europe ever since the war was 
won—to a total of probably more than four 
billion dollars—of governmental and private 
loans, with an addition of over a billion of 
cnarity. If we had not done so, the continent 
would have sunk into chaos long before this. 
It is not our desire to dictate but to co-operate 
in every way that is possible, practicable, and 
that will be effective. 

When we come to the problems of further 
economic assistance we must deal with very 
realistic questions. First, the most unlikely 
event on the economic earth is that the United 
States will, as a Government, again engage in 
any governmental loans; and, second, as finna- 
cia] assistance must arise from our private in- 
vestors, then in order to attract these invest- 
ors, confidence must be maintained in the 
progress toward peace and economic stability 
in that nation which wishes assistance from 
our people. 

There are some matters in the lending of pri- 
vate capital that are of concern to the nation 
as a whole. For instance, it is essential that 
these loans should be confined to reproductive 
purposes. All loans to foreign nations which 
are not employed for reproductive work are a 
destruction of the capital. The furnishing or 
raw_ materials, the construction of transporta- 
tion facilities, public utilities, factories and 
rroduction throughout the world, is a use of 
American capital that blesses both the borrower 
and the Jender. The upbuilding of the rest of 
the world and its consuming power adds pri- 
marily to world well-being, but it also adds to 
the future demands of our own labor, the prod- 
ucts of our own farmers, and the services of 
our own merchants. 

But loans that are dissipated either directly 
or indirectly in military expenditure or in un- 
balanced budgets, in the bolstering up of in- 
flated currencies, are a double loss to the world. 
They are not only a loss in that they add noth- 
ing to increased productivity, but they are a 
loss in that they entail the postponement of 
those measures which are vita] for the eco- 
nomic rehabilitation of the world. 


International Chamber 


Wednesday evening A. C. Bedford, vice 
president of the International Chamber of 
Commerce, took up that institution as a 
topic and discussed the conference at 
Genoa and other phases of the foreign 
situation. He said, in part:— 

If there is any one fact which stood out in 
high relief as a result of the experiences of the 
war it is that the whole world from an eco- 
nomic standpoint is an indivisible unit. We 
had not realized prior to the wear how abso- 
lutely each part of the world is dependent upon 
the other parts. The war shattered this eco- 
nomic machine, and ever since the armistice 
the fundamental effort of statesmanship and 
of business has been to replace the broken and 
splintered parts 


Business Must Help 


The making of the Treaty of Versailles also 
brought into high relief the additional fact 
that while governments could make treaties, 
fix geographical boundaries and establish po- 
litical sovereignty there were respects in which 
the advancement of civilization required the 
co-operation of the business leaders of the 
world independent of governments and regard- 
political boundary lines President 
Wilson spoke more wisely than he knew, I 
think, when at Turin, Italy, he said, ‘‘The 
men who do the business of the world now 
control the destines of the world.’’ He spoke, 
of course, of business in the broadest sense, to 
include both the large and the smal! factors in 
it. and without regard to whether those factors 
were employers or employees What he meant 
was that around the great processes of the pro- 
luction and distribution of wealth revolved the 
problems controlling the material welfare of 
mankind 

A further fact which emerged into vital pre- 
eminence upon the conclusion of peace was that 
the United States had become the great cred- 
itor nation of the world and that our trade 
relations with other peoples were hereafter to 
assume a prominence never before experienced. 
This involved a re-examination of our interna- 
tional trade relationships and made it essen- 
tial that we should depend not alone upon 
treaties of peace but that we should establish 
personal contacts with the representative busi- 
ness men of other countries with a view to lay- 
ng a foundation of understanding which should 
relationships a source 
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world 

As a guide in setting forth upon this new 
world voyage of ours we had the invaluable 
experience of the Chamber of Commerce of the 
United States. The formation and development 
of this chamber had shown that business men 
might consult and co-operate with a view to 
making their collective experience and advice 
of value to their own government well as 
to the public opinion of the country as a whole. 
Hence the very natural question arose, why 
could not this same principle be applied among 
the business men of the nations to the end 
that the collective experience and advice of tne 
business men of the world might be placed at 
the service of the governments of the world, 
as well as at the disposal of the public opinion 
of all the peoples, 
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In addition to reforms directly intended to 
improve the currency and exchange situations, 
such other problems as export credits, the ob 
stacles to import and export credits, protection 
of industrial property, fair treatment of foreign 
banks and of foreigners as to taxation, tech- 
nical aid to industrial organizations, and the 
subject of improving transportation and com- 
munication facilities generally have been 
studied by the International Chamber of Com- 
merce, both in open meetings and in detail by 
committees of experts on the various subjects. 
Such reforms as could be accomplished by its 
own offices or through appeal to public opinion 
have been prosecuted with gratifying results 
Those which required action on the part of 
governments have been submitted to the gov- 
ernments concerned in the form of concrete re- 
quests for such necessary action: 

Realizing the vital necessity for these reforms 
the governments concerned included all the 
foregoing measures of economy in the agenda 
for the present conferences at Genoa. Acknow]- 
edgment of the preliminary work of the Inter- 
national Chamber of Commerce on these sub- 
jects was made by the leaders of the nations 
participating. 


Financial Stability 


Recommendations for the stabilization of ex- 
changes through balancing of budgets, etc., 
emanated from the financial commission of the 
conference, and with them have come others 
urging a financial conference to co-ordinate a 
credit policy among central banks to avoid the 
fluctuations in the purchasing power of gold. 
That conference is also to attempt a co-ordina- 
tion of policy between Europe and the United 
States of America, without which ‘‘no scheme 
for establishing the purchasing power of a 
monetary unit could be effective.’’ 

Another useful recommendation from the 
commission is to the effect that governments 
of countries having a depreciated and de- 
preciating currency make recognition of that 
fact by devaluing the standard and no longer 
keeping up the pretext of the old relation to 
gold. In that, again, the policy recommended 
by the International Chamber of Commerce 
is approved by the conference. 

The Commerce Commission at Genoa has been 
studying the subject of export and import tar- 
iffs in relation to international trade. The 
action of the International Chamber of Com- 
merce in recommending to the various govern- 
ments’ sound policies in these same matters 
has in many cases already produced salutary 
results. 

Under the activities of the Transport Com- 
mission at Genoa it is of particular interest to 
note that the question of an equipment asso- 
ciation, proposed by the American delegates to 
the London meeting of the International Cham- 
ber and received with approval at that meet- 
ing, has been offered by the commission as the 
solution to the transportation problem of re- 
storing European trade to its pre-war efficiency. 

When one attempts to realize the magnitude 
of the national debts arising out of the war 
and then considers the fact that the present 
production of the world is able to pay interest 
only on the pre-war debts, and that, as a mat- 
ter of fact, no substantial provision has yet 
been made for liquidating any of the war 
debts, one cannot fail to realize the fact that 
the solution of the problem of the world’s 
economic reconstruction has not yet been seri- 
ously undertaken. 


Production Lags 


The productive power of a large part of the 
world is not being utilized, primarily for the 
reason that unstable political conditions make 
it impossible for the people in many parts of 
the world to obtain credit with which to finance 
the purchase of those raw: materials which 
must in turn be used as a basis for production, 
and through production the re-establishment of 
purchasing power. 

Hence, we have had a condition of paralysis 
of international trade. 

Not alone the governments but the business 
men of the world must play their part in as- 
sisting to put the world of finance, industry 
and trade on its feet. You are only too well 
aware of the fact that the future economic re- 
lationships of Germany with respect to the 
world are still unséttled. And behind the 
whole situation stands the shadow of Russia 
Russia must be forced, before the world can 
admit her into the comity of nations, to ac- 
knowledge the sanctity of private property, and 
otherwise to give earnest of her determination 
to conduct her affairs in accord with estab- 
lished international morality and the enlight- 
ened judgment of mankind as to international 
obligations. 

It is vital at the earliest possible moment at 
which it can be accomplished, after giving 
due consideration to the fundamental principles 
which should govern a sound treatment of the 
problem, that both Russia and Germany should 
be restored to economic productivity and to 
their full commercial relations with the rest of 
the world, 

And the main point I venture to make is that 
the re-establishment of prosperity upon sound 
foundations awaits the re-establishment in all 
respects of certainty and stability. The de- 
termination of such problems as I have men- 
tioned is a fundamental prerequisite to the 
establishment of such stability. 

In closing, 1 should like to pay my tribute 
of thanks, as chairman of the American Section 
of the International Chamber of Commerce, to 
the officers of the United States Government 
who have so helpfully and earnestly aided us 
in our efforts, first, to establish the Interna- 
tional Chamber and, having established it, in 
our effort to make its work a success. None 
have given us more wholehearted co-operation 
and assistance than our Secretary of State, Mr. 
Hughes, and our Secretary of Commerce, Mr. 
Hoover, and I venture to say that the experi- 
ence of business men having widespread inter- 
national relations during the past year or 
more, has made it clear that in the working 
out of these difficult questions along sound 
lines, we may count with unreserved confi- 
dence upon the support and intelligent co- 
operation of those now in charge of the policies 
of the government of the United States, 

Thus supported by our Government, thus 
impelled by the world obligation which con- 
fronts us, thus facing a new era of unparalleled 
opportunity, can we, as individual business 
men, hesitate to do our part to the uttermost? 


Remission of War Debts Suggested 


John R. Delafield of New York, for 
merly chairman of the Board of Contract 
Adjustment, War Department, in an ad- 
dress upon the effect of the payment of 
the allied debt to the United States upon 
its exports and home market, suggested 
remission of the debt upon the ground 
that its payment will tend to diminish 
exports and reduce home consumption, 

Chairman Albert D. Lasker of the ship- 
ping board told the convention of the pres- 
ident’s program for upbuilding the Amer- 
ican merchant marine. James R. Howard 
dwelt upon the effect of the European 
conditions upon American § agriculture 
Arthur Balfour, representing British 
chambers of commerce, told the conven- 
tion that England would pay her war 
debts to this government, but needed 
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time to do it. Financial rehabilitation of 
Europe will help American business. 
Dwignt Morrow, of J. P. Morgan & Co., 
dilated upon this theme. 

Theodore F. Whitmarsh, president of 
Francis H. Leggett & Co., New York, was 
chairman of the sessions of the domestic 
distribution group, at which there were 
several speakers. One of them, Dr. Paul 
H. Nystrom, director of the Retail Re- 
search Association, New York, told of the 
growth of the chain store and declared it 
has come to stay. 

Ernest T. Trigg, vice president of John 
Lucas & Co., Philadelphia paint manu- 
facturers, and president of the National 
Paint, Oil. and Varnish Association, pre- 
sided as chairman at a joint meeting of 
the foreign commerce and domestic dis- 
tribution groups Wednesday afternoon. 
Mr. Trigg opened the meeting with a 
few brief remarks, reminding those in at- 
tendance of the increasing impotence of 
the international aspect in any considera- 
tion or the economic situation. The time 
has passed when the United States could 
consider itself as an entity separate and 
apart from other nations, particularly in 
things economic, he declared. 


Tariff and Foreign Trade 


He then introduced the first speaker, 
Hon. W. S. Culberson. vice chairman of 
the United States Tariff Commission, who 
spoke about the bearing of United States 
tariff upon export and import trade, and 
upon foreign relations generally as con- 
cerns the tariff. Commissioner Culberson 
pointed out that in any legislation Amer- 
ica must not only be guided by the desire 
for protection of American industry, but 
should also think of protection of her 
own overseas trade. He discussed reci- 
procity, penal tariff provisions, ete., and 
warned against American tariff discrimi- 
nation between foreign countries, point- 
ing out its ineveitable retaliation. He 
also criticized negotiations between no- 
tions, which tend toward attempted in- 
frangement of their sovereign rights. 

He suggested as a remedy for delay 
and other tariff difficulties the so-called 
flexible provision of the pending tariff 
bill giving the present authority to ad- 
just the tariff on any commodity or com- 
modities to meet unusual conditions that 
may arise out of the exchange situation. 
wages or other conditions in a_ partic- 
ular domestic industry, or other unlooked 
for conditions. This provision was agreed 
to by the majority of the finance commit- 
tee and recommended for adoption by the 
Senate. 


Associations Advised to Stick 


A statement from the domestic dis- 
tribution department of the Chamber, 
says, among other things. 

If it is true, as quite commonly reported, 
that some trade associations contemplate dis- 
bandment because of the Supreme Court de- 
cision in the Hardwood Lumber case, their ac- 
tion would be premature. Plenty of useful 
activities for trade associations remain which 
have no relation to the Hardwood Lumber case. 
There is no necessity for reciting every direc- 
tion in which ‘knowledge might, could or should 
be sought as an aid to the solution of distribu- 
tion problems; it would be an endless and use- 
less task, but it has been announced that about 
sixty trade associations have begun to provide 
the Department of Commerce with the essen- 
tial facts relating to the distributors and in- 
evestries which they represent, for the benefit 
not only of business in general but of them- 
selves and their members. 


Costs and Production 


At the fabricated production group 
presided over by Homer Ferguson, presi- 
dent of the Newport News Shipbuilding 
Co., such subjects were discussed as the 
lowering of costs and stabilizing of pro- 
duction, and the importance of foreign 
trade to American industry. 

The finance group of the convention 
considered such matters as agricultural 
credits, the federal reserve system, prog- 
ress of the budget system, refunding of 
the United States debt, redistribution of 
the world’s gold supply, and financial 
legislation. 

At the foreign commerce group, Frank 
Taylor, president of the S. S. White Den- 
tal Manufacturing Co., told some of his 
recent observations in Germany in con- 
nection with competition from that coun- 
try, and Gerald Swope, of the General 
Electric Co., spoke of developing an inter- 
national business. 

In superior quality and prompt deliv- 
ery and even more in the acknowledged 
reputation for square dealing and honest 
service lies the secret of America's ability 
to “carry on” on the world markets, de- 
spite exchange difficulties, low European 
production costs, unfavorable foreign 
tariff policies and other supposedly un- 
surmountable economic barriers, accord- 
ing to Dr. Julius Klein, director of the 
U. S. Bureau of Foreign and Domestic 
Commerce of the Department of Com- 
merce, 

Dr. Klein said that the European out- 
look as a whole is favorable. He pointed 
to the gradual recovery of sterling which 
is only 10 per cent. below par, and of the 
efforts made by European countries to 
balance their budgets and trade items, 
all of which means a better tone to trade. 
He spoke of the upward trend in Ameri- 
can exports to Europe and of the pres- 
sure being brought to bear on Germany 
to balance her budget and _ eliminate 
subsidies to industry, thus greatly reduc- 
ing that country’s former underselling 
advantage. 

Indications of a slow but steady return 
to normal characterize the business sit- 
uation in Latin America, improvement 
being due to upward trend of world’s 
wheat prices, betterment in the cacao 
industry, sales of nitrates, increased cof 
fee demand, flotation of several impor 
tant loans, better sugar prices, etc 

The director said that a decidedly more 
optimistic tone is in evidence in the Fat 
East. Because of a more confident 
terior market, indications poir 
early revival of buying in ¢ 
present political conditions 
cessions in Japan are ben: 

India is improving and the 
Australia is bright 

Insurance problems were gone into by 
the insurance group of the convention, 
transportation problems by the _ three 
groups on transportation, and natural re- 
source production was discussed at several 


(Continued on page 57) 


a rene 





May 22, 1922 


follow an intellectual bent and seek a 
career of honorable service to the nation 1 do 
not depreciate those who are in the service, 
but I do decry the method which limits the se- 
ection and discriminates against the poor 
man of equal ability We talk a great deal of 
love of our country, and I should like to see a 
better appreciation of what its interests de- 
mand 

We have the same difficulty in the consular 
service because of the present salary scale It 
is difficult to retain its best men because of 
tempting offers constantly made to them by 
the business world. 

It must be borne in 
ways had in this 
tion of our young men of the 
who are strongly influenced 
than those of pecuniary gain. It is because of 
this fact that in the past generations, while 
America was advancing by leaps and bounds, 
and vast fortunes were being accumulated, the 
church and the teaching profession were en- 
riched by our best blood. But there is a limit 
to the sacrifice that can be asked. There is a 
difference between plain living and actual 
poverty and distrees. Further, the prospect 
that invites the young man of intellectual am- 
bition is one of career, of recognition, of dis- 
tinction ; hence, it is of vital importance in 
‘rganizing our diplomatic and consular services 
that we should provide sufficient for a decent 
iving, and hold out the hope that conspicuous 
ability and fidelity will be appropriately recog- 


nized. 
Flexibility Needed 


_ Phere is also the need of a greater flexibility. 
There has long been too great a distinction be- 
tween the political interests of the diplomatic 
service and the commercial interests of the 
consular service. Both are engaged in po- 
litical work and both are engaged in commer- 
cial work. You cannot at this time take eco- 
nomics out of diplomacy. If you would pro- 
tect our interests on the one side you must 
support them on the other, and I believe that 
the two branches of the service, now called the 
liplomatic and consular, should be drawn to- 
xether and treated as an interchangeable unit. 
This would permit men to be assigned from 
one service to the other and thus give a greater 
range of opportunity for putting men in the 
plac es where they belong as their aptitudes ana 
special talents are revealed. 

In all these matters we must be realists and 
not permit our mental processes to be stopped 
by archaic differentiations. Nearly all nations 
have found it necessary to make a considerable 
reorganization in order better to equip their 
foreign service, and this country should not 
lag behind. 

What I have said 
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as to the service abroad 
applies also to the department. The depart- 
ment is undermanned. The work places too 
xreat pressure on many of the officials and em- 
ployes who are required to sacrifice construc- 
tive hours to routine. There is need of more 
and better paid officials to handle important 
matters. The work of the department in 
Washington is interlaced with that of the field, 
and the aim is constantly to interchange the 
benefits of the experiences of each. Thus men 
should be brought in from the field to the ae- 
partment, so that the department may be en- 
riched by contact with those who have had the 
benefit of experience abroad, and at the same 
time men should be sent from the department 
to the field so that there may be a better un- 
derstanding and more intimate knowledge of 
the department's policies. Happily this re- 
ciprocal influence is being maintained and the 
spirit of both field and department leaves noth- 
ing to be desired. 

Then there should be a co-ordination of ef- 
fort ameng the different departments of gov- 
ernment. Sometimes it might be supposed that 
the different departments of government were 
so many different governments, such has been 
at times the nature of the intercourse between 
them While we are intent upon perfecting 
any particular agency of government, we can 
never afford to lose sight of the fact that it is 
a single government whose varied instrumental- 
ities we are considering and which must act 
as a single government with a unified purpose 
and method. 

I am glad to say that we are achieving at 
this time a very gratifying measure of co-oper- 
ation among the departments, in particular the 
relations between the Department of State and 
the Department of Commerce are most cordial 
and mutually helpful. We are working with 
each other and endeavoring each to aid the 
other in its recognized field of effort. It is my 
most earnest desire that all practicable meas- 
ures shall be taken to promote American com- 
merce and disseminate through all appropriate 
channels the essential information which the 
American merchant needs. 

The Department of State is carrying the flag 
of the twentieth century. It aims to be re- 
sponsive in its own essential sphere to what it 
recognizes as the imperative demands of Amer- 
ican business. It aims at the co-ordination of 
the work of all departments bearing upon the 
same great object of American prosperity. It 
intends in its contacts with foreign govern- 
ments to maintain the American tradition of 
candor and good faith, and at this difficult 
time it is earnestly desirous of aiding in the 
re-establishment of stable conditions, and thus 
f contributing to the welfare of other peoples 
upon which our own prosperity must ultimately 
lepend. 


Hoover on European Stability 


Secretary of State Hoover spoke on the 
effect of the European situation on Amer- 
ican business, the topic in which the in- 
terest of the convention largely centered. 
4 summary of Mr. Hoover's remarks fol- 
lows :— 

Next to our domestic economic 
matter uppermost in the minds of all of us 
must manifestly be the advance of Europe to- 
ward the degree of stability which we our- 
selves enjoy. The steps necessary for its at- 
tainment have been in vigorous debate for the 
last three years. Business men and economists 
the world over have long been in common 
igreement upon the major steps. The great 
lebate at Genoa has again served to confirm 
these principles and measures 

The c the great 
clude: 

First, 
states in 
atmosphere of 
yhere of war. 

Second, the 
to lessen government 
onfidence in peace 

Third, the inter-governmental] debts, includ- 
ng German reparations, to be fixed upon such 
a definite basis of payment of interest and prin- 
ipal as will create reasonable confidence that 
payments will be met. 

Fourth, the balancing of 
through the reduction of expenditure 
increase in taxation, and a 
onsequent inflation in currency 
time bills. 

Fifth, the ultimate establishment of 
standard with the assistance of either credits 
r gold loans, and, where necessary, the ac- 
ceptance of diminished gold content to many 
old units of currency 
There are many less important but 
they become easy and certain when these major 
ssues are accomplished. If these measures 
could be accomplished tomorrow, the stream of 
commerce and industry would rush economic 
recovery at a pace which would amaze 
world, 


problems, the 


mclusions of majority in- 
between the 
produce an 


the atmos 


such political relations 
Europe themselves as will 
peace and destroy 


armament not 
but to 


only 
Rive 


reduction of 
expenditure 


budgets more 
than the 
cessation of the 
and short- 


the gold 


steps, 


the 


OIL PAINT AND DRUG REPORTER 


It is eas lay down principles and meas* 
ures It is indeed of value that this should be 
done But the attainments of such measures 
would imply much realignment of political and 
economic vision These things are not to be 
accomplished in days or months. So long as 
they are not accomplished, progress will be 
si0W. For these are not economic theories; 
they are inexorable principles of economic 
hygiene, disregard of which brings a continued 
harvest of human misery and danger. And 
until their accomplishment is in sure process, 
our citizens must guide their business with 
caution in relations to the nations who are as 
yet unable to make these steps. 

I am not-one who believes that civilization 
will crash because these measures have been 
delayed by some nations in the multitude or 
passions and almost insolvable difficulties they 
confront as the aftermath of the greatest of 
wars. We are now more than three years from 
the armistice, and despite the failure to secure 
universal economic hygiene, the combatant 
states upon the continent, except Russia, have 
made very definite progress in these directions. 
The very fact that these states have survived 
at all is proof of the virility of their institu- 
tions. 

Our people have a deep solicitude for Eu- 
rope’s prosperity and a sympathy for her diffi- 
culties, which are comparatively so much 
greater than our own. Our interest extends far 
beyond considerations of purely economic in- 
terest. Her burdens indeed do react on our 
employment and the difficulties of our farmers 
and of our merchants. In argument of some 
European business men and economists, how- 
ever, there is a tendency to overestimate our 
economic dependence upon Europe, and there is 
sometimes a tendency to too highly stress the 
word responsibility as applied to the United 
States. Our economic progress is to some ex- 
tent freeing itself from dependence upon the 
international situation, as witness our recovery 
from the world depression, and we have first 
to keep America strong if we would be of as- 
sistance to anybody. 

We have indeed poured our resources into the 
assistance of Europe ever since the war was 
won—to a total of probably more than four 
billion dollars—of governmental and private 
loans, with an addition of over a billion of 
cnarity. If we had not done so, the continent 
would have sunk into chaos long before this. 
It is not our desire to dictate but to co-operate 
in every way that is possible, practicable, and 
that will be effective, ; 

When we come to the problems of further 
economic assistance we must deal with very 
realistic questions. First, the most unlikely 
event on the economic earth is that the United 
States will, as a Government, again engage in 
any governmental loans; and, second, as finna- 
cia] assistance must arise from our private in- 
vestors, then in order to attract these invest- 
ors, confidence must be maintained in the 
progress toward peace and economic stability 
in that nation which wishes assistance from 
our people. 

There are some matters in the lending of pri- 
vate capital that are of concern to the nation 
as a whole. For instance, it is essential that 
these loans should be confined to reproductive 
purposes, All loans to foreign nations which 
are not employed for reproductive work are a 
destruction of the capital. The furnishing or 
raw_ materials, the construction of transporta- 
tion facilities, public utilities, factories and 
rroduction throughout the world, is a use of 
American capital that blesses both the borrower 
and the Jender. The upbuilding of the rest of 
the world and its consuming power adds pri- 
marily to world well-being, but it also adds to 
the future demands of our own labor, the prod- 
ucts of our own farmers, and the services of 
our own merchants. 

But loans that are dissipated either directly 
or indirectly in military expenditure or in un- 
balanced budgets, in the bolstering up of in- 
flated currencies, are a double loss to the world. 
They are not only a loss in that they add noth- 
ing to increased productivity, but they are a 
loss in that they entail the postponement of 
those measures which are vita] for the eco- 
nomic rehabilitation of the world. 


International Chamber 


Wednesday evening A. C. Bedford, vice 
president of the International Chamber of 
Commerce, took up that institution as a 
topic and discussed the conference at 
Genoa and other phases of the foreign 
situation. He said, in part :— 

If there is any one fact which stood out in 
high relief as a result of the experiences of the 
war it is that the whole world from an eco- 
nomic standpoint is an indivisible unit. We 
had not realized prior to the wear how abso- 
lutely each part of the world is dependent upon 
the other parts. The war shattered this eco- 
nomic machine, and ever since the armistice 
the fundamental effort of statesmanship and 
of business has been to replace the broken and 
splintered parts. 


Business Must Help 


The making of the Treaty of Versailles also 
brought into high relief the additional fact 
that while governments could make treaties, 
fix geographical boundaries and establish po- 
litical sovereignty there were respects in which 
the advancement of civilization required the 
co-operation of the business leaders of the 
world independent of governments and regard- 

political boundary lines. President 

spoke more wisely than knew, I 
when at Turin, Italy, he said, ‘‘The 
who do the business of the world now 
control the destines of the world.’’ He spoke, 
of course, of business in the broadest sense, to 
include both the large and the small factors in 
it, and without regard to whether those factors 
were employers or employees. What he meant 
was that around the great processes of the pro- 
duction and distribution of wealth revolved the 
controlling the material welfare of 
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mankind. 

A further fact which emerged into vital pre- 
eminence upon the conclusion of peace was that 
the United States had become the great cred- 
itor nation of the world and that our trade 
relations with other peoples were hereafter to 
assume a prominence never before experienced. 
This involved a re-examination of our interna- 
tional trade relationships and made it essen- 
tial that we should depend not alone upon 
treaties of peace but that we should establish 
personal contacts with the representative busi- 
ness men of other countries with a view to lay- 
ing a foundation of understanding which should 
make our enlarged trade relationships a source 
of benefit not alone to ourselves but to all the 
world 

As a 
world 
experience 


guide in setting forth upon this new 
voyage of ours we had the invaluable 
of the Chamber of Commerce of the 
United States. The formation and development 
of this chamber had shown that business men 
might consult and co-operate with a view to 
making their collective experience and advice 
of value to their own government as well as 
to the public opinion of the country as a whole. 
Hence the very natural question arose, why 
could not this same principle be applied among 
the business men of the nations to the end 
that the collective experience and advice of the 
business men of the world might be placed at 
the service of the governments of the world, 
as well as at the disposal of the public opinion 
of all the peoples. 


In addition to reforms directly intended to 
improve the currency and exchange situations, 
such other problems as export credits, the ob- 
stacles to import and export credits, protection 
of industrial property, fair treatment of foreign 
banks and of foreigners as to taxation, tech- 
nical aid to industrial organizations, and the 
subject of improving transportation and com- 
munication facilities generally have _ been 
studied by the International Chamber of Com- 
merce, both in open meetings and in detail by 
committees of experts on the various subjects. 
Such reforms as could be accomplished by its 
own offices or through appeal to public opinion 
have been prosecuted with gratifying results 
Those which required action on the part of 
governments have been submitted to the gov- 
ernments concerned in the form of concrete re- 
quests for such necessary action: 

Realizing the vital necessity for these reforms 
the governments concerned included all the 
foregoing measures of economy in the agenda 
for the present conferences at Genoa. Acknow!]- 
edgment of the preliminary work of the Inter- 
national Chamber of Commerce on these sub- 
jects was made by the leaders of the nations 
participating. 


Financial Stability 


Recommendations for the stabilization of ex- 
changes through balancing of budgets, etc., 
emanated from the financial commission of the 
conference, and with them have come others 
urging a financial conference to co-ordinate a 
credit policy among central banks to avoid the 
fluctuations in the purchasing power of gold. 
That conference is also to attempt a co-ordina- 
tion of policy between Europe and the United 
States of America, without which ‘‘no scheme 
for establishing the purchasing power of a 
monetary unit could be effective.”’ 

Another useful recommendation from the 
commission is to the effect that governments 
of countries having a depreciated and de- 
preciating currency make recognition of that 
fact by devaluing the standard and no longer 
keeping up the pretext of the old relation to 
gold. In that, again, the policy recommended 
by the International Chamber of Commerce 
is approved by the conference. 

The Commerce Commission at Genoa has been 
studying the subject of export and import tar- 
iffs in relation to international trade. The 
action of the International Chamber of Com- 
merce in recommending to the various govern- 
ments’ sound policies in these same matters 
has in many cases already produced salutary 
results. 

Under the activities of the Transport Com- 
mission at Genoa it is of particular interest to 
note that the question of an equipment asso- 
ciation, proposed by the American delegates to 
the London meeting of the International Cham- 
ber and received with approval at that meet- 
ing, has been offered by the commission as the 
solution to the transportation problem of re- 
storing European trade to its pre-war efficiency. 

When one attempts to realize the magnitude 
of the national debts arising out of the war 
and then considers the fact that the present 
production of the world is able to pay interest 
only on the pre-war debts, and that, as a mat- 
ter of fact, no substantial provision has yet 
been made for liquidating any of the war 
debts, one cannot fail to realize the fact that 
the solution of the problem of the world’s 
economic reconstruction has not yet been seri- 
ously undertaken. 


Production Lags 


The productive power of a large part of the 
world is not being utilized, primarily for the 
reason that unstable political conditions make 
it impossible for the people in many parts of 
the world to obtain credit with which to finance 
the purchase of those raw: materials which 
must in turn be used as a basis for production, 
and through production the re-establishment of 
purchasing power. 

Hence, we have had a condition of paralysis 
of international trade. 

Not alone the governments but the business 
men of the world must play their part in as- 
sisting to put the world of finance, industry 
and trade on its feet. You are only too well 
aware of the fact that the future economic re- 
lationships of Germany with respect to the 
world are still unsettled. And behind the 
whole situation stands the shadow of Russia. 
Russia must be forced, before the world can 
admit her into the comity of nations, to ac- 
knowledge the sanctity of private property, and 
otherwise to give earnest of her determination 
to conduct her affairs in accord with estab- 
lished international morality and the enlight- 
ened judgment of mankind as to international 
obligations. 

It is vital at the earliest possible moment at 
which it can be accomplished, after giving 
due consideration to the fundamental principles 
which should govern a sound treatment of the 
problem, that both Russia and Germany should 
be restored to economic productivity and to 
their full commercial relations with the rest of 
the world 

And the main point I venture to make is that 
the re-establishment of prosperity upon sound 
foundations awaits the re-establishment in all 
respects of certainty and stability. The de- 
termination of such problems as I have men- 
tioned is a fundamental prerequisite to the 
establishment of such stability. 

In closing, I should like to pay my tribute 
of thanks, as chairman of the American Section 
of the International Chamber of Commerce, to 
the officers of the United States Government 
who have so helpfully and earnestly aided us 
in our efforts, first, to establish the Interna- 
tional Chamber, and, having established it, in 
our effort to make its work a success. None 
have given us more wholehearted co-operation 
and assistance than our Secretary of State, Mr. 
Hughes, and our Secretary of Commerce, Mr. 
Hoover, and I venture to say that the experi- 
ence of business men having widespread inter- 
national relations during the past year or 
more, has made it clear that in the working 
out of these difficult questions along sound 
lines, we may count with unreserved confi- 
dence upon the support and intelligent co- 
operation of those now in charge of the policies 
of the government of the United States, 

Thus supported by our Government, thus 
impelled by the world obligation which con- 
fronts us, thus facing a new era of unparalleled 
opportunity, can we, individual business 
men, hesitate to do our part to the uttermost? 


Remission of War Debts Suggested 


John R. Delafield of New York, for- 
merly chairman of the Board of Contract 
Adjustment, War Department, in an ad- 
dress upon the effect of the payment of 
the allied debt to the United States upon 
its exports and home market, suggested 
remission of the debt upon the ground 
that its payment will tend to diminish 
exports and reduce home consumption. 

Chairman Albert D. Lasker of the ship- 
ping board told the convention of the pres- 
ident’s program for upbuilding the Amer- 
ican merchant marine. James R. Howard 
dwelt upon the effect of the European 
conditions upon American § agriculture. 
Arthur Balfour, representing British 
chambers of commerce, told the conven- 
tion that England would pay her war 
debts to this government, but needed 
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do it. Financial rehabilitation of 

will help American business. 
Morrow, of J. P. Morgan & Co., 
dilated upon this theme. 

Theodore F. Whitmarsh, president of 
Francis H. Leggett & Co., New York, was 
chairman of the sessions of the domestic 
distribution group, at which there were 
several speakers. One of them, Dr. Paul 
H. Nystrom, director of the Retail Re- 
search Association, New York, told of the 
growth of the chain store and declared it 
has come to stay. 

Ernest T. Trigg, vice president of John 
Lucas & Co., Philadelphia paint manu- 
facturers, and president of the National 
Paint, Oil. and Varnish Association, pre- 
sided as chairman at a joint meeting of 
the foreign commerce and domestic dis- 
tribution groups Wednesday afternoon. 
Mr. Trigg opened the meeting with a 
few brief remarks, reminding those in at- 
tendance of the increasing impotence of 
the international aspect in any considera- 
tion or the economic situation. The time 
has passed when the United States could 
consider itself as an entity separate and 
apart from other nations, particularly in 
things economic, he declared. 


Tariff and Foreign Trade 


He then introduced the first speaker, 
Hon. W. S. Culberson. vice chairman of 
the United States Tariff Commission, who 
spoke about the bearing of United States 
tariff upon export and import trade, and 
upon foreign relations generally as con- 
cerns the tariff. Commissioner Culberson 
pointed out that in any legislation Amer- 
ica must not only be guided by the desire 
for protection of American industry, but 
should also think of protection of her 
own overseas trade. He discussed reci- 
procity, penal tariff provisions, etc., and 
warned against American tariff discrimi- 
nation between foreign countries, point- 
ing out its ineveitable retaliation. He 
also criticized negotiations between no- 
tions, which tend toward attempted in- 
frangement of their sovereign rights. 

He suggested as a remedy for delay 
and other tariff difficulties the so-called 
flexible provision of the pending tariff 
bill giving the present authority to ad- 
just the tariff on any commodity or com- 
modities to meet unusual] conditions that 
may arise out of the exchange situation. 
wages or other conditions in a _ partic- 
ular domestic industry, or other unlooked 
for conditions. This provision was agreed 
to by the majority of the finance commit- 
tee and recommended for adoption by the 
Senate. 


Associations Advised to Stick 


A statement from the domestic dis- 
tribution department of the Chamber, 
says, among other things. 

If it is true, as quite commonly 
that some trade associations contemplate dis- 
bandment because of the Supreme Court de- 
cision in the Hardwood Lumber case, their ac- 
tion would be premature. Plenty of useful 
activities for trade associations remain which 
have no relation to the Hardwood Lumber case. 
There is no necessity for reciting every direc- 
tion in which ‘knowledge might, could or should 
be sought as an aid to the solution of distribu- 
tion problems; it would be an endless and use- 
less task, but it has been announced that about 
sixty trade associations have begun to provide 
the Department of Commerce with the essen- 
tial facts relating to the distributors and in- 
evstries which they represent, for the benefit 
not only of business in general but of them- 
selves and their members. 


Costs and Production 


At the fabricated production group 
presided over by Homer Ferguson, presi- 
dent of the Newport News Shipbuilding 
Co., such subjects were discussed as the 
lowering of costs and stabilizing of pro- 
duction, and the importance of foreign 
trade to American industry. 


The finance group of the convention 
considered such matters as agricultural 
credits, the federal reserve system, prog- 
ress of the budget system, refunding of 
the United States debt, redistribution of 
the world’s gold supply, and financial 
legislation. 

At the foreign commerce group, Frank 
Taylor, president of the S. S. White Den- 
tal Manufacturing Co., told some of his 
recent observations in Germany in con- 
nection with competition from that coun- 
try, and Gerald Swope, of the General 
Electric Co., spoke of developing an inter- 
national business. 

In superior quality and prompt deliv- 
ery and even more in the acknowledged 
reputation for square dealing and honest 
service lies the secret of America’s ability 
to “carry on” on the world markets, de- 
spite exchange difficulties, low European 
production costs, unfavorable foreign 
tariff policies and other supposedly un- 
surmountable economic barriers, accord- 
ing to Dr. Julius Klein, director of the 
U. S. Bureau of Foreign and Domestic 
Commerce of the Department of Com- 
merce. 

Dr. Klein said that the European out- 
look as a whole is favorable. He pointed 
to the gradual recovery of sterling which 
is only 10 per cent. below par, and of the 
efforts made by European countries to 
balance their budgets and trade items, 
all of which means a better tone to trade. 
He spoke of the upward trend in Ameri- 
can exports to Europe and of the pres- 
sure being brought to bear on Germany 
to balance her budget and_ eliminate 
subsidies to industry, thus greatly reduc- 
ing that country’s former underselling 
advantage. 

Indications of a slow but steady return 
to normal characterize the business sit- 
uation in Latin America, improvement 
being due to upward trend of world’s 
wheat prices, betterment in the cacao 
industry, sales of nitrates, increased 
fee demand, flotation of several impor- 
tant loans, better sugar prices, etc 

The director said that a decidedly more 
optimistic tone is in evidence in the Far 
East. Because of a more confident ir 
terior market, indications 
early revival of buying in ¢ 
present political conditions 
cessions in Japan are ben 
India is improving and 
Australia is bright. 

Insurance problems were 
the insurance group of the convention, 
transportation problems by the _ three 
groups on transportation, and natural re- 
source production was discussed at several 
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OIL PAINT AND DRUG REPORTER 


Acetphenetidin, U. S. P. 


(PHENACETIN) 


_ Acetyl Salicylic Acid 
(ASPIRIN) 

Standard Monsanto medicinals 
are now in demand by the con- 
suming trade. Stocks of Acet- 
phenetidin and Acetyl Salicylic 
Acid, as well as Sodium Salicy- 
late, Glycerophosphates and 
other Monsanto medicinals are 
carried at New York, Chicago 
and St. Louis. 


onsanto Ghemical Works 
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Drug Markets 


Unless otherwise specified, our prices are those prevailing in the New 
York Market and are for large quantities. Complete prices current 
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Business in the drug market last mides, Rochelle salt and menthol, the 
week was quieter and failed to develop Weakness is due to the clash between 
those striking situations which re- domestic production, or stocks. on one 
cently removed affairs from the rou- hand and the competition of foreign 
tine character into which they had s00ds on the other. ; 
fallen. Buying and selling were nar- , The close of the market was in keep- 
row, transactions being restrained and ing With the generally quiet under- 
confined to the actual consuming CUrrent of affairs throughout the en- 
needs at hand. Little thought as to ire week, Despite the duller charac- 
the future was apparently taken by [t€? Of business, sellers as a whole 
buyers. The orders that drifted to were rather firm in their views for the 
the spot gave evidence of limited re- coubehe and were inclined to be mod- 
quirements, and there was no haste nag bullish as to the future. 
to cover future necessities on a liberal Pe ee developed during the 
scale, It was a week of small orders ),... inder review are tabulated be- 
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that touched the market here and | 

there without leaving much trace on Advanced Manufacturing Chemists 

prices, Antes seed, Spanish, Linden flowers, with- . 
a ac Out leaves, $e. New York PHILADELPHIA _—St. Lonis 


Notwithstanding the jobbing l Star, nominal with leaves, 3c 
mand that prevailed, the market dis- Balm of Gilead, buds, Myrrh, 10c. — 
played noteworthy stability as to uC. Montan wax, crude, 



























quotations on important items. There }**f\¥#% white, pure, wi’ TNT. 

a : ° ° . Marjoram, fair, 1c 
were price changes, of course, but for refined, 1e. medium, %c. _ 
the most part such movements failed Cubed berries, 10¢. Millet seed, natural, 
to affect adversely the general quo- a seed, Dutch, — tye. ‘ 
tation levels which recently ruled. African, % “ie, a 

This undercurrent of quiet strength Guan ol ca ac. , Pepper, black, Singa- 
Was perhaps most marked in the crude oh oR. caer régeeraiat oil, natural 
drug division. If any real and gen- Citronella oil, Ceylon, AY aid oo 
eral weakness existed it was well con- Comanaer — rectified, 10c. 
cealed. Prices displayed a rugged ¢andelilia wax. se aoe nitrate, 25¢ 
quality which was distinctly in keep- Ergot, 2c < “aa ae a 
ing with the basically firm position of ag root. Cochin, Soda, cacodylate, We, 
the group. Such important price con- Guaiac. strained. 5c. Sadar bt cil se 
cessions as were made came in ma- Silver, nitrate. 1%c. SPECIAL OFFER 
terials long overdue for revision down- 
ward. Declined 

Notable examples of this latter class Aspirin, resale, 2 Ipecac root, Carta- e 
were found in angostura and barberry aur Sant, I » 1. Se wena, 1c. ; 
barks, which were abruptly readjusted Acetanilide pa ae hg ta ” uperior ay um 
to meet the situation of poor demand Aloes, Curacao, 14 Laurel leaves, good, 
and renewed stocks bought at lower se later powd., 2 oe. 
replacement costs. a bark of tree, een Oe, be In Bulk 





The items of outstanding strength Bromide, potash, im- Pimento oil, Se. 


° » ei ee ve iV]. : : > > ported, 14gc (luassiz ‘hips, toe 2 
were Mexican vanilla beans, cubeb Cramp bark, so-called, Rhubarb rect’ hick Exceptional Inducements on 













berries, lavender and linden flowers, 1c. dried. Sc 
. 9 “he ? ° " 2 s : 
henbane and marjoram leaves, arrow- Chamomile flowers, powdered, 5c A p b Q 
. ae " -ig inecac r . Hungarian, 1 Rochelle salt, import- pb recta le uantities 
root, musk, senega, Rio ipecac roots, Epirepoor } a pea eens import 
re > . 2a ad ae , ed, oC. 

anise, celery and Levant wormseed Colchicum root. le Serpentaria root, 5c. 
and Jamaica ginger. Citronella oil, Java, 1c. Stavesacre seed, fe 

; . i Clove oil, Se Sandalwooc ] S 

Firmness was especially noted in Chloroform. 2c ioe Iwood oil, E. I., ‘ 
ergot, lycopodium, insect powder, Doggrass root, cut, %c. Uva ursi leaves, 14¢ . 
Valencia saffron, buchu, laurel and Se eke. eee lc ¥ ormwood oil, Wve lil ex rac s 
avan Sats ‘ 2 ke echinacea root, a lite poplar bark, 2c 
henna leaves, jalap, mandrake, and Eucalyptus oil,’ Se, flane pinue ot K 
sarsaparilla roots. The weaker ma- Epsom salt, tech., 10c. Bourbon. $1 e 
terials included powdered nux vomica, U. S. P., Se. Manila, $1 
Horehound herb, 4c. u s 
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and white poplar barks; fish berries, 
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leaves, horehound and pulsatilla 
items is becoming increasingly of im- The normal index number is predicated 
e 

of stock or so meagerly supplied as to Normal—136 

Last week, Prev. week. Last month. Last year. u s 
dealers do not care to risk importation ,, . ! 

The position was a concession of 1e. . d li . . ] 

it. Prompt deliveries in large 

when buyers do come in they are like- to arrival of 153 bales of agar agar 


Spirit 
herbs; colchicum, oohinacen, - Chemicals Manufacturers piri S 
gens ipecac ; bar E valerian . <i 4 5 
a ed ipecac, rhubarb and eria [The following index numbers have of * e 
roots. been compiled from thirty-five repre- eee 1X1rs 
portance, ee eee: the — on the price as of August 1, 1914:— 
ket reveals that few sellers are offer- Th > a 7 
; ‘porter’s > 1" 
ing the complete, or nearly complete e Reporter's Index Numbe 
constitute a aw a at = time 10.8 150-9 Ay ae 
to start a general advance in values. arin F : : “< 
It is not that such goods are unob- ACETANILIDE.—The market was 
of foreign or purchase of domestic goods sar eet ee fps c 
in which buyers have not displayed ~©'O“ i naan eae prices, and 
; ‘ aes eo ae ee represented some resale goods which ° 2 
the least interest when offered tenta- ¢ i \ d f k 
tive supplies. Sellers refuse to carry found a ready market at the price. quantities made trom stoc on 
: “AR . . : ° 
the load of slow or immovable stocks, AGAR AGAR.—No. 1 was slightly short notice 
. 
lv to find a market bare of spot goods during the past week. No. 2 held un- . > ‘ 
and also higher prices for future de- changed at $1@1.05, and No. 3 like- Write or Wire for Quotations 
liveries. Soft spots in the crude drug Wise was unaltered at 85@90c. per 


The situation as to supplies of many sentative drugs and pharmaceuticals. 
I * & t 
list. There are many items either out Thirty-five Products 
: 7G 7 fairly steady although = sales vere 
tainable, but it is that importers and prs es sales were . 
made at 30@33c. per pound last week. : its . ° - or -F. we nave 
but that does not alter the fact that easier at $1.20@1.25 per pound, owing 
the firm items are pound, However, the shipment market 


market are few, 





many in number, and strong positions is strong, and the available supplies 
are developing and being retained in on spot are limited and in no way 
a constantly widening circle of ma- does the present slight easiness sug- 
terials. gest a continued decline in prices. 

The quiet mere of —— aoa ALCOHOL.—The quiet character of : ‘ ° 

De , ‘ugs last week als ‘uler 2m: eg ‘ ; sestinenh - i 7 bate ? 

ed in crude drugs last week also ruled demand gave the market an appear- There is not a commercial center of any importance in any part of the 
in the fine chemical section. Manu- ance of steadiness, which was out of 


facturers appeared to have settled back Keeping with the general undertone World where the Oii, Paint and Drug Reporter does not circulate 


ifter the important advances scored of unrest and weakness. Competition 


during the previous trading period. No Was never keener than it was last 

important changes in ! pric sid aoe. week, and small sales rendered the 

reported, but ee was a ee situatio doubly subject to private 

support given by buyers who traded price shading. All kinds were af- Th ini 

in conservative quantities, fected in a measure, but perhaps ethyl e New York Quinine and 


Chemical Works, Inc. 


rhe principal reason 04 oo ease alcohol was less so than others. While 
‘ ice revis s as » a : ; 
of important price revision: 1 competition offered in ethyl is keen, 


fac i sading raw materials went ; ; ea) 
tee a Rosai =F week strenie but the " is a greater movement ot ~ 162 William Street, New York 
tht s neg , : routine quantities, In denatured and 


unchanged. Bismuth metal, crude alaninia : : : 5 : 
iodine. quicksilver, cantharides—both wood eateries aaa a ear ¥ ata 
Russian and Chinese—oxalic acid and Ments were at a low ebb and prices Manufacturers of Fine Medicinal Chemicals 
opium all were held firm by reason of @SPiayee nominal qualities, 
Quotations were as follows at the 


the advancing character of first costs . ae 
Naturally, the materials based on these close of the trading period under con- 
materials. reflected this thoroughly. Sideration:—Ethyl cologne spirits, 

$4.75@4.85; 188 proof, $4.65@4.75; 190 


Advances of minor importance came in eh I ee 
pilocarpine nitrate, sugar of milk and proof, $4.70@4.80; methyl, 95 per cent., 


soda cacodylate. drums, 52c.; barrels, 57¢.; 97 per cent., AND BISMUTH PREPARATIONS 


Less satisfactory conditions ruled drums, 54c.; barrels 59c.; purified 70@ 
7 pag 
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in chloroform, menthol, alcohols, bro- 2c. in drums and 80@84c. in barrels. J : ; 
mides, glycerin, Rochelle salt, cod Denatured completely, No, 1, 31@338c.; The invariable rule of N. Y. Q is to make products not merely 
liver oil and soda benzoate. In these No. 5, 28@30c.; No. 6, 26@28c.; special, ‘*good enough’’ but the very best that can possibly be produced. 


materials, undertones were weak and No. 1, 30@3le. per gallon in barrels; 
gave promise of lower prices under in drums, returned basis, 6c. less. All N. 7. Q. Products conform to the 
requirements of the U. S. P. for purity 







competition. In the instance of bro- ASPIRIN.—Early in the past week 
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reacted slightly to 76c. 
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quotations -Five-barrel 


SEATTLE, 


castor oil was reported during the past week, 


through Vancouver. The closing asked 


stock were 


ec. i. f. lots. 
CHLOROFORM.— “Outside” 
gave an answer last week to the reduc- 
tion named by the majority of producers 
during the previous trading period. in 
drums, the inside price was dropped to 
28c. per pound and 27c. per pound was 
said to be possible. 
pared with the 30c. quoted by the ma- 
jority of producers. 
LIVER OIL.— Spot 
lower at $22@23 per barrel, although 
agents of Norwegian makers and ex- 
declared 


The prices com- 


nental demand. On spot, some attrac- 


tive business 
delivery, 
consuming 
tionally light. 
vicd reported 
Norwegian 
fish. The yield of steam refined oil of 
medicinal grade was 60,665 hectoliters 
as compared with 51,808 hectoliters up 


requirements 
trade were 
A recently received ad- 


immediate 


catch was 33,700,000 


EPSOM SALT.—Spot prices on tech- 


Toward the close of last week techni- 
cal was reduced to 90c.@$1 per hun- 
imported 
testing U. S. P. was available at $2 per 
hundred—some 
mestic goods were inside at $2.50 per 
hundred pounds. 
GLYCERIN. — Sales 


intimated 


dynamite 


West at 12%4c. per pound. 
business 
12%c. per pound, this price represent- 
ing a concession of 4c. below the last 
previous price paid. 
together totaled 


business al- 


powder makers. 
Refiners 


P.. was in ‘light demand at 15@ 
1544c. per pound 
per pound 
scheduled by 
Intimations of the drum price 
being shaded Were noted, but 
finer alleged 
In the resale market, C. 
continued 


P. in cans 


Crude was steady, few transactions 
being noted because of sellers and buy- 


of soaplye 
8c. per pound and the market closed 
at 8@8loc. per pound, 
was noted 


Saponification 
10@10%ec. per pound as 
Refiners’ 
30% re are lic ler sellers and 1c. 
soaplye are lic. under §s ers a » 
on saponification. 
CHICAGO, May 18, 
have supplied immediate 
firmer in their 
quotations are 


interested, 
Saponification, 88 per cent., 
Soap lye, 80 


deliveries, 
ideas being 


MENTHOL. 
docked last Saturday and the long ex- 


quantity with which spot sellers had to 
The quantity carried was 200 
cases instead of the 150 previously re- 


presumed to be more or less distressed. 
ownership, 
remaining 
identified. 

possibly 75 cases 
had been sold prior to arrival, although 
no one seemed to know definitely. 
goods had 
assumed 


importer 
cases has 
assumed 


offered so 
consumers 
taken up some of the shipment. 
extremely 
buying at present, the minimum of 75 
cases remaining was a stock likely to 
assert bearish pressure. 

Most factors appeared to be await- 


sidering 








but no one was ready 


of the arrived goods 


The situation is not entirely bear- 
ish, however. There is no disposition 
in Japan to further reduce the ship- 
ment price, which at last notice was 
$4.75 per pound in bond The high 
point was $5.10 per pound; hence im- 
porters considered that the primary 
market had made little concession in 
prices. No quantities are offered 
from the source of supply, and the sale 
which placed the shipment market at 
$4.75 per pound covered a_ small 


quantity. 


The spot market was quoted $5.75@ 
6 per pound at a late hour in the week. 
Any change in prices on Saturday 
morning will be noted at the bottom 
of page 2, this issue of the Reporter. 


“» 


OPIUM.—The spot market lacked 
any activity, but sellers reported well 
maintained shipment quotations and 
hence values here reflected the firm 
undertone at the source of supply. 
Closing quotations were $6 per pound 
in cases; powdered and granular ma- 


terial, $7 per pound. 
SMYRNA, April 29, 1922 


Activity has continued throughout the pres- 
ent month, with graftually advancing figures 
As high as 12s. per pound, c. i. f., for 12 per 


cent. has been done. 


The reason for this advance is not only owing 
to a brisk demand from consumers, but also 
to depleting stocks, as the arrivals of the drugs 
from the growing districts are small and far 


between. 


Constant shipments of opium are being ef- 
fected from the North Asia-Minor ports to 
Russia, which we presume is destined for the 
Far Eastern markets by way of Siberia. This 
will very scon deplete the interior stocks, espe- 
cially as crops are getting jess and less every 


year. 


The total amount of opium which changed 
hands during this month was about 15,680 
pounds, and the average sterling price paid 
was lls, 3d. per pound, c. i. f., port of desti- 


nation. 


The arrivals to date are 1,300 cases, against 
1,370 at same date last year, and stock in first 


and second hands is now 930 cases, 


PILOCARPINE.—Nitrate was ad- 
vanced to $10@10.25 per ounce last 
week, this movement leaving hydro- 
chloride unchanged at $9.75@10 per 
ounce. The movement was due to a 
change in first costs of nitrate. De- 
mand was conservative, ' af 

POTASH BICAKBONATE.—Increas- 
ing demand was reported and, while 


prime domestic material held at 10@ 


l6c. per pound, imported goods were 
said to have advanced to 8c. per pound, 


and were strong in that position. 


QUICKSILVER.— The spot market 
was firmer at $55@56 per flask, with no 
disposition toward reductions noted 
among the principal sellers in this 
market. Some distressed lots, in quan- 
tities running from 10 to 50 flasks, were 
said to have been privately offered at 


$53 per flask, but, considering the situ- 
ation abroad, it seemed likely that such 


offers would be more or less promptly 


taken. Late cables from Itaty quoted 
$53.25 per flask, duty paid, New York. 


London was firmer owing to the rise 


in sterling exchange. 

ROCHELLE SALT.—Imported goods 
on spot were available at 164%c. per 
pound, which price compared with the 
domestic makers’ schedule at 2lc. per 
‘pound. Competition was reported keen 
and demand has been so conservative 
as to favor the continuation of the 
competitive movement in prices. 

SALICIN.—Spot goods again ad- 
vanced. The movement amounted to 
25c. per pound and placed this mate- 
rial at $4.50@4.75 per pound. Rising 
costs and elimination of competitive 
resale stocks was reported back of the 
advance. 

SILVER NITRATE.—After a steady 
climb in bullion and nitrate prices most 
of last week, a sharp downward dip 
came in bullion on Friday. The sched- 
ule of prices for the period in question 
was as follows:— 

Nitrate Bullion 





ERE os gab add wacede bade $0.46% $0.70% 
MOMGRY 26 .csees cetsccsave 669% 72% 
nS «ots eds 60% es Con Ssts Vat ee -72% 
Wr +. 6 seeds see eere eae .72% 
NC. ot 6-6 gine 6 ae a6 aes 0.0 be 48% 735% 
PR Sadhans Cd aes 66 Chi 60 v6 48% -71% 


The Thursday bullion price was the 
highest reached this year to date and 
was identical with the high of 1921. 

SODA CACODYLATE—Was ad- 
vanced 50c. to $4.50@4.60 per pound, 
owing to stronger demand and lessened 
competition offered by _ resale lots, 
which recently acted as a brake on 
sales by producers. The market closed 
very firm at the new figure. 

SUGAR OF MILK.—Makers are de- 
clared to be behind in deliveries and 
although they intimate that their posi- 
tion is improving steadily, spot stocks 
were rather difficult to secure and the 
market appeared to be inside at 20@ 
22c. per pound, according to _ seller. 
Makers offered futures in car lots at 
18c. per pound, 


Botanicals 


The following index numbers have 
been compiled from forty representa- 
tive crude drugs—twenty foreign, 
twenty domestic. The normal index 
number is -predicated on prices as of 
August 1, 1914:— 
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teporter’s Index Number 
Normal—0 
Last month 


ing developments at the close. A ten- 
per dency to drift with the tide was noted, 
o take the ini- 
tiative, preferring to see what change 
24 or 48 hours would work in the 
selling ideas of holders owning some 


3ALM OF GILEAD. 
tones ruled throughout the past week 
advanced 
Competition was under cover owing to 
the very limited character of demand. 





quotations 


COLOCYNTH.—The 
noted during the previous week failed 
to carryover into the period just closed, 
Prices were very steady but the quan- 


Pulp closed at 40@42c. per pound. 

ERGOT.—The 
ued both on spot and in the primary 
Reports of low priced offers 
of confirmation 
were made to secure the shipment par- 
It is understood that Spain offers 
nothing below 90c. per pound in bond 
factors report 
figure to be paid if goods are actually 


attempts 


strongly maintained at $1.05@1.07 
There are supplies of’ Russian 
ergot in the New York market at pres- 
ent and full prices are ‘being obtained. 

LYCOPODIU M.—Although 
mary was firm, price shading revealed 
weakness 
were offered at $1@1.05 per pound and 
intimations of 95¢. were noted. 
to realize on spot holdings was the sole 
reason for the shading. 


VOMICA.—Buttons 

changed at 7@8c. per pound. 
was quoted at 10@11c. per pound as to 
quantity but it is understood that the 
inside figure was shaded on some very 
attractive 
during the period in review. 
tor is understood to hold large stocks 
of powder at present and is not letting 
business go 
shading of quotations will bring in. the 


business developed 


One fae- 


competitors 


Balsams 


COPAIBA.—Spot 
quiet with none but the most pressing 
needs satisfied and such requirements 
hand-to-mouth 
Quotations were un- 
South American, 
per pound. 
somewhat 
less pressing, 
assumed 


conditions 


basis of buying. 
changed as follows: 
29@30c.; 

PERU.—With 
larger and 
market has 
during the past two weeks. 
period just 


During the 
business 
indicated 


attractive 
importers 
that there is some difficulty being ex- 
in booking further replace- 
satisfactory 
moderately 
expected shrinkage in the prompt de- 
At the close, $2.15@2.20 
per pound was quoted as the market. 
TOLU.—The 
without developing any change in open 
quotations, 
at 55@60c. per pound although shading 
intimated 
two orders rather more attractive than 
demands 
coming in during the past week. 


perienced 


livery stocks. 


situation 


ANGOSTURA. — Supplies 
bark may be had at 14@15c. per pound 
although 
material 
eonsiderable competi- 
tion in an effort to unload, it was said. 

sARBERRY.—A new supply of bark 
was priced at per pound. 
lack of buying interest and to the fair 
available 
quotations. 

CASCARA SAGRADA.—A wire from 
declared 
peel offered 
holdings of 
per pound. 
peel is con- 


conservative 
104%4@11c. 

If this situation 
firmed by further information from the 


prices are 
Last week, several cars were 
consumption 
hence supplies for this market are that 


affected. 
domestic 


per pound, 
So-called cramp bark was 
lower at 8@9c. per pound with demand 
quantities 
Genuine bark 
firm at 40@43c. per pound, according to 
quantity. 
DOGWOOD. — Jamacia 
firmer at 10@11c, per pound on shrink- 
age of spot supplies. 
conservative 
of recent date, but inquiries were more 
numerous. 
ELM.—The 
and under pressure although some fac- 


CRAMP.— 


appeared 


prices so 
withdrawal 


declared 
collection has been limited and prices 


disintegrating in country, 









May 22, 1922 





‘owder sold at 14@16c. per pound and 
rinding bark could be had at 11@12c. 
er pound, 

LEMON PEEL.—The market was 
quoted 84%@9e. per pound with no in- 
terest displayed beyond the routine. 
jobbing requirements which were eas- 
ily satisfied at the above figures. The 
replacement tnarket was declared to be 
rather weak. 

SASSAFRAS.—The spot market was 
steady and a rather wide difference in 
seller's views was noted. Select bark 
was inside at 19@20c. per pound but 
some hold at 2z¢c. per pound and re- 
fuse to shade because of the conviction 
that the market is bound to come back. 
Ordinary bark was similarly placed at 
11@12c. per pound inside and 15@ l6c. 
per pound named by the bullish in- 
terests. 

WHITE POPLAR.—Consumers need- 
ing supplies need pay no more than 
6@7c. per pound and the quantities 
available assure the prompt filling of 
any reasonable sized demand. Buying 
last week was limited entirely to hand- 
to-mouth quantities, 








Beans 


CALABAR. — Quotations nominally 
stood at 18@20c. per pound but so far 
as could be learned there was no busi- 
ness worthy of the name booked dur- 
ing the past week. 

VANILLA.—Strong undertones pre- 
vailed and it is reported that sales of 
high quality Mexicans have been made 
at as high as $18 per pound, the goods 
being in future delivery position. This 
figure was considered entirely excep- 
tional. As there are’ practically no 
spot stocks against which to draw, 
business is confined to futures and 
importers are not inclined to book any 
large orders. This is natural as the 
supply is sure to be far below the con- 
suming requirements and a rationing 
system of sales is considered the me- 
dium by which the needs of the great- 
est number may be in part satisfied. 
It was said that one large buyer was 
in the market for a quantity which, if 
secured, would clean up every avail- 
able pound of Mexicans to arrive dur- 
ing the next sixty days. 

The nomina: spot quotation was $10, 
but the figure meant hardly anything 
to a buyer in urgent need of supplies. 

Bourbons were steady with evidence 
of good demand at the moment and the 
signs noted suggested that the future 
requests would broaden and increase 
to an extent more or less certain to be 
reflected in higher prices, Such was 
the importers’ view, at least. Closing 
quotations were noted at $3@3.75 per 
pound, 





Berries 


CUBEB. — Supplies were reported 
very narrow and prices showed strong 
upward tendency throughout the past 
week. In fact, some indicated a nomi- 
nal position of the market due to the 
fact that no large requirements could 
be satisfied and that orders filled were 
restricted to comparatively small quan- 
tities. Of course, the dithiculty of the 
present situation is due to the well 
appreciated trouble in securing goods 
of a quality assuring release by the 
Department of Agriculture. Closing 
quotations were:—Ordinary, $1@1.05; 
XX, $1.10@1.15; powder, $1.05@1.10 per 
pound. There are goods at hand to be 
released and sellers indicate that these 
when available will relieve the situa- 
tion. 

FISH.—Small orders were received 
and booked at 44%,@5c. per pound, ac- 
cording to seller. The market was dull 
and competition at present rates con- 
tinued to develop reports of the inside 
price having been shaded. 


JUNIPER.— Sales at 344@4c. per 
pound were made, but they failed to 
reach impressive’ proportions. The 


jobbing character of request left the 
market rather dull with some .tendency 
toward weakness, 


Flowers 


CHAMOMILE. — Hungarian flowers 
were subject to shading last week. 
While the market was usually quoted 
at 30c. per pound, it was possible to 
buy a new importation at 29@30c. per 
pound, according to quantity. Demand 
was not large, but the market appeared 
fairly steady at the above figure. 

INSECT FLOWERS. — Shipment 
prices were somewhat easier and the 
spot reflected this—and the limited 
demand, also—in a concession of 1c 
below previously quoted levels. The 
close was at 39@40c. per pound, with 
intimations of 38c. noted as possible. 
Powder was unchanged as follows: 
53@58ec. per pound; powder, with 
stems, 33@37c. per pound, 

LAVENDER.—The foreign situation 
appeared very firm last week, but on 
spot, affairs seemed a little unsteady 
for no apparent reason. The market 
was considered to be 33@40c. per 
pound for select and 25@30c. per pound 
for ordinary. Some material close to 
select quality was available at 28c. per 
pound and one factor intimated that 
select flowers had been delivered at 
that price. A broker reported ordi- 
nary flowers offered by one seller at 
12c. per pound, but felt that either a 
mistake had been made or else the 
flowers were very ordinary. Needless 
to say, the buyer snapped at the sup- 
posed offer, but the ultimate result is 
still unknown, 
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LINDEN. - 
Were sharply 
pound, a rise of 8c. 
the low seller in the 
It is understood that 
day is even with the 
Flowers with leaves 
ed in on the rise, being 
l6c. per pound. 

SAFFRON.—Supplies were a trifle 
more free, owing to release of fair 
quantities by the Department of Ag- 
riculture. While a fair share of the 
lot had been sold on contract, there is 
still a surplus available at the pre- 
vailing market figure of $27@28 per 
pound, according to quantity. 


Herbs and Leaves 


BUCHU.—The spot appeared rather 
easier and, although open prices were 
retained at 85@90c. per pound, intima- 
tions of the position being shaded on 
quantity purchase were noted and 
credited by market leaders. There is 
not much buying afoot, and the weak- 
ness recently noted in London has had 
an adverse effect on the views of some 
factors here. As a matter of fact, the 
market has undergone but little, ifany, 
change during the past week. 

COLTSFOOT.—Prices have 
been shaded, this time the 
being Inside at 6@7c. per pound. There 
is an easier replacement market and 
supplies in hand are being liquidated 
moderately. 

HENBANE.—The market 
sidered inside at 65@70c. 
although in one direction a quotation 
of 60c. per pound was made, the same 
covering goods now in port but not re- 
leased. Sales have been made at 60c. 
subject to passing. 

HOREHOUND.—The spot was 
shaded to 7%@8c. per pound under 
competition last week and _ further 
business was projected at the same 
level. There is practically no demand 
at the present time, and this gave the 
market a rather softer appearance last 
week. 

LAUREL.—Spot supplies are nar- 
row, but a bargain lot of good quality 
leaves was picked up last week at a 
price allowing the holder to do satis- 
factory business at 54%@6c. per pound. 
Fair qualities are out of the market, 
being quoted nominal at 2%c. per 
pound. 

MARJORAM.—No. 1 grade is ex- 
tremely scarce at 16@16%c. per pound, 
or any other price for that matter. 
However, sellers declared that there is 
new crop material in fair quantity to 
depend upon when a revival of demand 
comes to the spot. Prompt shipment 
from France was quoted 15c. per 
pound, and some German leaves in the 
same position were noted at 22@23c. 
per pound. Fair quality advanced to 
13%@14 6c. per pound, and the medium 
grade also appreciated to 144%@15c. 
per pound. 

PULSATILLA. — The 
shaded to 38@40c. per 
seller with a good supply in 
anxious to reduce the holding. 
has been but routine interest shown 
of late and slow movement of stocks 
has induced this attempt to stimulate 
buving. 


UVA U 


without leaves 
raised to 30@32¢ per 
being named by) 
previous period. 
import cost to- 
new spot figures. 
were also declar- 
noted at 15@ 


Flowers 


again 
market 


was con- 
per pound, 


market Was 
pound by a 
hand and 
There 


fair-sized quan- 
per pound 


RSI.—Some 
tities have heen sold at 6M%c. 
and the seller thereat last week was 
willing to entertain quantity lot trans- 
actions at 6c. per pound, making the 
price firm at that figure. Some factors 
are inclined to be slightly bullish on 
this material and are not attempting 
to meet the shaded position. 


Roots 


ARROW ROOT. St. Vincent 
was searcer and firmer last week. 
Although prices were nominally set at 
Sc. per pound, 10c. was considered 
nearer the market and had been paid, 
according to one factor. 

COLCHICUM.—Lack of 
good stocks brought prices 
one direction on spot last week. Or- 
ders would be readily accepted ana 
filled at 12@138c. per pound, and a 
round quantity might receive even 
more favorable treatment, according 
to the seller making the price. 

DOGGRASS.—Cut root was eisier 
and lower, the market being set down 
to 9@9Mc. per pound under a situation 
cf small demand and more adequate 
supplies to draw against. 

ECHINACEA, — The 
quoted per pound, 
with a stock of 
indicated a desire to sell at 32c. per 
pound, but the desire was hardly noted 
by buyers who appeared as disinter- 
ested as ever. However, the goods are 
still to be had at that price. 

IPECAC.—Cartagena root was 
plenished in spot stocks during the 
previous trading period and importers 
offered the material at $1.65@1.70 per 
pound for the whole form. No change 
came in the price for powder, but a 
revision from the ruling figure of $1.90 
@2 per pound was expected, 

JALAP.—Some reported a strong 
and advancing market last week, but 
it was difficult to find the advance when 
the spot consensus was taken. Sup- 
plies were available at 18@23c. per 
pound, the price ruling according to 


root 


demand and 
lower in 


market 
but one 
low cost goods 


was 
35c. factor 
good 


re- 
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test and sé 
at the former 
pound. The 
was laid to an 
shrinkage of 
which other 
rially. 
MANDRAKE 
somewhat 
some whil 
ers in the | 
disposed to 


Was available 
@24c. per 
ged stronger market 
increase in inquiry and 
stocks—a condition 
Sellers discounted mate- 


ler, Powder 
price of 22 


ille 
spot 
Was 


easier in 
others 


reported to be 
the country by 
indicated that sell- 
rimary market were not 
revise their quotations 
downward. Quotations on carlots were 
made tentativey at 9% per pound, 
subject to the sellers “ability to get 
the from first hands at a price 
permitting the figure. On-spot, 12@ 
per pound was named. 
RHUBARB.—Highdried root was cut 
to 60@65c. per pound early in the past 
week and powder dropped to 65@70c. 
per pound. One factor with a recent 
importation of whole root in hand in- 
timated that under competition he 
would go as low as 68¢c. per pound on 
sales of powder. Not much profit at 
such a price, declared the trade as a 
unit, although it was intimated that 
if some of the low priced offers from 
China has been closed at the cabled 
figures, the continued disintegration of 
values could be expected. During the 
week in review at least one ton of 
whole root was sold, prompt delivery, 
and five tons were offered at 58c. per 
pound, tv arrive in ten days. 
SARSAPARILLA Mexican root 
clo-ed at 40@438c. per pound, and Hon- 
duras was noted at 48@50c. per pound. 
Some Jamaican root has reached the 
market and was priced at 43c. per 
pound by the dealer. There was little 
demand for any of the three grades. 
SENEGA.—Sales from the country 
were made at 92c. per pound, but on 
spot nothing was available at lower 
than $1.10@1.25 per pound. The out- 
s.de figure is nominal, representing 
either no goods available or a bullish 
view as to the future sale of the ma- 
terial in hand. 
SERPENTARIA.—Spot opinion 
divided by 5c. per pound last week. 
One factor reported supplies in hand 
for prompt delivery at 85c. per pound; 
others priced their stocks at 90c. per 
pound and declared that sales had 
been made at that figure during the 
pericd under review 


Seeds 

ANISE.—Stocks of star seed have 
been practically exhausted on the spot, 
last sales having been made at 17c. 
per pound. There are goods coming 
forward to arrive about July 15 and 
the price is understood to be 14@15c. 
per pound. Spanish seed advanced in 
sympathy with the above situation and 
closed at 174% @17%c. per pound. 

CARAWAY.—Advanced abroad, due 
to frosts which have jeopardized the 
coming crop. Spot prices improved 
fractionally and closed at the follow- 
ing positions:—Dutch and African, 9% 
@10%ec. per pound. 

CELERY.—The = spot 
strong at 23144@24c. per pound, and 
well-informed operators declared that 
25c. per pound would be reached 
shortly. Shipment advices from Mar- 


goods 


ise. 


was 


market held 


*“seilles quoted that market at 23@23c. 


merchandise 
pound was 


For some 
22% @23\c. per 


per pound, 
now afloat, 
wanted. 
CUMMIN.—The slightly weaker mar- 
ket noted during the previous trading 
period proved to be of short duration. 
Last week, prices came back frac- 
tionally and closed steady at 16%@ 
174c. per pound. For seed now float- 
ing to the spot, 164 @16%c. per pound 
was the asking price. 
MILLET.—Natural 
3@3%ec. per pound, owing to a wider 
inquiry which has steadily reduced 
spot holdings. Hulled seed remained 
unchanged at 6@6c. per pound. Some 
offerings of Morocco seed at 24%@3\ec. 
per pound were reported, but the ten- 
dency was upward on good selling. 
MUSTARD.—The spot market was 
very quiet. Needs of consumers ap- 
peared to be fairly well provided for, 
but there is no surplus held. The sit- 
uation is deemed very firm for the 
reason that supplies in this market are 
not large and a growth of demand 
would find stronger views held by 
sellers, Prices for the time being are 
inactive at the following positions: 
Bari brown, 6@6%4c.. Bombay, nominal; 
California brown. 6@6%oc.; Chinese 
yellow, 44%4@5%c.; Danish yellow, 6% 
@7ec.; Dutch wetlow: 64,@7c.; English 
yellow, 64%@74c. per pound. 
QUINCE Nominally, spot prices 
remained at $1.25@1.30 per pound, but 
the situation is uncertain as to 
make it reasonably certain that a 
round lot order firm in hand would be 
filled at a concession of about 5c. per 
pound in certain directions. 
RAPE.—South American seed were 
in better request, and the market 
moved fractionally higher to 5@5%teec. 
per pound under the influence of the 
broader demand, Japanese seed re- 
mained unchanged at 8144 @8%ce.; 
Dutch, 6% @7%e. per pound. 
STAVESACRE,.—After being 
inal early in the past week—an order 
for 2 bags going unfilled—there was 
an arrival which replenished supplies 
moderately. The price set was 30@ 
35ec. per pound. 


seed advanced to 


sO 


nom- 
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Chemically Pure 


COLGATES GLYCERIWE 


OUR SPECIALTY IS C. P. GLYCERIND 
IN CANS FOR DRUGGISTS’ USB 


COLGATE & CO. 


Established 1806 
199 Fulton Street, New York City 


MARX & RAWOLLE, Inc. 


GLY CERINE 


100 WILLIAM STREET NEW YORK 


THE PROCTER & GAMBLE COMPANY 


Largest Producers and Refiners of 


Chemically Pure Glycerine 


And Ali Other Grades Stock in all Large Cities 


CINCINNATI 
Gwynne Building 


NEW YORK 
906 Broadway 


The Harshaw F uller Goodwin Co. 


CLEVELAND e OHIU 
Refiners of 


A 
New York Office’ Philadelphia Office and Plant 
150 Nassau Street Jackson and Swanson Streets 


Chicago Offiee 
186 N. Le Salle 


THE CAFFEINE HOUSE! 


Refiners of 


Spot or Contract Quotations. 
KAFFEE HAG CORPORATION - : 


i PLACE OF GLYCERINE 


Use-NULOMOLINE 


WORTH INVESTIGATION 
Write us for samples and information 


THE NULOMOLINE CO., 111 Wall Street, New York, N. Y. 


London Agent: FRED’K BOEHM, Ltd., 15 Jewry St., London, E, C. 3, England 


Ouecia 
New York—Chicago 


COSTS LESS 


NORWEGIAN COD LIVER OIL 


FINEST LOFOTEN 


NON-FREEZING MEDICINAL QUALITY 


BRODR. AARSAETHER A/S, Aalesund, Norway 


Sole Representative in the United States 


P. R. DREYER 


109 BEEKMAN STREET NEW YORK 
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E. CONTI & FIGLI 


LEGHORN, ITALY 


TI'S WHITE CASTILE SOAP 


Imported by 


LEGHORN TRADING CO. 


59 PEARL STREET, NEW YORK 
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Leghorn, Italy 
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OIL PAINT 


Schieffelin & Co. 


New York 


Offer Special Inducement to Buyers of the following: 


Aconite Root 

Almond Meal Brown 
Almond Meal White 
Angelica Seed 

Areca Nuts 

Arnica Flowers 
Arnica Root 
Arrowroot St. Vincent 
Asperula Herb 
Barbadoes Aloes 


Barbadoes Aloes Powd. 


Bistort Root 
Bole Armenia 
Calabar Beans 
Cassia Fistula 
Celandine Herb 


Cinchona Red Bark Java 


Chips 


Cinchona Bark Red Pow. 


Cod Liver Oil N. F. 


Colchicum Root 

Colombo Root 

Cudbear 

Dragon's Blood Drops 

Dragon's Blood Drops, 
Powd. 

Dragon’s Blood Extra 
Powd., 

Dragon's Blood Reeds 

Galangal Root 

Germander Herb 

Gum Euphorbium 


Gum Euphorbium Powd. 


Gum Galbanum 

Gum Gamboge Powd. 
Gum Mastic 

Gum Olibanum Tears 
Gum Olibanum Siftings 
Gum Sandrach 
Hypericon Leaves Cut 


Iceland Moss 

Irish Moss 

Isinglass Amer. 

Kola Nuts Powd. 

Lac Sulphur English 

Madder 

Matico Leaves 

Olive Oil Italian 

Olive Oil Spanish 

Orris Root Florentine 

Precipitated Chalk Eng. 

Rosemary Leaves 

Senna Leaves Alex. 

Shepherds Purse Herb 

Socotrine Aloes 

Socotrine Aloes Powd. 

Tilia Flowers 

Tilia Flowers with 
Leaves 

Zinc Oxide Hubbuck’s 


THORKILDSEN - MATHER COMPANY 


REFINERS OF 


Borax and¢ £¥ ) Boracic Acid 


STERLING BRAND 


Ali Grades for Prompt Shipment 


General Offices Harris Trust Bldg., Chicago. fe 


Galion and Half Gallon 


such as Ether, Alcohol, 


Refinery, NEW BRIGHTON 


Westers Refinery CHICAGO, ILL. 


, SEAL TIGHT ROUND CONE TOP CANS 


For Highly Volatile and Extremely Penetrating Chemical Products, 
Benzine, Naphtha, Ammonia, and Oils. 


AND DRUG REPORTER 


May 22, 1922 


THE OLD AND THE NEW 


The old way of making a Boric Acid solution is rather slow and tedious. 
The new way is to use 20 MULE TEAM GRANULATED BORIC ACID 
U. 8. P. which will dissolve almost instantly. Packed in % Ib., 1 Ib., 6 Ib. 
packages. It will pay to stock it. 


SAMPLE GRATIS 


PACIFIC COAST BORAX CO, 


CHICAGO Dept. Q, 100 WILLIAM ST., NEW YORK SAN FRANCISCO 


Vanilla Beans--Tonka Beans 


THURSTON & BRAIDICH, Importers, NEW YORK 


“THREE ELEPHANT” 


BORAX 


99.5% PURE— RELIABLE DELIVERIES 


To protect you fully on quality we supply an analysis with every 
carload shipment, 


Write todoy for our price 


AMERICAN TRONA CORPORATION 
Woolworth Building New York City 


zl 


Double Spout Cap 


PLAIN AND LITHOGRAPHED 


Our Cans are giving entire satisfaction to 
large packers of exceedingly penetrating quality 


products. 


We are specialists in this line with over twenty 
years of specializing experience. 


Triple Seal Spring Caps. 
Sample Cans upon request 


J. S. GILES & SONS 


2429 WEST 16th STREET 


Test our 


Penetrating Oils 
Shoe Dressings 


Exterminators 


Metal Polish 
Stove Polish 
Furniture Polish 
Auto Top Dressing Disinfectants 
Auto Body Polish Liquid Soaps 
Syrups, Olive Oil, etc. 


“THE IDEAL CAN WITH CAP THAT SEALS” 


Quarts and Smaller 


CHICAGO, ILLINOIS 


vewa ALCOHOL Yea 


U. S. P.— 


BRANCH WAREHOUSES— 


iar 


For pharmaceutical preparations, flavoring extracts, higher 
grade perfumes, hospitals and scientific laboratories. 


INDUSTRIAL—4!! formulas of completely denatured and specially de- 


(Tax Free) natured alcohol for all authorized industrial purposes. 


(Kindly send for Revised Edition of our Red Booklet) 


THE FEDERAL PRODUCTS CO,), iteivsna atcosot rust no.» Cincinnati, Ohio 


71 West Street, New York 
622 Second Ave., Pittsburgh, Pa. 


541 Seneca Street, Buffalo, New York 
Scranton Road & Girard Ave., Cleveland, Ohio 


9 Race Street, Cincinnati, Ohio 


180 N. Market Bt., Chicago, Ill, 
30. Grand Ave., St. Louis, Mo. ) 


(Frank Z. Wood 8, Mgr. 


LILES ENPTY CELATIN 


CLEAN 
CLEAR 


SOLWBLE 


CAPSULES 


FIRM 
UNIFORM 
THINSWALLED 


SUPPHUED UNGOLORED AND PINK 
PRICES ON REQUEST 


ECt COLLY & COmeOoanYV 


INDIANAPOLIS, USA. 
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SUNFLOWER.—Seasonable 
is at hand, and sellers found 
to advance prices in the wider and im- 
proved character of buying of South 
American seed last week. At the 
close 544@5%c. per pound was quoted 
on the foreign seed, while domestic 
was noted at 64% @6%c. per pound. 


demand 
occasion 


Spices 

CASSIA.—The market lacked all ap- 
pearance of activity, and sellers de- 
clared the past week to have been one 
of the slowest encountered for some 
time past. Prices underwent no 
changes whatsoever, being noted at the 
following positions at the close:—Ba- 
tavia No. 1, 11@11%c.; shortstick, 9% 
@10c.; Batavia No 3., 10@11c.; Saigon 
rolls, No. 1, 25@26c.; China, selected, 
in cases, 8@84c.; broken, selected, 5%4 
@5%c. per pound. 

CINNAMON.—Beyond a moderate 
export demand and a somewhat wider 
domestic need, the market was quiet 
but very steady throughout the past 
week. Quotations underwent no 
changes, being noted as follows at the 
close:—Ceylon, No. 1, 21@22c.; No. 2, 
20@21c.; No. 3, 19@20c. per pound. 

CLOVES.—The spot market was very 
narrow. Grinders displayed no inter- 
est in buying, but wére rather at odds 
over the aspect for futures. Values 
underwent no change, and were noted 
at 29% @30%c. per pound at the close 
of the market. 

GINGER.—Cochin ABC ginger ad- 
vanced to 10@10%c. per pound, owing 
to the very moderate spot holdings and 
a larger demand which came last week. 
Demand for African root was steady 
at prevailing prices. The demand from 
grinders was noteworthy, but failed to 
develop volume sufficient to affect 
prices. Jamaica material was rather 
dull, but prices held. Closing quota- 
tions were:—Cochin ABC, 10@10\c:; 
Lemon, 10@10%c.; African, No. 1, 9% 
@10e.; Jamaica, fancy bold, 41@43c.; 
grinding, 37@39c. per pound. 

FEPPERS.—Day-to-day buying is 
steadily eating into spot reserves, 
which at the best are conservative. 
There has been no broad anticipation 
of future needs, and foreign shippers 
evidently believe that the United 
States will be a buyer per force of 
circumstances before’ long. Stocks 
abroad are not large, and hence prices 
there are very steady. Importers were 
generally of the opinion that the en- 
tire market was due for considerable 
improvement in demand and prices. 
Closing quotations at the end of last 
week were as follows:—Black, Singa- 
pore, 10%@li1c.; Aleppy, 10@10%c., 
this item being the only material to 
advance; Lampong, 8%@9c.;_ Telli- 
cherry, 10@10%c.; white, Singapore, 
13% @14c.; Muntok, 15%4%@lé6c.;_ red, 
chillies, No. 1 Japanese, 37@38c.; Mom- 
bassa, 34@35c.; capsicums, Bombay, 
20@22c. per pound. 


Essential Oils 


numbers have 
representative 
the gen- 
The nor- 
on 


following index 
been compiled from 20 
essential oils. They indicate 
eral situation in the market. 
mal index number is predicated 
prices as of August 1, 1914:— 

The Reporter’s Index Number 


Twenty 
Normal—190. 

Last week. Prev. week, Last month. Last year. 
256.4 ont ¢« ome 219 
BERGAMOT.—The shipment 

was reported holding at the recent 

nominal advance, but this has not af- 
fected the spot position in the least. 

In fact, sellers were rather easy in 

their views, quoting any reasonable 

quantity at $4.40@4.50 per pound, 
CASSIA.—The spot market has 

firmed up materially and some dealers 

are inclined to charge not lower than 

$1.85 per pound for the redistilled U. S. 

P. oil. However, there is stock avail- 

able and in hand at $1.75 per pound. 

The firmer trend was due to a broader 

demand for prompt delivery and a rise 

in the replacement markets, as indi- 
cated in some cables received, 
CITRONELLA.—A fractional im- 
provement was reported, although sup- 
plies were adequate to the demand of 
the moment. At the close inside was 
521%4,@55c. per pound for Ceylon oil in 
drums. Java oil was easily obtainable 
at 74@75c. per pound and it was 
serted that even lower could be done. 
CLOV E.—tThis oil was lower and 
weaker, owing to the unsettled and ir- 
regular spice market at the source of 
raw material supply. Sellers would do 
$1.95 per pound in a large way and 
smaller quantities were quoted from 
$1.97 to $2 per pound, There was prac- 
tically no buying interest displayed. 

Spice importers as a whole are inclined 

to be slightly bullish on the future, 
CORIANDER. — Better demand 

higher replacement costs brought spot 
prices forward with a jump last week. 

Toward the end of the period, $9 per 

pound was inside and was destined not 

to last, according to the seller, at that 
figure. The outside figure reached 
$11.50 per pound, and the holder at 
that level was very firm in his views. 
LEMON.—Spot was rather soft, with 
first hands asking 73c. per pound, and 
some of them are co-operating in the 


The 


Qssential Oils 


abe 


market 


as- 


and 


OIL PAINT AND DRUG REPORTER 


the market. 
consumers could be 
had at 75@80c. per pound, according to 
brand. The replacement market was 
quoted 67@68c. per pound in bond. 

ORANGE.—Supplies of West Indian 
oil at $2.50 per pound have been ab- 
sorbed and a nickel more was paid for 
round lots last week. At the close the 
market was considered inside at $2.60@ 
2.65 per pound. Italian oil was un- 
ehanged at $3.10@3.35 per pound, ac- 
cording to brand. 

PEPPERMINT.—The country sellers 
advanced to $1.85 per pound and held 
firm at that position throughout the 
past week. Spot oil also appreciated, 
natural in tins closing at $1.85@z per 
pound. Rectified was also higher at 
32.10@2.15 per pound. The rise is due 
to rather limited piantings this year 
and also to damage to the plants now 
under cultivation. 

PIMENTO.—The spot was very easy 
at the lower price of $1.90@2 per pound. 
Keplacement costs are lower and there 
is so limited a demand for oil that 
holders are inclined to liquidate at the 
prevailing levels—or lower. 

SANDALWOOD.—A direct importa- 
tion from India was alleged to be in 
outside hands at $6.90 per pound. 
Dealers on spot lowered quotations to 
$7.10@7.25 per pound, and the entire 
situation was weaker, owing to the 
uncertainty surrounding the above im- 
portation. Demand was routine. 

SPEARMIN T—Was held without 
change, but was very strong both on 
spot and in the primary market, where 
sellers show every indication of fur- 
ther advances in quotations on the 
least important buying. The closing 
quotation for prompt delivery material 
was $3@3.25 per pound. 


Gums 


ALOES.—Spot 
£um 1n cases 
per pound. 
market at 5c. 


matter of sustaining 
Quantity lots to 


prices on Curacao 
were lower at 6@64c. 
First hands placed the 
per pound but held no 
unsold parcels, New crop reports re- 
ceived by one important factor de- 
clared fair prospects for a normal 
yield. The future trend of prices was 
declared to depend solely on how 
much of the new production is taken 
by Germany, France, and Holland. 
These countries in the past usually 
absorbed about one-third of the crop. 
Firsi deliveries are expected here with- 
in the next thirty days but unless 
aomestic demand takes a brace, some 
think prices wlll be shaded even lower. 
Consumption in this country has de- 
clined, it was alleged. Closing quota- 
tions were: Curacao, 64% @6%c.; Cape, 
8$@9c.; Socotrine, 40@41ic. per pound. 

ARABIC.—Cleaned amber sor.s were 
firmer and higher at 1144@12c. per 
pound. The rise is attributed to fur- 
ther large business booked at the 
above inside figure. Replacement costs 
today are about 11%4c. per pound, duty 
paid, New York. Even the higher 
qualities of gum are firming up al- 
though firsts were continued at 26@ 
27ic, per pound and seconds, at 22@24c. 
White gum was noted at 20@24c. per 
pound, according to order and quality. 

ASAFOETIDA.—Powder could be 
had at 50@52c. per pound, showing a 
concession of 2c. below’ previously 
quoted prices. Lump was unchanged 
at 80@338c, per pound, Competition 
brought the revision noted above. 

BENZOIN.—Was very strong on spot 
at 55@60c. per pound and supplies 
were well centered and controlled. 
Powder was offered at 60c. per pound 
and received a good cal] at that posi- 
tion, Nothing seems likely to change 
the strong situation which government 
regulations have developed. 

CAMPHOR.—The spot market was 
quiet, lacking important sales or devel- 
opments. American refiners cont.nued 
to name 90c. per pound for bulk cam- 
phor packed in barrels; blocks were 
scheduled at 91\4c.; squares, 91%c.; 
tablets, 934% @96c, per pound, Import- 
ed gum was easy at 76@78c. per pound 
and sales actually were made on spot 
at 75loc. per pound. Japanese tablets 
packed in original tins were in limited 
pound. For shipment, 72@73c. per 
pound in bond was named, 

The Harve Maru, which docked 
Saturday morning, carried 1,400 
of which quantity 200 were crude. The 
balance of 1,200 cases was said to be 
distributed between 16 owners, a fact 
which many considered a bearish fac- 
tor in the already depressed market. 

KARAYA.—Some powdered goods 
were available at 12@18c. per pound 
according to quality and seller, There 
is a fairly firm market abroad despite 
this slight concession on spot goods, 
Sellers are generally anticipating an 
active demand from the cream 
trade in the near future, 

MYRRH.—Prices advanced owing to 
the pending limitation on free imports 
of gum. Entry may be denied unless 
U. S. P. quality is shown on the con- 
sular invoice. Closing quotations were 
noted at 45@50c. per pound. 


Shellac 


spot was 
reported 


last 


cases 


ice 


quiet last 
practically 


Business on 
week, Importers 


Ask An Advertiser Qp§g-Be An Advertiser 


Chamomile Flowers 


H. R. LATHROP & CO., Inc. 


(Established 1910) 


110-116 Beekman St. New York City 


Sole Agents 
United States & Canada 
KITAGUMI JAPAN WAX 


UICKSILVER 


SPOT METAL—NEW YORK 


THE CHISOS MINING COMPANY 


SUITE 6—51 EXCHANGE ST. PORTLAND, MAINE 


Representing 
Takeda Gomei Kaisha, Agents 
JAPAN CAMPHOR COMPANY 


MANUEL LOPEZ CARTUCHO, Dacon, Orense, Spain 


ERGOT of RYE 


JOSE LOPEZ, Sole Agent 130 Pearl St., New York 
Telephone: Bowling Green 8877 Cables: “Ergoto,” New York 


MEXICAN 


VANILLA BEANS 


GOMEZ & SLOAN, Inc. 


244 WATER STREET NEW YORK 


Immediate 
Ocean and Rail 
Shipments 


New York 
41 Park Row 
Cortlandt 5519 


Wood Alcohol, All Grades 
Acetic Acid Osage Orange 


(All Grades) (Dyewood Extract) 


Seaboard Chemical Co. 


Refinery, NEWARK, N. J. 


AGENCIES: 
PHILADELPHIA 
W. N. Stevenson 
112 N. Front Street 
BALTIMORE 
E. J. Walters Co. 
American Building 


CHICAGO 
Michigan Iron and Chemical Co. 
220 S. State Street 


BOSTON 
Rogers & McClellan 
136 Federal Street 


Chemicals of 
Highest Quality — Write 
for Quotations 


©. 


Glycerophosphates 


Creosote Carbonate 
Guaiacol Liquid 
Hexamethylene Tetramine 
Mercurials 


Benzoic Acid 
Benzoate of Soda 
Benzychloride 
Creosote 


The Norvell Chemical Corporation 


Chicago: 180 N. Market St. 11 Clift Street, New York 
Factory: U.S. A. 
Perth Amboy, N. J. Telephone Beekman 1437 





OIL PAINT AND DRUG REPORTER 


OILS: Rosemary, Lavenderspike, Sweet Orange: 


THYMOL CRYSTALS _ 
UNION DE DESTILADORES DE ESENCIAS DE ESPANA, MALAGA 


Cables: Union Destiladores Malaga Peligros 9 


GERANIUM OIL 


ARTIFICIAL 
FRITZSCHE BROTHERS, Inc. NEW YORK 


ESTABLISHED 1832 


J. Q. DICKINSON & CO., Malden, W. Va. 


wMiANUFACTURERS 


BROMINE 


BROMIDES BROMINE DERIVATIVES 
CALCIUM-MAGNESIUM CHLORIDE 


OIL ORANGE 


CALIFORNIAN 
A pure pressing from ripe Californian fruit. 


W. J. BUSH & CO,, Inc. 


370 Seventh Avenue New York, N. Y. 


Gums Arabic, Tragacanth 


KARAYA— Powdered 
CASTILE SOAP - Powdered 


ORBIS PRODUCTS TRADING CO., Ine. 
215 Pearl Street New York 


JUST RECEIVED ! 


GUM TRAGACANTH 


White Ribbon Aleppo 
Also Gum Arabic 


BEDROS KAZANJIAN 
Tel. 9542 Madison Sq. 95 MADISON AVENUE 


Butyric Ether absolute 


(Ethyl Butyrate) 


Butyric Acid—at grades 
Amyl Butyrate 


Established 1882 


THE NORTHWESTERN CHEMICAL COMPANY 


The Largest Makers of Butyric Ether 


in the World 


WATTWATOSA WISCONSIN 


oe 


nothing doing owing to the 
prices which they believe are justi- 
fied by the replacement situation at 
Calcutta as well as in the London 
market. 

This has thrown practically all trad- 
ing to the second hand operators, and, 
while last week they did not press 
quite so much shellac into the spot 
market, they nevertheless had_ suffi- 
cient quantities in hand to hold prices 
under those named by importers. 

First hands base their firm views on 
the strength displayed in the more dis- 
tant summer positions. They also 
figure that the buying for summer de- 
liveries decreased sharply coincident 
with the drop in New York prices. 
Strength in London and Calcutta plus 
the decrease in buying of futures—a 
circumstance which always parallels 
lower prices in this market—is con- 
sidered sufficient warrant for the 
schedule of prices which importers 
have generally established and are 
maintaining despite the fact that busi- 
with them is extremely light. 

Profit taking by resellers and 
ond hands seems to be sole sign of 
bearish trend. In fact, the domestic 
market alone has declined of late. 
London and Calcutta have displayed 
strength and have advanced during 
the period of declining prices in the 
New York market 

Price cutting is not confined to New 
York. Boston at present is a center 
for competition and the quotations of- 
fered buyers—by second hands and 
importers alike—are definite indica- 
tions of commercial warfare between 
large interests. One buyer there al- 
leged that he had bought TT. N., 
prompt, at 65c. per pound. It seemed 
incredible but—! 

When all views are drawn together, 
there seems to be soundness in the 
ideas of most importers, although not 
all of them agree as to the funda- 
mental strength of the primary mar- 
ket. At least, they are content to 
abide by their convictions and cer- 
tainly are refusing to meet the com- 
petition offered by second hands, The 
latter last week were by no means 
us active in offers as they had been 
previously. 

Closing spot 


ness 


sec- 


prices were as _ fol- 
lows:—T. N., 72@74c.; superfine, 76 
a@i7se.; bone dry, 88@93c.; D. ©... Bie. 
V. S. Q.. and Diamond I, $1le.; garnet, 
A. C., 65@67%c. although a sale was 
made at slightly than 60c. per 
pound. 

A consensus on_ spot 
idea that consume:s would pay higher 
prices for August deliveries—a con- 
tention somewhat supported by the 
fact that August in London is at a 
premium over May. Late cables quoted 
May at 335s, and August at 342s. 6d. 
per hundredweight,. 

Actual prices from Calcutta 
lower than last week. However, 
cables indicated that native specula- 
tors were active in buying at 178@180 
rupees. Shipment offers showed the 
following prices:— 


less 


favored the 


were lc, 


Shipment Prices from Calcutta 


300 PACKAGES 


May 18. May 12 


May-June 30.68 
Arrivals of shellac at Calcutta last 
week totaled 197 tons of shellac and 
13 tons of sticklac. These amounts 
compared with 134 tons shellac and 
4 sticklac arrived in the same 


< tons 
1921, 
Waxes 


week in 

BEES.—Prices in the primary and 
spot markets advanced. African and 
West Indian wax was sold at 20@21c. 
per pound with many noted at 
the outside position. Brazilian wax 
for shipment was quoted 28c. per pound 
and Chilean was even higher at 30c. 
per pound. Hence the recently ex- 
pressed bullish views of importers 
have been realized. There are prac- 
tically no spot stocks of either of 
these grades. Refined was higher in 
the upper grades, the market being 
25@30c. per pound, according to qual- 
ity. White, pure, was advanced to 
36@38c. per pound. The increase in 
prices here were due to the expanding 
requests, which resulted in large quan- 
tities of both spot and floating wax 
being taken up by domestic buyers. 
The primary markets reported strong 
demand from European countries. 

CANDELILLA.—A spurt in demand 
caught the market poorly’ supplied 
with goods. A similar situation ruled 
along the Texas border where the 
principal producing plants are located. 
A nominal situation quickly came into 
being following sales at 35c. per pound. 
During the buying a quantity of infe- 
rior grade which recently could not be 
sold for 14c. per pound we» taken up 
at 380c. per pound. Nothing ws ob- 
tainable from the border owing tv the 
large shipment business which pro- 
ducers have had with Furopean mar- 
kets. No accumulation of supplies has 
been possible and hence the renewal of 
buying has found bare markets to sup- 
ply its needs. 

CARNAUBA.—Some lar? 
was booked during the past 
Upwards of 200 tons of wax were 


sales 


business 
wr ek, 
sold 


schedule of 
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was demand for further lots. 
in the week and 
tendency. 
higher 
stood 
ship- 
spot. 


ind there 
Prices steadied early 
closed under an advancing 
Primary market prices move.l 
and on the No. 3 North Country 
even with the spot. Chalky for 
ment was lee. higher than on 
Closing quotations were:—Flor, 44@ 
50c. per pound with shipment noted 
at 48c.; No. 1, 40@42c.; No. 2 regular, 
32@33c.; No. 2 North Country, 22@ 
23c. spot with shipment quoted 2lc. 
per pound; No. 3 chalky, 15@16c. per 
pound spot and 15%@l16c. per pound 
for shipment; No. 3 Nortn Country, 
16%@176c. for spot and 16% 2 per 
pound for shipment. 

JAPAN.—May-June shipment was 
lower at 14%¢c. per pound. On spot no 
change in price or demand was noved, 
the market closing quiet at 15\@ 
16%c. per pound. 

MONTAN.—Prices were further ad- 
vanced abroad and on spot the market 
was considered inside at 54@5%c. per 
pound. Demand was fair anl1 some ‘m- 
porters indicated that it was expanding 
gradually. 


N. W. D. A. Meeting Plans 


Include Entertainment Enroute 


Progress is being made with arrange- 
ments for the forty-eighth annual meet- 
ing of the National Wholesale Druggists’ 
Association to be held at the Broadmoor 
Hotel, Colorado Springs, Colo., during the 
week beginning October 2. 

The Committee on Rates and Routes 
has concluded general plans with the 
Atchison, Topeka & Santa Fe Railroad 
for special service ‘saving New York by 
way of the New York Central, Thursday, 
September 28. Details, yet to be ar- 
ranged, will be settled in the near future 
and a complete announcement made to all 
members in a circular to be issued by 
the committee. 

There will be sufficient time 
trains at Chicago for an outing which 
will be tendered to the party by the Chi- 
cago drug and chemical trades. A similar 
stop at Kansas City, Mo.. will provide an 
opportunity for a brief tour of that place, 
a feature already arranged for by Kan- 
sas City members. 

President Groover 
the importance of all members, 
active wholesale drug members, 
to attend this year’s meeting 
possible the general policy of individuai 
members bringing with them their 
younger department heads should be con- 
tinued, as it is generally recognized that 
work of the association can be 
allowing the younger 
spirit of the associa- 
tion, understand its ideals, and as the 
time comes for them to assume control 
of its affairs, the association will con- 
tinue to hold its own and advance in 
usefulness as it has in the past. 

Special notice will shortly be sent to 
committee chairmen regarding the prepa- 
ration of their annual reports. It is 
earnestly desired by Chairman W. E. 
Greiner, of the Board of Control, that 
committee chairmen co-operate with the 
board by preparing their reports as early 
as practicable and send them to. the 
secretary, 51 Maiden Lane, this city, so 
provide opportunity to have ad- 
copies printed for the use of the 
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Ambergris Admitted Free 


A decision of the Board of General 
Appraisers, handed down Tuesday in the 
matter of the protest of S. De La Rama 
against the assessment of duty on am- 
bergris ruled that that product is free of 
duty as a product of the Philippine Is- 
lands. This ruling reverses the collector's 
assessment of 20 per cent. ad valorem 
under paragraph 49 of act of 1913. 

The appraiser claimed that the goods 
were not the product of the Philippine 
Islands, although attached to the invoice 
was a statement to the effect that the 
ambergris was a product of the Philip- 
pines. The statement was made by the 
collector at the Philippine port of ex- 
portation, and the judge held that it out- 
weighed the opinion of the collector at 
this port. 


Mulford Explorers to Be Dined 


Dr. H. H. Rusby, Dr. William M. Mann 
Dr. Orlando E. White and Dr. N. E 
Pearson, the returned members of the 
Mulford Biological Exploration of the 
Amazon Basin, will be the guests ot 
honor at a dinner next Wednesday even- 
ing. May 24. 

The H. K. Mulford Co., Philadelpnia 
pharmaceutical and biological manufac 
turers, will be hosts on the occasion. 

The dinner will take place at the Man- 
ufacturers’ Club, Philadelphia, beginning 
at 6:30 p. m, 


Veronica Water “Literature” 


Brings It Under Federal Ban 


MILWAUKEE, May 16, 1922 

Federal officials seized forty-nine cases 
of veronica water at the wholesale drug 
establishments of the Yahr & Lange Drug 
Co., the F. Dohmen Co., and the Mil- 
waukee Drug Co., on charges of mis- 
branding. 

It appears that the federal pure drug 
agencies consider the labeling of this 
water to be a misrepresentation in that 
the label reads:-—“Send for our Booklet 
of Testimonials,” and said booklet is al 
leged to contain statements of curative 
virtues which exceed the limits imposed 
under the food and drugs act. 

—_—_—_——_ oe 


Dr. Henry M. Howe, professor 
emeritus of metallurgy at Columbia 
University and an internationally 
known scientist, died last week at his 
home in Broad Brook road, Bedford 
Hills. He was seventy-four years old. 
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Remington Honor Medal connection in’ehen tvesigatons ee 
Presented to Dr. HH V. Arny Data ind methods of analysis are “ : ANDARDIZED 


The third award of the Joseph P. 


Remington Honor Medal was made on . ey 4 

_ evening of May 15,at a well-attended Walbridge Memorial 

ainner in the Hotel Pennsylvania, this 

city, given by the New York branch of 1 

the American Pharmaceutical Association Placed by Friends 
in honor of the recipient, Dr. H. V. Arny, A memorial tablet in honor of the late 
professor of chemistry in the college of Colonel Cyrus P. Walbridge, long presi- 


pharmacy of Columbia University. dent of the J. S. Merrell Drug Co., St. 
_ medal is intended to be awarded ane and president of the National 
each year to the individual who, in the Wholesale Druggists’ Association in 1898- : Kava Keva 
opinion of a committee composed of the 9%, has been placed on a column near the Aconite Root Kola Nuts 
past presidents of the American Pharma- entrance of the Merrell building. This Aloes o - * 
ceutical Association, has accomplished honor of Colonel Walbridge’s memory is Beiladonna Licorice Root 
most for American pharmacy. The fund Buckthorn Bark Mandrake Root 
which makes the award of the medal pos- a M -puama 
sible was established several years ago : ” " Cardamom Seed uira-p ; 
upon the suggestion of Prof. Hugo H. aia aa Cinchona Bark Nux Vomica 
ee by the New York A. Ph. A. he P X 5 Dogégrass Orange Peel 
ranch, o ’ akan Oe i 
i ifi i . ; Digitalis Leaves ot Root 
apain 


Dr. Arny has been identified with phar- t . ae : 
maceutical, educational and _ research IN oh ale Dandelion Root 
. Quince Seed 


work for more than twenty-five years. i». e : : : 
After being graduated from the Philadel- ms AFFECTLONAT Euphorbia Pil ' Rhuberb Root 
phia College of Pharmacy and the Uni- : REMEMBRANCE™ ¥ Ergot . . 

versity of Gottingen, Germany, he became . “ es , Fennel Seed ) Stramonium Leaves 
dean and professor of pharmacy at the A OF iow Be Me Gentian Root i N i Saw PalmettoBerries 
college of pharmacy of Western Reserve 7 s \ WHOLE, Squill 

; COLONEL : Henbane Leaves rT, ae quills 


University. In 1912 he was elected pro- 

fessor of chemistry in the college of eye Sy Horehound Herb Tonga 

eee — colonia a miveresy and U Aint Irish Moss Unicorn 

as been chemist for the New York Boar« * i 

of Pharmacy for several years. He also NS , Ipecac Root Uva a 
is reporter of the progress of pharmacy ? i Jaborandi Leaves Valerian Root 
and editor of the Year Book of the Amer- ¢ ‘ Te ; Jalap Root . ; Wild Cherry Bark 
ican Pharmaceutical Association; author Wee MAY a 

of a well-known textbook, “Principles of - , ew or 
*harmacy,” and a member of the Revision C J L HOPKI NS & CO N 

Committee of the United States Pharma- F ae wszrtws . ’ . . ‘. 

copeia. He is a frequent contributor to x ‘DRUG ADE. 

the literature of pharmacy, and. his re- ‘ a Importers, Exporters and Millers of Crude Drugs 
searches in connection with colorimetric . : s 

chemistry are well known. 


cn dinner Dr. H. H. Rusby, Prof. i : : . nnn ee ren ER Enmmmmmne 
Charles H. LaWall and Samuel L. Hilton - ns [ JTC q 
spoke interestingly, describing Dr. Arny’s aS Ba : , D. W. H HINSON & CoO., Inc. 


work as a teacher, as a scientist and as 


an organization man. The presentation 

of the medal was made by Dr. Jacob done by his friends throughout the whole- 

Diner. In his speech of acceptance. Dr. sale drug trade, and tha tablet fittingly 
F , the place of phar- 3 ‘ . atl ‘ 


Arny outlined briefly expresses their tribute as the accompany- 
macy in the world, and urged that more jng jllustration shows 
publicity be given the work that pharma- The memorial tablet is of Botticino 94 Joha Street : 3 NEW YORK 
cists have accomplished and are accom- marble inlaid with Venetian mosaic in 
plishing. Dr. Curt P. Wimmer presided gold, blue and green The carved in- 
as toastmaster. scription is gold inlaid. Gorham Co., this 
city, executed the design under the direc- 


: tion of Charles A. Loring. | 
John Uni Lloyd Honored Shortly before the death of Colonel RMIN 
During the fifty-ninth annual meeting Walbridge his friends raised a fund with 
of the Ohio State Eclectic Medical Asso- the purpose of presenting him with a 
ciation at Cincinnati, May 15 to 17, the loving cup. The completion of this plan . . 
association gave a dinner in honor of John being precluded, the idea of a memorial R d a) l] d 1 | S P 
Uri Lloyd at the Hotel Gibson on the tablet was carried out. Many members e ist! e e e e 
evening of May 16. of the N. W. D. A. Board of Control and 
Dr. Byron Nellans, president of the as- others prominent in the wholesale drug Unsurpassed in Strength 


sociation, acted as toastmaster. Dr. trade were present at the dedication of 


Caswell A. Mayo spoke of Professor Lloyd the memorial, the ceremonies being in- 
as a chemist, an author, a teacher, a formal. ~ 
business man / , c 4 IN( ER 


Dr. W. BP. Best, of Indianapolis, former 
president of the National Eclectic Medical 
Association, spoke of Professor Lloyd as Uruguay May Control Alcohol AND 
an author Dr. Rolla P. Thomas, dean of A bill has been introduced in the Con- 


the Eclectic Medical College, spoke of Pro- gress of Uruguay which proposes a gov- 
fessor Lloyd as a teacher, having studied ernment monopoly on the production, im- | 
chemistry under Professor Lloyd forty portation, or sale of alcohol. Owners of O Ek 
years ago. liquor manufactories are to dispose of 
Se te eee theme no their supplies of alcohol within one month ' 

to the kind words saic yy the speakers after passage of the law. Other owners O O / 

of the evening. of stosbal. wholesale or retail, are al- ur wn Make 

lowed 90 days to dispose of their alcohol 


. or suffed a tax of 0.20 to 0.30 peso per 
Alcohol Denaturant Authorized {if "Siefaction’ of these. provigions is GEORGE LI IEDERS & CO. 
: oO? ae subject to fine. Imports of products con- 
for Bathing and Sterilizmg S70" %2 See, Dmvorts ot produ 
ai g alco are e permitted sub- as 
WASHINGTON, May 16, 1922. ject to an increase in duty of 0.01 peso 427 WASHINGTON STREET NEW YORK 

ee See per degree or fraction of degree per liter. 

The Internal Revenue Bureau has au- "1" oA bees aad ; ronriata ex~ 
thorized the following formula, to be oe he een —— ee ea on 
known as specially denatured alcohol) ‘8U"8 yd he eg ee eee ee 
formula No. 46, for an antiseptic, steril- POrt alcohol or grain for its manufacture 
izing and bathing alcohol for use by “Uty free at any such time as the govern- ‘66 9 

‘ lies ment distillery is unable to supply the ( ‘HIRIS 


visiting nurse associations, public nursing 
_ ; ; I " local demand for alcohol, or when the 


eee clinics and dispensaries ex local grain supply becomes so low as to 
To every 100 gallons of pure ethyl al- be unavailable for alcohol production. 
cohol, add 25 fluid ounces phenol, U.S. P., SS 
i oll of wintergreen or ° . 


Setaas ea tiattane | Quicksilver Exports Show 


methyl salicylate, P. 


This formula wi a a be authorized Further Increase in March 


for use by institutions and organizations 
named above which are of a semi-public "AG rom r a a a99 
: : WASHINGTON, May 16, 1922. 
character and engaged in _ charitable : t 
work. Domestic exports of quicksilver or mer- ynt e ic oie ic emica ~ 
—_—— cury in March totaled 2,851 pounds and 
* . were valued at $2,044, according to rec- 
Narcotic Bill Progresses ords of the U. S. Bureau of Foreign 
TAQ poe , oe ae =e Domestic Commerce. Shipments in Fe ° 
Z WASHING TON, May 17, 1922. ruary were 2,974 pounds, valued at $1,655. ‘ 
On motion of Representative Hadley, Twelve foreign countries or localities are ; NEW YORK 
of Washington, the House has agreed to listed as destinations of this trade in 
the Senate amendment to the Miller March, as follows:— 
narcotic bill. This amendment provides Quebec and. Ontario 1,208 pounds, $859; 


for a specific penalty of $25 per ounce Prairie Province, S87 pounds, $61; British C 
against the master of a vessel bringing lumbia_and Yukon, 150 pounds, $100; Guate 
smuggled smoking opium. This amount mala, 7 $49; Nicaragua, 450 p ‘ 
euepied, making opie. This amoent Bak. Greats, 0a nae. ode ANTOINE CHIRIS COMPANY 
no market for this product which has no pounds, sl Colombia, 8) pounds $59; Brit 
determinable value. hence the original Gwiana. 75 pounds, $53; eens “Phillepit Established in Grasse, France, 1768 
4 ( { lippine 


Ker value of the smuggled narcotic was !slands, 72 Hounds, $80.0 147-153 WAVERLY PLACE, +  - NEW YORK 


ket value of the smuggled narcotic was 
T ; — AMERICAN WORKS: DELAWANNA, N, J. 


not deemed adequate. The amendment is 


considered to strengthen the bill. Duty on Lost Oil Upheld 


Iodine Tincture Denaturant The protest entered by Fritszche Bros. 
Oo aqauty 


in the matter of the assessment 


WASHINGTON, May 15, 1922. on importations of cassio oil which were 
Denatured alcohol formula No. 95 not actually imported has been over- 
alternative has been authorized for use in ruled by the General Board of Appraisers 
the manufacture of Caurchill’s tincture Fifty cases of oil were received and en- 
of iodine and the pharmacopoeial tinc- tered in a bonded warehouse After two 
ture. The formula follows: months it was discovered that five of the 
To every 100 gallons of pure ethyl alcohol cases were empty The loss occurred in 


idd a solution composed of 20 pounds fodine the warehouse, the board ruled, and, 
U. S. P.: 15 pounds potassium iodide, U. 8S. P.; therefore, no remission of duty could be 
15 pounds water. expected 


= —_—_--~<-2—__—_ 


Ethyl Alcohol from Wood H. H. Buckman and G. A. Pritchard for 
WASHINGTON, May 17, 1922. have sold their interest in and severed e 
A book of 100 pages on “The Manu- their connection with Buckman & Perfumes, Soaps. Flavoring Extracts 
facture of Ethyl Alcohol from Wood pyritechard, Inc., Mineral City, Fla., 


Waste” has been published by _ the E ; 7 , 
United States Department of Agriculture. Which produces ilmenite ore from 


The author is F. W. Kressmann, formerly which is manufactured the new 
chemist in forest products. ee E 

This book tells of the various methods Titanox pigments. Messrs. Buckman 
nines roy otayt 7 are ee and Pritchard express to the trade 
co dé «< e Costs c 0 ° e _ a anis : > a my a 
amount of wood waste available is taken eee ee ee R emeoen nye We Importers and M anufacturers 
up, and its value, then its limitations in ons e past, anc espeak f 1e N TICES 

the same good will ex- GENERAL OFFICES 


utilization. Processes for the manufac- new owners i ; 
ture of alcohol from it are explained; an tended to the original partners. 118 East 27th Street, New York City 
WORKS—Elizabeth, N. J. 
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HYMES BROTHERS CO. 


Essential Oils 
Vanilla Beans 
Gums 


Chemicals 








TEU 


NATIONAL BRAND 


National Brand Sugar of Milk 

has been the standard of Qual- 

ity the world over since 1883. 
Powdered Granular 
Impalpable Crystals 


NATIONAL MILK SUGAR CO. 


15 Park Row, New York, N.Y. 





Drugs 





233-235 Pearl Street, New Y ork, N.Y. 


BEGGS BROTHERS, Inc. 


170 BROADWAY 
NEW YORK 





GUMS 


Asafoetida U.S. P. Myrrh 
Karayas No.1, 2 & 3 Tragacanth 
Sheeraz Olibanum Extra White Tears 
Olibanum Tears No. 1, 2 and 3 
Olibanum Siftings 


SEEDS 





Cardamoms Mustard 
Blue Poppy Fennel 
ASK FOR STOCK PRICES 


JOSEPH CARUANA 
33-37 S. William St., New York 


Telephone Broad 2605 & 2606 


ELM BARK 
BAY RUM 


CORRESPONDENCE INVITED . 


BAGBY-HOWE DRUG CO,, Inc. 
Established 1904 LOUISVILLE, KY. 


CHAS. PFIZER & CO., Inc. 


NEW YORK CHICAGO 
61 MAIDEN LANE 180 N. MARKET 87 


AMERICAN ISINGLASS 
IRISH MOSS 
FILTER MASS 
LUPULIN 








Manufacturing Chemists 
Established 1849 





Borax Refined 
Boric Acia 


Potassium Iodide 

Iodine Resublimed 

Iodoform Camphor, Refined 

Tartaric Acid Bismuth Subnitrate 
Corrosive Sublimate 


Cream Tartar 

Citric Acid 

Rochelle Salt 

Seidlitz Mixture 
Calomel 


leo @ General Line of Chemicals for Medicinal and Technical Puarpos~- 


SPECIALISTS IN 


INSECT POWDER 


TURMERIC ROOT POWDERED 


GUM ASAFOETIDA, U. S. P. MUSTARD FLOUR 
SPICES, WHOLE AND GROUND 


McCORMICK & CO., Inc. 


Importers and Grinders BALTIMORE, MD. 

















Methyl Salicylate 


U. S. P. 


Synthetic Oil Wintergreen 


A true Wintergreen like odor and taste is de 
veloped in our process of manufacture. We offer 
a waterwhite material of exceptional clearness, 
although the U. S. Pharmacopoeia mentions 
Methyl Salicylate as a colorless, yellowish or 
reddish liquid. Price on application. If you use 
Methyl Salicylate don’t fail to get Dow quotations. 


THE DOW 
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90 West St., New Yerk, N. Y. 
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Philadelphia Drug Bowlers 
Win National Championship 


The American Drug Trade Bowling As- 
sociation held its annual tournament at 
Atlantic City May 11 to 13, the occasion 
being one of special interest, as it was 
the twenty-fifth anniversary. It brought 
together not alone the active bowlers but 
many of those associated with the or- 
ganization from earlier years. The match 





was rolled on the alieys of tae Young 
Men’s Christian Association, each team 


meeting the other in two sessions of four 

games each or for a total of sixteen 

games, which ended in a tie, 
Philadelphia won 9 games and lost 7. 


New York won 9 games and lost 7. Balti- 
more won 6 games and lost 10. In the 
roll-off Philadelphia won by 16 pins in 


three frames. 


Toe scores for the games were as 
follows :— : 

New Salti- Phila- 
York. more. delphia 
8O5 ées TH 
917 853 
722 830 
SOY noe svl 
SOU 814 
S845 SS8U 
S24 838 
SRY s0U 
769 i 
819 
820 
S48 





904 





911 

853 

873 

TOtBIS. c.0.00205050000c8 eee 13,293 13,817 
Roll off, three frames. 252 268 


The teams were composed of the fol- 
lowing members: Philadelphia—Storck, 
Drickel, Lehrer, Frey, Saville, McCorkle. 
New York—Zachmann, Malsch, Dirr, 
Stadta, Winn, Hoering, Ensign, Heath- 
wood, Kellogg, Norman, Mueller.  Balti- 
more — Johries, Brauer, Seybold, Dill, 
Graham, Lindemann, Grauer, Goldsboro. 


At the conclusion of the games on Sat- 
urday evening the annual banquet was 
held at the Hotel Strand, about sixty 
being present. Geo. T. Riefflin, of New 
York, president of the association, pre- 
sided. After welcoming those present, 
Mr. Riefflin referred to the twenty-fifth 
anniversary, and introduced H. Barnes, 
otf New York; Tim Goldsboro, of Balti- 
more; George Armour, of Baltimore, and 
other bowlers of former years, who gave 
some very interesting particulars con- 
nected with the earlier history of the 
association and of former contests. 

The routine business of the association 
followed, and resulted in the election of 
Harry Brauer, of Baltimore, as president ; 
F. Lehrer, of Philadelphia, as vice-presi- 
dent; George Hoering, of New York, as 
secretary-treasurer. 

The association cup was duly presented 
to the captain of the Philadelphia team 
by the president, with appropriate ref- 
erence to the excellent work done by the 
bowlers. In further recognition, each 
individual member of the winning team 
Was presented with a handsome silver 


The following were the individual win- 
ners:—High average, Saville, 181 15-16, 
silver table service; second high average, 
Malsch, 181 4-106, silver cup; high spares, 
Heathwood, .817 per cent., thermos bottle; 
high three games, Johries, 600, thermos 
bottle; most split spares, Dill, 4, silver 
pocket flask; most 200 games, Lehrer, 2, 


stick pin; most honor games, Storck, 2, 
umbrella; high strikes, Dickel, 348 per 
cent., fountain pen; high score, Norman, 


225, thermos bottle; most spares, Hoering, 
candle sticks; most consistent bowler, 
Ensign, silver cigarette second, 
Winn, card case; third, Brauer, card case ; 
high six games, Frey, grape juice; poodle 


case ; 


Headquarters for 


DUTCH MADDER 


Write for prices and samples. 


MEYER BROTHERS DRUG C0, 


ST. LOUIS, MO. 





|! INSECT POWDER 


The | ading manufacturers for over 50 years 


STALLMAN CO., 


For any Purpose 
Any Fineness 
Any Packin¢ 
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gh six games, Frey, grape juice; 
prize, Dirr, bowling set. 

During the dinner the ladies present 
vere presented with suitable silver clasp 
pins in honor of the occasion, and with 
Colgate handy traveling sets. 

The occasion closed after a most enjoy- 
able evening, with the hopes that there 
would be suitable alleys at Atlantic City 
to hold future contests, 


Louisville Has Successful 


Clean-Up and Paint-Up Drive 
LOUISVILLE, May 17, 1922. 

G. H. McLain, manager of the Louis- 
ville Safety Council, who handled the 
“Clean-Up and Paint-Up” campaign here 
from March 20 to April 20, inclusive, has 
got out a statement showing that the 
compaign was very successful and that 
it brought good results to the paint and 
varnish interests, either direct or indirect, 
as there was a material increase in local 
consumption. 

A fund of $2,500 was raised to defray 
expenses of the campaign. Six prizes, one 
of $75, two of $35, and three of $15, were 
offered school children for the school that 
showed the largest individual effort in 
clean-up work. Pamphlets, sign boards 
and newspaper space were used to boost 
the campaign. 

The results of the campaign are be- 
lieved to indicate fully the wisdom of get- 
ting the safety council to handle the drive, 
a tip which is passed along to other com- 
munities. 





Pennsylvania Paint Salesmen 


Will Have Outdoor Meeting 


PHILADELPHIA, May 15, 1922. 

Sixty-odd members of the “Save the 
Surface” Salesmen’s Club of Pennsylvania 
met around the board at the Hotel Ven- 
dig. Friday evening, May 12. After en- 
joying a tasty meal they had a business 
meeting in the club room, 

William Zintl, of the Saturday Evening 
Post. was the speaker of the evening, and 
pointed out how salesmen could increase 
the consumption of paint and_ varnish 
products by showing their dealers and 
master painter trade how to sell “surface 
protection.” , 

Mr. Beitzell, representing John T. Lewis 
& Bros. Co., invited the club to a lunch- 
eon and trip of inspection through the 
Lewis plant, the occasion being the 150th 
anniversary of the foundation of the com- 
pany in the city of Philadelphia, which 
will occur during the first week in June. 
In extending the invitation, Mr. Beitzell 
remarked that the Lewis company was 
one of two oldest lead concerns in the 
country. C. Dunning French placed a 
motion on record that the club accept the 
invitation and go in a body. This was 
unanimously voted for. The date will be 
set in a few days. 

Willard E. Maston, president, reported 
that the Thomas Cusack Co. was working 
on the illuminated outdoor billboard or- 
dered by the club, and that it would be 
completed and in operation within ten 
days. Five new candidates were voted 
in and two selected to ride the pesky goat, 
which arrangement was perfectly satis- 
factory to the other three candidates, for 
that goat was surely in fine fettle. 

The next meeting will be an outdoor 
affair. The entertainment committee 
hints many things. such as a trip to a big 
league ball game, auto ride, dinner 
n’everything, but details are being kept a 
secret. 


Boston Paint Golfers 
_ Play on Newton Links 


BOSTON, May 16. 1922. 


The latest meeting of the Boston Paint 
and Oil Golf Club was held on the course 
of the Commonwealth Country Club, 
Newton, Mass. There were twenty-one 
members present. A regular handicap 
medal play tournament was held for two 
prizes. 

The scores were as follows:—F. W. At- 
wood, 84 (first prize); F .. Eisenman, 


86 (second prize); G. H. Kimball, 86; 
H. N. Marshall, 89; J. E. Pushee, 89; 
E. L. Rugg, 89; J. W. MacKenzie, 89; 
W. G. Soule, 91; H. M. Gordon, 92; D. 
W. Wade, 92; J. F. Davenport. 93; S. 
Harwood, 94; C. H. Lawrence, 94; H. A. 
Hall, 95; P. H. Thayer, 95; E. E. Mor 

, Gale, 101: H. C. Cushman, 


ton, 98; C. E. 
104; J. E. Maroney, 110; J. Briggs, Jr., 


111; W. J. McKenna, 117. 

Nine matches were played in the club 
championship series, results being as 
follows :—H. N. Marshall won from H., 
4. Hall, P. H. Thayer won from C. H. 
Lawrence, F. W. Atwood won from W. 


x 


G. Soule, F. N. Eisenmann won from §. 
Harwood, John Briggs, Jr., won from W. 
J. McKenna, E. E. Morton won from J 
EK. Maroney, J. E. Pus:ee won from H. 
( Cushman, D. W. Wade won from C, 
KE. Gale, G. H. won from E. L. 
I 


see. 
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Chamber of Commerce, 
U. S. A., Meeting 


(Continued from page 47) 


meetings of the group on that subject, the 
chairman of which is Charles S. Keith of 
IXansas City. Senator Sutherland of West 
Virginia, discussing the coal situation, 
opposed paternalistic legislation. Copper, 
lumber and other natural resources were 
discussed, but not oil. 

C. H. McDowell, president of the Ar- 
mour Fertilizer Works, discussed the 
general situation as regards the question 
of to what extent American industries 
producing raw materials are dependent 
for their prosperity on European markets. 


Address of President Defrees 


After reviewing briefly the genesis of 
the Chamber, President Joseph H. De- 
frees continued his annual address, as 
follows :— : 

But 
I have 


degree, 


enough of 
indulged, 
on the 
called 
that we 


in which 
too great a 
close of a 
taking of 


backward, 
in even 
that the 
review and a 
might realize just what were 
assets we had built up in the past as 
the future. Looking forward, you 
are all now aware that during this meeting 
We are to lay the cornerstone of that building 
Which, splendidly located and handsomely 
planned, not only for the work to be per- 
formed it, but also to fit in to its environ- 
ment, has been made possible by the national 
spirit and generosity of our business men and 
their institutions. The land has long since 
been purchased, the buildings thereon recently 
torn down, and we are proceeding with the 
contracts for excavation and _ foundations. 
Aguin the business depression has interfered 
to retard the completion of the building fund, 
but with what is already on hand and what 
has been promised, we shall be able to build 
as much of the building as is necessary for 
the board and the force at headquarters to 
occupy and to provide a small meeting hall 
and some committee rooms. We should be 
made able to complete now the entire build- 
ing 


The more that is paid or subscribed 
within the next sixty days, the greater the 
accommodation we can make for meeting halls, 
conferences and committee meetings of our 
— organizations, for which there is great 
nee 

That conditions 
business 


looking 

perhaps 
thought 
decade for a 
stock 


the 
security for 


in 


in 


are better and a revival of 
confidence is at hand is apparent. I 
believe that during the next sixty days suffi- 
cient additional funds will be paid in or sub- 
scribed fully to meet this need. If the im- 
portance of the project to American business is 
recognized, but little, if any, will remain to 
complete the building fund. 


I talk confidently or the future because I 
share in the general confidence that business 
conditions are on the mend. But it would not 
be fair to you or to my own reputation as a 
man of some judgment not to call attention to 
the clouds threatening even our peace and our 
prosperity which have gathered and are still 
gathering in other parts of the world. The 
Washington Conference’ on Limitation of 
Armament under the splendid leadership of 
our President and Secretary of State, taken 
together with the subsequent ratifications of 
the treaties resulting therefrom by the Senate, 
has done much to clear the Far Eastern hori- 
zon, and could have done more had there been 
assurance of peace and stability in China. 
But when we look eastward to the centre of 
modern civilizations in Europe, to the markets 
of half our export trade, it only the hope- 
lessiy ignorant or the incurable optimist that 
can work out any immediate assurance of 
comfort or stability. 

Have conditions, then, failed to 
since the close of the greatest war in 
now three and a half years ago? 
hate to think that I would not go 
to aver it. What I must aver is 
has not been sufficient improvement 
optimism as to the future—to 
ability as to conditions 
effect of those conditions 

Hunger and its 
still stalk menacingly across 
ind rumors of wars are 
boundaries are not fixed; 
secure; finances are in turmoil. Peoples live 
in dread of each other and of the future. 
Those things that we fought for and that our 
boys crossed the sea to defend on foreign soils, 
sixty thousand losing their lives and many 
more thousands maimed and impaired, the 
defeat of militarism and the safety of our 
own and other free governments have not yet 
been attained. How and when we shall aid, 
we who are most powerful to aid in restoring 
stability in Europe in our own interest 
well as in theirs, are, I assert, the greatest 
and most immediate problems before American 
business today. That why these problems, 
‘‘European conditions in their effect on Ameri- 
can business,’’ have been made the keynote 
for this annual meeting. It would have been 
easier and more agreeable to many to discuss 
purely domestic business problems. We shall 
be told that the foreign commerce of the 
United States is but 8 10 per cent. of the 
total Washington's farewell address. will 
igain chanted in our ears if we were 
still a puny struggling nation, and _ rail, 
steamer, telegraph, cable and radio had not 
been invented and played their part in the 
interim of over a century. But so long as it 
Was our earnest belief that European _in- 
stability was the greatest menace to American 
American stability and American 
we have only fulfilled our duty in 
placing it before you. To our critics let me 
give answer in the words of a _ prominent 
American business man who, aware of the 
seriousness of the situation, is apparently de- 
voting his life to study of the European situa- 
tion and advising his fellow citizens in regard 
to it 

“We 


is 


improve 
history, 
I would 
so far as 
that there 
to justify 
create a feeling 
abroad or as to 
upon this coun- 
kinsman, Bolshevism, 
the stage; wars 
yet in progress; 
governments are not 


of s 


the 
try. 


as 


1s 


to 


be 


as 


business, 
prosperity, 


like to call ourselves hundred per cent 
Americans, and forget that this may mean 
hundred per cent. provincialism.’’ 

And again:— 

“But if we are 
telligently selfish. That 
standing of Europe and a 
ire nextricably involved 
Approach it from a vie 
to others if you will, or 
hard business fact if you 
problem is there gentlemen; 
to consider it in the practical 


way 
New Home Started 


cornerstone of the new home of the 
of Commerce was laid Tuesday after- 
site of Daniel Webster’s old home, 


to be selfish, let us be in- 
demands an _ under- 
realization that we 
in world affairs."* 

wpoint of doing good 
from that of 
must; the serious 
let us proceed 
American busi- 


cold 


ness 


The 
Chambe1 
noon on the 
facing the White House 

As expressed by Joseph 
dent of the chamber, the proposed new build- 
ing was dedicated to industry and commerce 
yn the basis that “‘if it is not for the common 
not good for wig 
speakers were Secretary 


H. Defrees, presi- 


good, it is business 
The of Commerce 
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Hoover, former Secretary of 
Labor Charles Nagel, L. S 
Paul, chairman of the 


Commerce and 
Gillette, of St. 
building committee, and 
Harry A. Wheeler, Chicago, banker, the first 
president of the chamber 

Mr. Nagel, with President Taft, 
meeting of business men in 1912 which re- 
sulted in the creation of the Chamber of Com- 
merce of the United States. He said that 
during the ten years of its existence the na- 
tional chamber had accomplished more for the 
common good than the founders had antici- 
pated, and that the ceremony today marked 
a new epoch in the history of American busi- 
ness 

According to 
cornerstone 
industrial 
always be 
but there 

“In this 
“agriculture 
standing of 


called the 


Mr. the 
of 
will 


men, 


Wheeler, the 
was a step in the 
peace. He declared 
differences of opinion 
need not be antagonism 
new home of business,’’ he said, 
will find a sympathetic under- 
its problems; labor will find con- 
sideration of those tasks which labor must 
work out for itself, and the government will 
find helpful counsel.’’ 


laying of 
direction 

there 
among 


Industrial Chemists Discuss 


Uses of Activated Carbon 


carbon was 
of the So- 
the Chem- 

evening, 


on activated 
American section 
Industry at 
city, Friday 


conference 
by the 
of Chemical 
ists’ Club, this 
May 19. 

Arthur B. Ray, of the Union 

Carbon Research Laboratories, 
Long Island City, discussed “Some 
Properties, Criteria, and Application of 
Activated Carbon.” A summary of his re- 
marks follows :— 

Activated carbon is defined as porous carbon 
material which contains more or less active 
carbon. Active carbon, according to the hypo- 
thesis given by Dr. N. K. Chaney (Trans. 
Amer. Elect. Chem. Soc. XXXVI 91-111), is 
a special modification of carbon which par- 
ticularly characterized by a very great ad- 
sorptive power for gases, vapors and substances 
in true or colloidal solution. It is believed to 
be formed whenever carbon containing sub- 
stances are carbonized at low temperatures, 
but because of its activity it usually becomes 
saturated with hydrocarbon during the process 
of formation. These hydrocarbons may be 
removed by the oxidizing action of air or 
steam or by the action of certain chemicals. 

The activated carbon prepared from suitable 
materials and in the proper manner contains 
a high percentage of active carbon, is struc- 
turally strong, has a great number of very 
small capillaries, and is commercially useful 
for adsorbing gases and vapors. Both the high 
percentage of active carbon and structural 
strength are necessary properties. Such a car- 
bon takes up vapors in two ways—it absorbs 
them on its exposed active carbon surface by 
reason of the great attractive force which is 
exerted, and it condenses them in its capil- 
laries. The vapors condensed in the capillaries 
have an appreciable vapor pressure and are 
thus loosely held, but the vapors adsorbed by 
the active carbon are strongly held and have 
an extremely small or no vapor pressure at 
ordinary temperatures. The specific adsorptive 
capacity of a carbon is therefore of more im- 
portance than its capillary capacity, because 
in industrial application the carbon must com- 
pletely extract vapors from air or other gases 
which are present in extremely low concentra- 
tions. Methods of measuring both the specific 
adsorptive capacity and the capillary capacity 
which have been developed are discussed in 
some detail. 

It fs also shown that the attractive force 
which active carbon exerts makes it useful for 
removing coloring matters, other impurities or 
valuable substances from liquids. But in or- 
der that colloidal substances or large molecular 
aggreg: may be: removed they must have 
free passage to the active carbon. Carbon ma- 
terials which expose a very large surface of 
active carbon by means of relatively large 
open pores or capillaries are therefore to be 
desired for removing such substances from 
solution. 

Good decolorizing carbons are highly porous, 
and if their ash content is low have a low 
apparent density. The ratio between activity 
or active carbon content and apparent density 
is shown to be a factor which determines the 
decolorizing power of carbons for many liquids. 
Other factors which affect the decolorizing 
power of carbons are discussed and a method 
of evaluating decolorizing carbons is given. 

The applications of activated carbon are 
briefly discussed. They are of three types:— 
(1) Adsorption of gases and vapors; (2) adsorp- 
tion of substances from liquids, and (3) cata- 
lytic 
"As a gas or vapor adsorbent activated car- 
bon may be used for recovering solvents from 
air. extracting gasoline from natural gas, ob- 
taining high vacua, purifying helium, deodor- 
ozing refrigerators, removing sulfur compounds 
from coal gas, extracting light oils from by- 
product coke oven gas, purifying carbon dioxide, 
removing noxious or toxic vapors from air to 
be breathed, etc. 

As an adsorbent for substances in solution 
activated carbon may be used for decolorizing 
sugar solutions, syrups, edible oils, petroleum 
oils, organic liquids, organic acids, mineral 
acids, waxes, glycerin, gelatin, glue, ete. It 
may used for recovering alkaloids and gold 
from solution. It may further be used for puri- 
fying and sterilizing drinking water. 

As a catalyst it may be used in chlorinating 
natural gas, manufacture of phosgene, oxida- 
tion of nitrogen oxides, etc. 


Absorption Gasoline Process 


Burrell, of this city, gave 
address on the Burrell- 
of extracting gasoline 
from natural gas by means of activated 
charcoal. In this process natural gas 
passed through activated charcoal ground 
to about 8-14 mesh until the charcoal 
becomes saturated with gasoline. The 
charcoal absorbs about 15 per cent. of 
its own weight of gasoline. After satu- 
ration the natural gas is passed into an 
absorber packed with fresh charcoal and 
the process is repeated. In the meantime 
saturated steam is passed into the first 
absorber, thereby distilling the gasoline 
out of the charcoal. The steam and 
oline vapor are passed through water- 
cooled condenser coils and condensed, the 
water separating into one trap and the 
gasoline into another. Three absorbers 
are used. One is always absorbing, an- 
other distilling, and a third cooling in 
turn. 

Dr. Burrell stated that the yield of 
easoline is from 25:to 50 per cent. greater 
than by other methods, the product better, 
in that although of about 85 deg. grav- 
ity, its vapor tension is about 8 pounds 
at 100 deg. F., ‘and the operating costs 
are less. The charcoal lasts indefinitely. 
Tt not have to be renewed. 
commercial plants are 
owned by the United 
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Dr. George A. 
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ation, one 
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Natural 
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at Oil City, Pa., one 
Louisiana Monroe Carbon Co., Monroe, 
La., and one by the Argentine Govern- 
ment working on government owned gas. 
Two more are being built, one by the Ster- 
ling Gasoline Co., Morgantown, W. Va., 
and one by the United Fuel Ss Co. 
Charleston, W.° Va. Negotiations are 
under way for the erection of several 
more. Dr. Burrell said that before the 
end of the present: year at least ten plants 
will be in commercial operation. The de- 
velopment of the process has been going 
on since the summer of 1918. 

Dr. Burrell also gave a talk on the 
natural gas gasoline industry. He stated 
that practically all motor gasoline used 
today contains a small quantity of nat- 
ural gas gasoline, and that the latter has 
become so indispensable for improving 
low grade refinery gasoline, that there 
would be serious shortage of motor gaso- 
line if it could not be obtained. 


Mineral Land Permits 


WASHINGTON, May 16, 1922. 

According to data compiled especially 
for the Reporter by George R. Wickham, 
assistant commissioner of the General 
Land Office, applications for phosphate 
leases received under the mineral land 
leasing act since it became effective, 
numbered twenty-six on May 1. One per- 
mit has been granted and seven have 
been rejected, leaving eighteen pending. 

Seven potash leases have been issued, 
while out of 929 applications filed for 
potash prospecting permits, 490 permits 
have been granted, 354 applications re- 
jected and 82 are still pending. 

Applications filed for sodium 


Gas Co. by the 


permits 


57 


total 46, out of which 24 permits have 
been issued and 13 applications rejected, 
leaving 9 still awaiting final disposition. 


Hubbard Fertilizer Co. Suit 
On Trona Potash Opened 


BALTIMORE, May 18, 1922. 
Attachment of $50,000 worth of . the 
defendants product in this city has 


brought to an issue in the Superior Court 
here the action of the Hubbard Fertilizer 
Co., this city, against the American Trona 
Corporation, Searles Lake, Cal., in which 
$275,000 damages are asked. This case 
grew out of the alleged destruction of 
potato plants in Maine through the use 
of a Hubbard fertilizer mixture contain- 
ing potash purchased in 1918 from the 
Trona firm. The Hubbard company com- 
plains, among other things, that the inci- 
dent forced it to sell its Maine factory at 
a loss, and that it has since been unable 
to regain its trade in that State. 

The case was called up last Wednesday, 
and some expert testimony is expected to 
be introduced. Among the witnesses 
counted on is Bailey E. Browne, who was 
carrying on experimental work in the 
potato fields of Maine in the year the 
Hubbard company’s goods were used. 
Bulletins published by the Department of 
Agriculture at Washington are also to be 
introduced. These bulletins show fields 
that were planted with potatoes without 
the use of potash. Side by side were 
other plots fertilized with European pot- 
ash and with the Trona material. The 
bulletins thus present interesting and in- 
structive comparisons. It is expected that 
the court proceedings will last a week or 
longer. 


SCHEEL-LAC 


BLEACHED AND ORANGE 
Replaces Shellae and Also Mixes Without Separating 


WILLIAM H. SCHEEL 


159 MAILVEN LANE 


NEW YORK, N. Y. 


ROGERS-PYATT SHELLAC C0. 


IMPORTERS 


LARGEST 
79-81 Water Street . 


NEW YORK 


BONE DRY—WHITE 


SHELLAC 


We solicit your inquiries for Spet and Contract Delivery 


DINGS & 


SCHUSTER 


BLEACHERS 
LONG ISLAND CITY, N. Y. 


Importers 


Shellac <Gum 


Manufacturers 


Shellac Varnishes 


Purity and Weight Guaranteed 


THE MANTROSE CORPORATION 


51 FRONT STREET 


NEW Y@RK, N. Y. 


BLEACHING SHELLAC 


IS A DELICATE OPERATION 
That Is All We Do: 7 
BLEACH AND REFINE SHELLAC 


KASEBIER 


KASEBIER 


QUALITY 


QUALITY HAS 


EARNED ITS REPUTATION. 
THIS LOT WAS MADE WITH 


GUARANTEED 


Always Soluble. 


Moisture Never Over Five Percent. 


KASEBIER-CHATFIELD SHELLAC COMPANY 


175 PEARL STREET 


NEW YORK CITY 
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Japan Wax 
Salt Cake 
Chlorate of Potash 
Sulphide of Soda 
Bisulphite of Soda 
Barium Salts 


Cooper & Cooper Inc. 


23 CLIFF STREET 
NEW YORK 


CABLES ce TELEPHONE 
BEEKMAN 1225 


YORK 


HAMBURG 


3 LAURENCE POUNTHEY ROLANDHAUS 
Ec4 MONCKEBERSTRASSE 9 


SOLVE NTS 


EXPERIENCE 
PROVES 


j Reg. U. S. Pat. Off. 


Crude FUSEL OIL 


A variable mixture of 


PURITIES and IMPURITIES 


BUTANOL 


(Pure Normal Buty! Alcohol) 


A Uniform Product of 
ABSOLUTE PURITY 


COMMERCIAL SOLVENTS CORPORATION 


Eastern Sales and Export: 
17 E. 42d Street 
New York 

London Office : 
10a Featherstone Bldgs., High Holborn, W. C. 1. 
Cable Address—‘‘Comsolvent,” New York 
Cable Address—‘“Comsolvent,” London 
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European Offices: 
BASLE 
HAMBURG 


EUGENE SUTER & COMPANY 
160 BROADWAY NEW YORK 
SOLE SELLING AGENTS 


in the United States and Canada for 


VERTEILUNGSSTELLE FUER 
CHLORKALK 


Frankfort-on-Main, Germany 


The syndicate of German manufacturers of 


BLEACHING POWDER 


NITRUMWERKE BODIO, A. G. 
Bodio, Switzerland 
Manufacturers of Bodio Brand 


NITRITE OF SODA 


and other nitrogenous chemicals made by the arc process. 


COMPANHIA BRAZILEIRA DE 
MINAS SANTA MATHILDE 
Rio de Janeiro, Brazil 


Miners of 


MANGANESE ORE 
MANGANESE DIOXIDE 


Caustic Potash 88-92% 
Carbonate of Potash 
Chlorate of Potash 
Chlorate of Soda 
Zinc Chloride 
Zinc Oxide “B. & S.” Brand 
Barium Chloride Prime White Crystal 
Naphthalene Refined Flake and Ball 
“Cyanegg” Sodium Cyanide 96-98% 
Permanganate Potash U. S. P. 
Sal Ammonia, Granl. White and Rough Gray 
Barium Nitrate 
Strontia Nitrate 
Epsom Salts U. S. P. 


The Roessler & Hasslacher Chemical Co. 


Manufacturing Chemists, Importers and Refiners of Platinum 
709-717 Sixth Avenue, New York 
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Chemical Market 


Unless otherwise specified, our prices are those prevailing in the New 


York Market and are for large quantities. 


Complete prices current 


will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 





market was a rather 
meager affair. Trading was not up to 
the average set recently and _ price 
changes were confined to a few unim- 
portant items. Interest in caustic soda 
for export, while maintained to a grati- 
fying degree, did not 1onger draw un- 
usual attention, The situation was 
being watched closely from all sides, 
but it looked as though the market had 
temporarily abated its upward trend. 
Neither standard brands nor outside 
were to be had readily for prompt 
shipment; as far as quotations for 
May were concerned the market was 
in a nomina] position. Smal) quanti- 
ties were available for June, but al- 
ready there have been heavy orders 
booked for July and some factors have 
completely sold their output until the 
end of that month, Prospects were 
for a record export business during the 
summer. Attention lately has swerved 
somewhat to ash, but nothing like a 
steady foreign demand has developed 
for it. Smatil lots have been shipped 
to Europe and occasionally to Mexico; 
the increase in inquiries has been tak- 
en as a favorable sign, despite the 
paucity of business so far resulting. 
There has been no abatement in de- 
mand for blue vitriol and producers 
were forced to raise prices 30c. The 
market was practically nominal at the 
advance, as nothing was available be- 
fore the first of June. It was hoped 
that{by that time the deliveries would 
be résumed in norma] fashion. The 
excessive export demand completely 
swamped producers, and although they 
ran night and day to meet it, they ran 
behibfl on domestic orders in order to 
fnlfil’ their foreign obligations. The 
heavy agricultural demand found them 
unatile| to cope with the situation, but 
by the end of the month it is hoped 


Last week's 


things’ will be agreeably adjusted. 
Further advances were not thought 


likely, although copper has been ruling 
stronger. 

Intérest in barium products has fall- 
en off. Chloride on spot was neglected 
with prices more or less nominal, Car- 
bianate declined. Consumers of chlor- 
ide, afraid they would not get supplies, 
have Wiooked far ahead, and henceforth 
afqufet spot market could be antici- 
pate@! The same applied to carbonate. 
Domestic producers have signified their 
intention of not re-entering the field 
until the margin of profit is greater. 

Some of the insecticides have been 
reduced, That did not necessarily in- 
dicate a weak market, but a keener 
state of competition owing to the in- 
creased demand. 


Advanced 


¥rsertic} red, 46¢. Soda prussiate, yel- 
Blue ¥itrio!, 30c. low, 2 
‘éppéras, $3 Oxalie acid, 1 


Declined 

Anti my, needles, 4c. Lead arsenate, 2c. 
oxide. 14 Soda fluoride, 1« 

RBanium carbonate, $ 


2 Phosphoric acid, 85 


Caléiunmi arsenate, 2c. p.c. (imp.), 3 
Gepper carbonate, Ic. 
THe ¢ following index numbers were 


compiled from twenty-five representa- 

tive ¢hemicals, and give an idea of the 

Wtesent market situation. The normal 

i® prédicated on prices as of August 1, 

191A:+ 

The Reporter’s Index 
Twenty-five Chemicals 


Number 


é 


Norma!—326.6 
Lastaréck. Prev. week. Last month. Last year. 
+, 4283 426.1 417.5 580.2 


ALUM.—Ammonia grades were quot- 
e@ By leading sellers at former levels 
of. $3.50@3.75 per 100 pounds for lump, 
$3.65@4 for ground and $3.85@4.25 for 
powilered. Demand has been rather 
qufet lately and there was an easier 
feeling in the market. Sales were re- 
ported in some directions as low as 
$3.25-for lump, and such shading did 
not Seem out of line with present con- 
ditions. Potash was unchanged also at 
3%@5\4c. per pound. Chrome grades 
received scant attention from consum- 
ers, prices for ammonia ranging 74%@ 
Se, and potash 6@7c. 

ALUMINA SULPHATE Paper mills 
were taking usual quantities and there 
Has been steady withdrawal on con- 
tract for filtration purposes. Many pro- 
dueers have about booked their capac- 
itv and were not actively engaged in 
seeking new business. Spot stocks of 
foreign were extremely limited and 
quotations varied according to seller. 
Domestic was quoted at $1.50@1.75 per 
100 pounds for commercial on contract 
and $2.25@2.50 for iron free. 

ALUMINUM HYDRATE.—Light was 
moving in small quantities to the print- 
ing trades and prices were steady at 
19@21c. per pound. Heavy was neglect- 
ed and supplies were small. The range 
was 8@8 kc. 


AMMONIA AQUA.—Leading pro- 
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ducers quoted prices as follows, per 
pound:—26 degree, 74% @7%c.; 20 de- 
gree, 644, @7%c.; 16 degree 5@5\c. De- 
mand was centered on 26 degree and 
some lew priced offers were reported 
by consumers. There was little doubt 
that supplies were rather heavy and 
that concessions would have been in 
order if the chance to move a quantity 
came along, 

AMMONIA NITRATE.—There has 
been export interest in this material 
and sales of several lots for Eastern 
account were noted. Spot supplies were 
in excellent volume, and the market 
was rather easy in tone, as domestic 
inquiry has been on the slow side. 
Quotations were 54 @6%c. per pound, 
according to quality. 

AMMONIAC SAL.—Imported white 
was very abundant and talk of a scare- 
ity proved only talk. Quotations were 
easy at 7@7%ec. per pound for that 
grade, although domestic makers quoted 
to 8c. Gray was in lighter supply than 
white and prices were correspondingly 
firmer. The range was from The. to 


8c. per pound. Lump was dull at 
15@ 20e. 

ANTIMONY.—Needles were lower 
at 4144@7c. per pound, and in very 


poor demand, Supplies were plentiful, 
but importers have been unable to 
find any outlet for their stocks. Oxide 
were also on the weak side, and down 
to 644@8c. was quoted. Supplies were 
not so plentiful as in needles, but hold- 


ings were scattered and competition 
keen. Chloride remained in some small 
demand from drug and polish trades 


at 14@16c. in carboys. 

ANTIMONY SULPHURET.—No im- 
provement in this section was ex- 
pected until the rubber trade showed 
more signs of life. Supplies of im- 
ported sulphurets were heavy, and fac- 
tors have continually reduced prices 
in an effort to dispose of stocks, but 
unsuccessfully. Crimson was 40@42c. 
per pound; red, 16@17c.; and golden, 
16@ 20c. 

ARSENIC.—AlIthough there has 
been no demand to speak of for red, 
holders have advanced prices to 1214 
@l13e. per pound. Supplies were very 
small and narrowly distributed. White 
was in littl demand, and factors re- 
ported the season a disappointing one 


indeed. It was unlikely there would 
be any more buying of consequence 
now. Quotations remained at 7@7Mc., 


although odd lots of foreign have sold 


well under Te during the past ten 
days 

BARIUM PRODUCTS . — Chloride 
was held at $100 on spot and very 
scarce, Demand was quiet, and the 
price more nominal than otherwise. 


Shipments were quoted as low as $92, 
duty paid, Carbonate was unchanged 
at $65 on spot, but shipments were 
also lower at $60. Binoxide moved in- 
frequently and was held by makers at 
20@ 23c. per pound. 

BLEACHING POWDER.—The mar- 
ket was weak. Contracts were avail- 
able as low as $1.50 per 100 pounds in 
large drums from makers,’ while 
prompt sales were $1.60. Imported 
continued to sag, and importers were 
forced to name lower prices. From 
$1.65 to $1.70 ex dox was quoted, 

BLUE VITRIOL.—Was almost in a 
nominal position. Leading producers 
have advanced prices again, and now 
quoted $5.90@6 per 100 pounds, Sup- 
plies were extremely short, and de- 
mand for domestic account so heavy 


that it was impossible to do anything 
for immediate shipment. About the 
best that could be done was for the 


first of June Further advances were 
not expected, although copper has 
ruled very strong for some time now. 
Export business had come to a close. 

CALCIUM ARSENATE.—Quotations 
were lower at 11@13c. per pound. This 
is the active season, and demand has 
evoked a strenuous competition be- 
tween different sellers, with result that 
prices naturally suffered, 

CALCIUM CHLORIDE.—Producers 
reported sales of car lots with increas- 
ing frequency. The goods were moved 
for roadmaking purposes. Prices were 
steady at $24.75@30.50 per ton, 

CARBON BISULPHIDE.—Demand as 
an insecticide has boomed this market 


and it was undergoing a very active 
period Supplies were on the light 
side, and that tended to hold prices 


at 6@7c. per pound. 

CARBONATE . — Dealers 
were quoting at 18c. per pound, and 
sales were made at that figure. Sup- 
plies were rather easy and widely 
scattered and demand only for small 
The strength in metal did 
have any effect on the 


very steady 
COPPER 


quantities. 
not seem to 
tone. 
COPPERAS,.—The 
be done from producers 


best that could 
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CHLORIDE 
CARBONATE 
HYDRATE 
NITRATE 


Chicago Copper & Chemical Co., Western Union Bidg., —- 


Works at Blue Island, I 








OXALIC ACID 
AMERICAN ALKALI & ACID CO. 


Pioneers and largest manufacturers in U. S. 
Also SULPHURIC ACID 


Manufactured by 


THE JARECKI CHEMICAL CO. 


For full partioulars address 


The Isaac Winkler & Bro. Co. 


Sole Selling Agents 


CINCINNATI, GHIO 
First National Bank Building 


ESTABLISHED 1865 


FERGUSSON BROTHERS 


PHILADELPHIA, PA. 


Blue Vitriol 


SULPHATE OF ALUMID 






BRADFORD 
PENNA. 



















NEW YORK 
50 Broad Street 


BLUE VITRIOL, Ground and Crystal 
BONE ASH 


HYDROFLUORIC ACID 
AMMONIUM FLUORIDE 


JOHN C. WIARDA & CO., Inc. 


271 GREEN STREET, BROOKLYN, N. Y. 


STANDARD CHEMICALS FOR ALL 


QUALITY 


PRODUCERS OF 


ACETATE OF LIME 


AND 


INDUSTRIES 


SERVICE 


ACETIC ACID—ALL GRADES 


MICHIGAN IRON & CHEMICAL CO. 


1418 CONSUMERS BUILDING 


CHICAGO 


WORKS—BOYNE CITY and EAS7 JORDAN, MICH. 





OIL OF MYRBANE 


ANILINE OIL 


Sulphurets of Antimony, Acetic Acid, Sulphuric Acid, 


Nitric Acid, Aqua Fortis, Muriatic Acid, etc., ete. 


MANUFACTURED BY 


THE 


Naugatuck Chemical Company 


NAUGATUCK 





CONNECTICUT 
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ton for prime crystals. Supplies were 
well taken up on contract, and there 
were few producers who had any 
quantities to offer for prompt ship- 
ment. 

GLAUBER’S SALT.—Imported ma- 
terial was prominent and quotations 
varied greatly. The quality of this 
foreign goods has shown a great deal 
of variation, and consequently prices 
have ranged from 70c. per 100 pounds 
for slightly off color to 85c. for good. 
Domestic was quoted as high as $1.50. 

LEAD ACETATE.—Prices were un- 
changed although lead has gone 
higher again. Quotations were as fol- 
lows, per pound:—Brown broken, 
9°3@l1l1c.; white broken, 10%@11*%\c.; 
white crystals, 11@12c.; granular, 
10% @12\%4,c¢. 

LEAD ARSENATE.—Powdered was 
quoted from 12c. to 14c. per pound. 
There was no change in paste, which 
ranged 9@12c. Demand was at its 
best. 

LIME ACETATE.—Some foreign in- 
quiries came to hand, and there has 
been a little business in that direc- 
tion. Domestic demand remained 
slow and did not present novel devel- 
opments. The price was $1.75 per 100 
pounds. 

NICKEL OXIDE.—Small lots were 
in some request, and prices were 40@ 
42c. per pound. 

PHOSPHORUS.—Imported material 
was still in the ascendancy and sup- 
plies on spot were large. Demand for 
phosphorus never exceeds certain well 
defined limits, and spot stocks at the 
moment were considerably in excess 
of requirements. Quotations naturally 
were easy, although domestic produc- 
ers have endeavored to maintain a firm 
position. Red was from 25c. to 45c. 
per pound and white 25@35c. Sales 
of imported white have occurred at 23c. 
Sesquisulphide was unchanged at 40@ 
42c. and only the domestic available. 

POTASH CAUSTIC.—Imported ma- 
terial was plentiful, and the market 
was comparatively quiet, so that 
prices were easy in tone. There has 
been no relaxation of the position of 
prominent sellers, who have continued 
to quote 6@6%c. per pound for 88@92 
per cent. in the face of increased 
stocks, but in some directions that fig- 
ure was susceptible to shading and as 
low as 5%c. was reported done. Do- 
mestic producers were unchanged in 
their views at 8c. at works. Ship- 
ment prices were estimated at 6c. ec. 
i. f., for German goods, but it was 
thought that figure could be shaded 
on large quantities. Interest in ship- 
ments has not been so keen the past 
few months, but dealers have per- 
sisted in bringing in goods. 
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POTASH CARBONATE. — 

grades were extremely on 
and consequently commanded high 
prices. Demand was in most in- 
stances, and a very firm tone charac- 
terized the whole section. The 80@85 
per cent. hydrated was especially 
scarce and was tightly held at 6%4@ 
6%c. per pound. For it there has been 
a heavy call. The 96@98 per cent. cal- 
cined was in better supply and not in 
good demand the former, with 
prices ranging from 6%e. to 7c. 

POTASH CHLORATE.—Demand was 
not very active, and the market was 
consequently devoid of features, as 
there were no changes in quotations, 
The tone lacked the firmness noted in 
some recent weeks, but this weakness 
was regarded as only transient and due 
to the dull state of demand. Funda- 
mentally there has been no loss of 
strength, and imported material was as 
hard to secure and import at spot 
prices as ever. Dealers quoted from 
6%@T7c. per pound for foreign, while 
domestic was held at 8c. at works by 
makers, who claimed that the superior 
quality of domestic made it worth the 
higher price. 

POTASH CYANIDE.—Has about dis- 
appeared from this market. Spot 
stocks were nil, and it was impossible 
to ascertain anything definite on ship- 
ments from abroad. None of the im- 
porters had any prices to quote, and 
the small quantities of goods that were 
available early in the month had all 
been disposed of at from 42c. to 45c. 
per pound, so that those levels were 
given as approximate. It was doubtful 
if goods could have been laid down 
here at anything like that. Consump- 
tive interest was nil. 

POTASH PERMANGANATE.—Tech- 
nical was moving only in a small way. 
The profusion of imported U. S. P. 
which was quoted as low at 15c. per 
pound, has led consumers to taking it 
in preference to domestic technical, 
which ranged to 20c. from first hands, 
and was exceedingly scarce among the 
dealers. 

SALT CAKE.—Supplies of spot cake 
were light, and the market very firm 
at $20 to $25 per ton in bulk. At the 
works it was reported possible to do 
$18 on by-product cake, but sales with- 
in the past week were recorded at $20. 
The curtailment of production of muri- 
atic acid was the chief reason for the 
lack of supplies of salt cake. A con- 
tinuation of the situation was evidently 
expected in producing quarters, as 
there has been heavy buying of glau- 
ber’s salt to eke out domestic sup- 


Some 
spot 


searce 


good 


as as 


from 
pro- 


sold 


plies, which, naturally are made 
salt cake. Several of the largest 
ducers of salt cake claimed to be 
up for the balance of the year. 

SALTPETER.—There have been no 
changes in quotations of leading re- 
finers. Demand did not vary from the 
routine of the past few months, and 
has if anything been a trifle below the 
average. Quotations were per pound; 
crystals according to size, 85,@10%\.; 
granulated, 74%@7%c.; and powdered, 
9@9%e. 

SODA ACETATE.—Continued in the 
former firm position. Demand for 
prompt and spot has not been active, 
but producers were well sold up on 
contracts, and in some instances would 
have found it difficult to satisfy any 
immediate outside shipments. It was 
doubtful if better than 5c. per pound 
was possible on spot; none of the deal- 
ers carried stocks and producers would 
not quote lower than that, although 
admitting that contracts had been ac- 
cepted as low as 4c, 

SODA ASH,.—There have been no 
changes in quotations of leading pro- 
ducers, who offered contracts at $1.10 
per 100 pounds, basis 48 per cent., at 
works for bulk light ash in car lots, 
$1.20 for bags and $7:40 for barrels. 
Dense ash was offered on the same 
basis at $1.17%@1.45. Spot and prompt 
orders were quoted 5@10c. per 100 
pounds higher. Contract withdrawals 
were reported in excellent volume, and 
the activity noted earlier in the month 
has continued unabated. Additional 
export inquiries have been received, 
and it looked as though some of the at- 
tention fastened on caustic would be 
diverted to ash in the near future. 
Dealers were very firm in their views, 
and quoted light ash in bags at $1.80 
@2 ex store; barrels were $2@2.10. An 
f. a. s. price of $1.85 in double bags 
was heard, but not taken with a great 
deal of seriousness. 

SODA BICARBONATE. — Producers 
quoted at $1.80 per 100 pounds in bar- 
rels at work. Demand for contracts 
has been fair and there was consider- 
able withdrawal of goods on old con- 
tracts. That constituted the bulk of 
activity, as consumers had mostly cov- 
ered needs on contracts. Dealers re- 
ported sales on spot at $2 with kegs 
ranging 25c. higher. Spot stocks were 
a little too much for the present de- 
mand and dealers inclined to deal 
recklessly with prices, 

SODA BISULPHATE. — Unchanged 
as far as quotations went, the market 
was absolutely flat, Producers quoted 
from $4.50 to $5.50 per ton, but have 
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nothing with their 
were extensive and 
dealers stated prices could be shaded 
without the slightest difficulty. 

SODA BISULPHITE.—Imported ma- 
terial was under less pressure and a 
steadier tone characterized the section. 
Quotations for powdered were from $4 
to $4.50 per 100 pounds, Liquid was 
neglected and only the domestic avail- 
able, which ranged from $1.35 to $1.50. 

SODA CAUSTIC.—There has been no 
let up in the export demand and prices 
for standard brands of caustic were still 
very strong. It was stated that occa- 
sional lots could be had for May ship- 
ment at $3.80@3.90 per 100 pounds 
f. a .s., but as a matter of fact the mar- 
ket was so bare of goods that bids con- 
siderably higher went unsatisfied. Out- 
side brands were entirely taken up, 
and some producers were unable to 
offer anything earlier than July. So 
far the number of orders booked for 
that month has been heavy, and it 
looked as though a record in exports 
would be made before the summer was 
over. Demand has been heavy from 
northern Europe, while Mexico was 
also an active buyer. Some were able 
to offer June at $3.90 f. a .s., and that 
was the best that could be done last 
week. Leading dealers offered stand- 
ard brands ex store in less than car 
lots at $3.75, but this was only for do- 
mestic consumption. There has been 
no change in the quotation of pro- 
ducers on contracts at $2.50, basis 60 
per cent. works for car lots. Other va- 
rieties were quoted as follows flat at 
works:—Ground and flake, $3.65@3.90; 
and granulated, $4@4.50. 

SODA CHLORATE.—Spot imported 
was 64@6%c. per pound. Shipments 
were 5%c., c. i. f. Demand has been 
along quiet lines, and the market did 
not present anything especially new. 
Domestic producers quoted at 6%c. at 
works, and have been doing a fair 
business at those levels. Consumers’ 
sentiment seemed to be veering to do- 
mestic stuff. 

SODA CYANIDE.—Domestic was 
quite steady at 25c. per pound, with 
supplies firmly controlled by producers. 
Demand was admitted rather light, and 
some competition has been experienced 
with foreign goods, which has cut into 
the small-lot sales of domestic makers 
to a noticeable extent. Dealers quoted 
foreign at 21@23c., according to test. 

SODA FLUORIDE.—Prices were 
easier and quoted from 9@10c. per 
pound. Domestic was generally held 
at 10c. by first hands, but these have 
admitted shading on recent transac- 
tions. Imported has been quoted re- 
cently at less than 9c., but quotations 


able to do 


These 


been 


stocks, 


DIAMOND ALKALI Co. 


This trade mark on Alkali products is a guarantee of finest quality. 
Our Works are the most modern in existence. We solicit the opportunity of demonstrating to any 


user of Alkali products the superiority of our mat 


required. 


Manufacturers of 


CAUSTIC SODA 76/78 % contains 


SODA ASH 58 % contains 
99+ % Na,CO, 


PITTSBURGH, 


erials in all operations wherein Alkalies are 


98+ % NaOH 


MODIFIED SODA for textile, laundry and all cleansing purposes. 
CAUSTICIZED ASH Prepared in varying strengths to meet each particular use. 
BICARBONATE OF SODA, U. S. P. 

FACTORIES AT ALKALI (near Painesville), Ohio 


DIRECTLY SERVED BY THREE TRUNK LINE RAILROADS 
Address Inquiries and Communications to General Offices at 


PENNSYLVANIA 
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Soda Ash 
Caustic Soda 
Bicarbonate of Soda 


Carbonic Soda 


Manufactured by 


MICHIGAN ALKALI CO., Wyandotte, Michigan 


TIMONOX 
WHITE ANTIMONY OXIDE aioe. 
FULLER’S EARTH EDWARD HILL’S SON & CO. 
GOLDEN SULPHURET of ANTIMONY tii a ebeaniiie enimaie 
VERMILION ae von 
CRUDE ANTIMONY (Needle) 


STEEL PLATE CONSTRUCTION 


“Thick As Mud” 


If your product is of this nature, the Openhead Drum is the one you 
need. The removable head gives quick and complete access to the entire 
contents. For the shipping of powders, paste, dry chemicals, litharge, print- 
ers’ ink, greases and other like substances which are difficult to remove from 
a container with smaller openings, the P. I. W. Special Openhead I. C. C. Drum 
has many advantages. 


Opens Quickly 
The patented removable head is held in position by eight ell-head bolts. 
It requires only a few seconds to loosen the nuts on these bolts, remove the 
entire head, and secure an opening the full diameter of the container. 


Easily Cleaned 


This wide opening allows a thorough and complete cleansing of the in- 
terior sides and bottom of the drum. It is then ready to be refilled with re- 
turn shipments of an entirely different commodity. 

P. I. W. Workmanship and Quality go into the Openhead Drum which 
can be furnished in any desired capacities. This drum is of 20-gallon capacity. 
Drop us a line for further details and a quotation on your requirements. 


THE PETROLEUM IRON WORKS COMPANY 
PRESSED STEEL PRODUCTS DEPARTMENT 
SHARON, PA. 


5 i 3é : Té ic San Francisco 
New York St. Louis Tulsa Houston Denver Tampico 


P. I. W. Steel Plate Products are used in the Petroleum, 
Gas, Chemical, Mining, Railway, Iron and Steel, 
Waterworks, Engineering, and Allied Industries. 
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seemed last week to have crystallized 
at that level. 

SODA PHOSPHATE.—There 
change in commercial at 34@4c. per 
pound at works according to quantity. 
Demand has been along quiet lines and 
the market did not present any fea- 
tures. Tri sodium phosphate was 
quoted at 4% @5l4c. per pound in bar- 
Supplies were large and the 
market was rather easy in tone at the 
lower level. 

SODA NITRITE.—Vemand 
disappointing and the advances 
were talked of a few weeks back 
seemed to have evaporated into thin 
air. Quotations remained at former 
levels, with dealers quoting at 84@9c. 
per pound for foreign, Domestic was 
held at 944@10c. 

SODA SAL.—Producers quoted at 
$1.20 per 100 pounds at works, and 
have had a busy week. Consumers 
found new prices attractive and have 
taken full advantage of them. Spot 
goods ranged to $1.45 and were not 
plentiful, 

SODA SILICATE.— Producers re- 
ported sales of 60 degree at $2.20 per 
100 pounds. Forty degree was also 
moving in some style at 85@95c. Aside 
from contract withdrawals not a great 
deal of trading was done. The bulk 
of this material is always sold on 
contract and large consumers take care 
to cover early in the year. 

SODA SULPHIDE.—The market was 
rather quiet. Imported material was 
much to the fore on spot and most of 
the spot sales were in that variety. 
Crystals were weak and were available 
at 24%4,@3c. per pound for foreign, with 
domestic to 4e. Fused and broken 
were not so abundant, but were still 
plentiful, the fused quoted from 4c. 
to 5c. and the broken, 4%c. to 5c. 

SODA SULPHITE.—Scattered sales 
at 34%@4c. per pound were reported. 
The market was fairly steady in tone, 
but has displayed little animation, and 
trading was purely routine affair. 

SULPHUR.—No changes were made 
in schedules of leading refiners, who 
quoted commercial flour at $1.35@1.70 
per 100 pounds, and superfine at $2@ 
2.40. Chloride was unchanged at 44@ 
6c. per pound, accord.ng to grade, and 
very weak at those levels. Dioxide 
was in no demand at all and prices 
were more or less what the seller chose 
to ask, ranging from 8@10c. per pound, 
as the best heard. 

TIN PRODUCTS.—Despite the ad- 
vance in oxide to 38@39c. per pound, 


was no 


rels, 
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that 
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sales h 


been reported under those 
levels Supp were good and de- 
mand up to the average of recent 
weeks In one direction, a producer 
offered several cents under the market. 
Crys.als were the most active in the 
group and were quoted from 28@29c. 
Bichloride was 9@10. ; 
ZINC PRODUCTS.—Carbonate was 
14@16c. per pound. Dust was easy at 
8@9c., while sulphate was moving in 
g00d style at $2.75@3 per 100 pounds. 
Chloride was rather dull with imported 
materia] prominent on spot, Quota- 
tions ranged from 54%c. to &c. per 
pound for both fused and granular. 


Acids 


Oxalic acid was again the center of 
attention. Prices have advanced, and 
seemed much steadier at the new prices 
than during the previous week. It was 
stated in producing circles that reports 
of large sales which had been current 
during the previous week had been 
greatly exagerated, as actually, busi- 
ness had only amounted to a fraction 
of that estimated amount. The rumors 
were circulated, it was pointed out, 
with a view to bulling the market. As 
a matter of fact, there has been an 
exceedingly generous inquiry, but ac- 
tual business has not been heavy. 
Consumers have been buying as freely 
as their needs dictated, but aside from 
the necessities of the moment, have 
been content to let matters hang. 
Competition between different produc- 
ers waxed hot, and it may be ques- 
tioned whether all the fluctuations that 
have taken place in this acid during 
the past three months have been en- 
tirely the result of the law of supply 
and demand, plus production. 

Sulphuric acid has not been moving 
in very good shape lately. However, 
the tone, while decidedly easy, did not 
present such a depressed appearance 
as has been seen at other times during 
the past year. Undeniably there has 
been a distinct falling off in the vol- 
ume of consumption during the past 
two or three weeks, This was largely 
attributed to the decreased consump- 
tion on the part of steel mills, who 
have been hampered to a great extent 
in operations on account of the coal 
strike. It has been stated that were it 
not for this fact there would be a 
booming market in sulphuric. The in- 
activity in fertilizer circles also has 
had a dampening effect on the market, 

The balance of the list was without 
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Baltimore 
Buffalo 


FRANKFORT - HAMBURG PARIS — MALMOE 
Casce Avoress-LITALLEN 


GLAUBER'S 
SALT 


Double Bags 


YELLOW PRUSSIATE SODA 
CREAM TARTAR AMMONIUM SULPHATE 
CALCIUM CHLORIDE 


Anhydrous— Fused—Granular 


CHLORINATED LIME 
EPSOM SALTS— LYE—CAUSTIC SODA 


Any Style Packing 


CARNAUBA WAX 
MONTAN WAX 
JAPAN WAX 


TELEPHONE ~ BARCLAY 8862 
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Acids 


SuLPHuRIC 
HyprocuH.oric 
Nirric 


Mixep Acip 


Commercial and Chemically 
Pure Grades 
In All Strengths 


General Chemical Company 


40 Rector 


Chicago 
Cleveland 


San Francisco 


Cable Address: 
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Salts 


SuLPHATE ALUMINA 
(For Paper Makers and Water Works) 


Ammonia Aum U.S. P. 
Trisopium PHosPHATE 
Hyposutpnite Sopa 
Fiuoripe Sopa 


BisuLtPHITE SopA 
Anhyd. Powder and Liquid 


Tin CrystAa.s 


Epsom Sats 
U. S. P. and Technical 


GLAUBER’S SALT 
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Street, New York 


Montreal 
Philadelphia 


Pittsburgh 


Denver 
Providence 


Easton 


LYCURGUS, New York 
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Caustic 


Solid - Ground - Flake 


Cincinnati, Ohio: First National Bank Bldg. 





Columbia Chemical Division: Pittsburgh Plate Glass Co. 
BARBERTON, OHIO 


Soda 


All Tests 


and Liquid 
QUALITY 





Soda 
Ash 


Light - Dense 
DUSTLESS or GRANULAR 


Especially for Glassmakers 


SERVICE 


Ears 
= 


ADDRESS ALL CUMMUNICATIONS 


THE ISAAC WINKLER & BRO. CO. 


SOLE AGENTS 


Benzoic Acid, U.S. P. 





Soda 


Benzaldehyde 


COMMONWEALTH CHEMICAL CORP. 


25 WEST 43d STREET 
Western Sales Office—608 S. Dearborn St., Chicago, Ill. 


Ash 


Bicarbonate of Soda 


For 








SODAS 


Textile Trade Tanners 


NEW YORK, N. Y. 





Caustic Soda 
Silicate of Soda 
Distributors of J. B. FORD CO.’S 


WYate eado Le E 


Brewers and Bottlers 


Laundries and Dry Cleaners 
Hotels and Restaurants Metal Cleamers Engineers 


Dealers in All Chemicals 
MERCHANTS CHEMICAL CO. 


7 So. DEARBORN ST. 


Branches in 4 11391591: 


CHICAGO 


and Milwaukee 





New York: 50 Broad Street 


Finest Quality 


BICARBONATE OF SODA 
ODA 


(CARBONATE OF SODA CRYSTALS) 


MONOHYDRATE OF SODA 
PIONEER WASHING SODA 


CHURCH & DWIGHT CO. 


19 CEDAR STREET Phone 1147 John NEW YORK CITY 


PHOSPHATE of SODA 


OXALIC ACID 
FORMIC ACID EPSOM SALTS 


AMMONIUM PHOSPHATE PHOSPHORIC ACID 


Manufactured by 


VICTOR CHEMICAL WORKS 
CHICAGO 


NEW YORK NASHVILLE ST. LOUIS 





HEYDEN CHEMICAL COMPANY OF AMERICA, Inc. 


GARFIELD, NEW JERSEY 


135 WILLIAM STREET 180 NO. MARKET STREET 
NEW YORK CHICAGO 


America’s original and largest producers of 


SALICYLIC ACID and SALICYLATES 


Salicylic Acid, U.S. P.& Tech. Salol, U. S. P. 

Sodium Salicylate, U. S. P. Methy] Salicylate, U.S. P. 

Formaldehyde, U. S. P. Sodium Benzoate, U. S. P. 
Hexamethylenetetramine, U. S. P. 
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TRISODIUM PHOSPHATE 


“COLUMBIA BRAND” 
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striking feature. Phosphoric of 
eign origin has been offered in com- 
paratively large quantities lately, and 
prices have been well under those 
quoted by domestic producers. De- 
mand has not been of the best and the 
market did not seem particularly upset 
by these lower priced offerings. Prob- 
ably there was not enough activity to 
result in any strenuous competition. 

Citric and tartaric have not been 
fluctuating. Spot prices showed no 
changes from previous quotations. The 
foreign situation disclosed no changes 
either. Most of business of late has 
been between dealers, Consumers have 
not yet begun to engage supplies in 
any volume, but dealers were prepar- 
ing for the boom that may be expected 
as soon as hot weather sets in. 

The following index numbers have 
been compiled from twelve representa- 
tive acids, and give an indication of 
the present market situation as com- 
pared with normal times. The normal 
is predicated on prices of August 1, 
1914: 

The Reporter’s Index Number. 


Twelve Acids 
Normal—12.6 
Last week. Prev. week. Last month. Last year. 

14.9 14.8 5 14.9 

ACETIC.—Considerable export de- 
mand for acetic glacial has developed, 
and that provided the chief topic of 
conversation in the market. Demand 
was not expected and the amount of 
business that has been done has been 
as much a surprise to sellers as to the 
trade at large. Whether the demand 
would be maintained seemed dubious, 
but while it was going, everyone with 
any glacial] was hustling around trying 
to pick up a bit, Other grades were in 
little demand for domestic and none 
at all for export. Quotations for the 
list were as follows per 100 pounds: 
28 per cent., $2.50@2.50; 30 per cent., 
$4@4.50; 56 per cent., $5@6, and gla- 
cial 99 per cent, $8.50@9.50. Anhy- 
dride remained at 37@55c. per pound, 
according to quantity and container. 

BATTERY.—Demand has been slow 
and the market was dull. Aside from 
contract withdrawals there was very 
little activity reported. Producers were 
in possession of considerable stocks, 
and the tone inclined to ease. From 
$1.25 to $1.40 per 100 pounds was gen- 
erally quoted, according to seller and 
quantity. 

BORIC.—Aside from the steady rou- 
tine demand which is always in evi- 
dence in this section, there was little 
to comment on. Demand has been 
along good broad lines, and the mar- 
ket has been little affected by the dis- 
tressing factors that have beset other 
section. Quotations were from llc. to 
12144c, per pound for crystals and gran- 
ulated in sacks; 11144@12c. in barrels, 
and 12@12'%c. in kegs. 

BUTYRIC.—Aside from the 96 per 
cent., which was available from manu- 
facturers in steady volume, there was 
very little butyric to be had on spot. 
Technical was practically unobtainable 
and there was mighty little 90 per cent. 
locatable. Some imported was around, 
but deaers holding it have not been 
willing to make any price on it. Tech- 
nical was quoted from 70c. to 80c. per 
pound, and 90 per cent, from 90c. to $1. 

CAMPHORIC.—Was dull at the re- 
cent advance to $4.65@4.70 per pound. 
Demand at best never exceeds more 
than a few pounds, and even that 
limited buying has been gradually low- 


for- 


OIL PAINT AND DRUG REPORTER 


ering until at the moment the market 
was almost flat. 

CHROMIC.—No changes were made 
by producers and the market continued 
along the routine lines previously 
noted. Demand has been well kept 
up, but has not been anything to boast 
of, although an occasional export in- 
quiry has created something of a flut- 
ter. Not much business has actually 
been done in that direction. Quota- 
tions were 75@79c. per pound for both 
technical and 98 per cent., containers 
included. 

CITRIC.—The market was very 
steady at 45@46c. per pound for im- 
ported. Demand has not been press- 
ing; consumers did not enter the mar- 
ket in numbers; most of the buying so 
far has been on the part of dealers who 
wished to be well stocked in case of 
emergencies, Spot stocks of citric 
were not heavy, but it seemed unlikely 
that there would be a runaway market 
in any event, Domestic goods was 
held at 45@46c, by producers, and they 
were taking care of their regular cus- 
tomers. 

FORMIC.—Supplies were not heavy 
and prices held firm. Domestic pro- 
ducers have not been active and while 
there has been some demand supplies 
were adequate. Dealers were unable 
to offer anything, and makers quoted 
75 per cent. at 18@20c. per pound. 

GALLIC.—Factors were in posses- 
sion of good stocks and capable of 
handling big business without any dif- 
ficulty. Orders have shown a steady 
improvement and the market seemed 
firmly established at 45@50c. per 
pound for technical, and 70@75c. for 
UWB 2 

HYDROFLURIC.—Prices were un- 
changed in producing circles and offer- 
ings in second hands were so small as 
to be without important bearing on 
the tone. Demand of late has been 
light, as would be natural at this time 
of year, and the market has presented 
a quiet appearance, The tone was not- 
ably steady, however, as producers 
have been going light on production, 
and while carrying adequate supplies, 
there has been no chance for goods to 
accumulate. The range was as follows 
per pounds: 30 per cent., 7@8c.; 48 
per cent., 10@1lic.; 52 per cent., 11@ 
12c., and 60 per cent., 14@15c. 

LACTIC.—Was without any feature 
at all. Demand has shown a rather 
narrow margin of improvement and 
prices have been maintained by pro- 
ducers on a very steady basis. This 
probably was due to the fact that 
production costs were so nearly on a 
par with selling. Importers have tately 
been offering different percentages, but 
prices were not as attractive as con- 
sumers had hoped and there was less 
response than dealers had hoped for 
from the consuming element. The 
range stood per pound: 22 per cent. 
dark, 4@5c.; 22 per cent light, 5@5'%c., 
and 44 per cent. light refined, 914@12c. 
U. S. P. grades were in steady request 
from the pharmaceutical trade at 
former prices of 50@55c. for eighth re- 
vision, and 60@65c. for ninth. 

MIXED.— Lower prices in nitric 
units failed to evoke much response 
on the part of consumers. Demand at 
best was considerably under the aver- 
age for April and did not seem to show 
any signs of bettering. Quotations 
were 74@8c. Sulphuric units were 
equally weak, but prices were so low 
now that it did not seem likely they 
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would be allowed to drop much further. 
From ic. to 1%ec. per unit was named. 

MURIATIC.—The market did not at- 
tract much attention, Not one of the 
big items in the industrial world, the 
demand at the moment was slight. The 
market was excessively stocked, and 
supplies were weighing altogether too 
heavily on the hands of certain hold- 
ers, who have made all sorts of con- 
cessions in order to attract consumers, 
but have not met with signal success. 
Quotations were about the lowest that 
have been heard for a year, and even 
at that no one in the trade believed 
that sales were being made at the 
prices that producers have quoted. 
Eighteen degree was $1@1.15_ per 
100 pounds; 20 degree, $1.10@1.25, and 
22 degree, $1.40@2. 

NITRIC.—The unsettled tone pre- 
viously commented upon persisted. 
Supplies were in excess of present con- 
sumptive requirements, and the market 
showed no signs of betterment. The 
position of nitrate of soda has also al- 
tered and was not now so favorable to 
a maintenance of a strong tone in acid. 
Lack of buying, too, depressed the 
tone and prospects did not seem of the 
most encouraging. Quotations were 
quoted at former levels, but there was 
no doubt they could have been shaded 
considerably. The range per 100 
pounds 36 degrees, $5@6; 38 degree, 
$5.50@6.25; 40 degree, $6@6.50; 42 de- 
gree, $6.50@7. 

OXALIC.—Continued to advance and 
another cent was added to the price 
last week by producers, who quoted at 
14c. per pound at works, with spot 
goods 14%c. Demand was not very ac- 
tive. Reports of large sales in certain 
quarters were denied in prominent pro- 
ducing circles, who stated that the 
rumors had been started with a view 
to bulling the market on shortage of 
stocks. Inquiry has been exceedingly 
active, but so far the volume of trans- 
actions at the higher prices has not 
been great, 

PHOSPHORIC.—Quotations in first 
hands have undergone no_ revision. 
Fifty per cent. U. S. P. was still 14c@ 
16c. per pound, and 85 to 88 per cent., 
17@24c. Technical was in about the 
best demand of any grade and was 
quoted at 814%4@10c. Imported 85 to 88 
per cent was available from dealers 
at considerably under prices quoted 
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mometers practically .com- 
pels the heat tender to maintain 
an even temperature in_heat- 
treat processes, when wide varia- 
tions may mean spoilage. For 
he knows if he doesn’t “ring up” 
at regular intervals that the ab- 
sence of the punch holes on the 
chart will tell he was delinquent. 


Side by side with the Time 
Punch holes on the day-and-night 
chart runs the line that indicates 
the temperature. Let that line 
deviate too much from its proper 
course and you have positive 
evidence of deliberate neglect. 

Under these conditions you may de- 
pend upon it that your operator will 
exercise more than usual care. The 
Time Punch and the temperature line 
combined protect you against loss in 
heat-treat processes as you have never 
been protected before. 

The Time Punch is an exclusive 
feature found only on Columbia Re- 
cording Thermometers, Gauges and 
Tachometers. 
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Sales were reported 
l6c. Most dealers did 
under 15c., however. 


makers here, 
at from l4c. 
not care to quote 
SULPHURIC Despite the 
the tone, the market did 
as depressed actually as it 
at other times during the 
Undeniably there has been a 
crease in the amount of consump iio. 
The reason for this slump was attri- 
buted to the hampered activities of 
steel mills, who have been unable to 
run as full as would have been liked 
on account of the coal] strike, It was 
stated in prominent producing quarters 
that if it were not for this fact there 
would be a booming market in sul- 
phuric. The fertilizer trade has also 
fallen down, and withdrawal of such 
extensive buying support naturally had 
an effect on prices. Sixty degree was 
quoted at $10@12 per ton, and 66 de- 
gree at $16@17, although $15 was quite 
possible on a real order 

TANNIC.—Technical was moving 
quietly at 35@45c. per pound. U.S. P. 
was not in much request and presented 
no features, with quotations steady at 
65@70c. per pound, 

TARTARIC.—Demand has been good 
during the past week, but buying has 
not been so much on the part of con- 
sumers as on the part of dealers, who 
have been buying more or less con- 
sistently in hopes of further upturns 
when demand actually sets in in full 
force from cosumers. Quotations for 
imported disclosed no changes at 27% 
@28l%4c. per pound, Domestic was held 
at 30c. by makers. There has been no 
easing of the foreign situation, and 
that was regarded as prime reason in 
maintenance of spot prices, as demand 
was no reckoned sufficiently heavy to 
keep prices so tight with spot holdings 
as generous at the moment. 
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Tariff Progress 
(Continued from page 20) 


ator declared that the tariff bill would be 
the issue in the fall elections. 

Senator Smoot replied with a statement 
containing statistics showing that impor- 
tations of pigments have been increasing. 
He said the linseed oil duty proposed “af- 
fects pigments indirectly.’ The Under- 
wood amendment was defeated by a vote 
of 2 to 1, and the Senate then accepted 
the House rate of 20 per cent. 


Varnish Rates Reduced 


Senator McCumber asked that the Sen- 
ate disagree also to his committee amend- 
ment for 35 per cent. duty on spirit var- 
nishes containing less than 5 per cent. 
methyl alcohol, to leave the House rate ot 
$2.20 per gallon and 25 per cent. ad va- 
lorem effective. Senator Jones of New 
Mexico said this was a small concession. 
Continuing, he said that the American 
output of such varnishes is over $83,000,- 
000 and importations only $1,000 or 
$2,000. There should be some explanation 
of that, he said. Sherwin-Williams Co. 
is a large producer of these varnishes, 
Jones said, and proceeded to discuss that 
concern and its various plants, etc., which 
he said “cover practically the whole coun- 
try,” and has assets of nearly $43,000,- 
000. Other companies concerned, said 
Jones, are the Glidden Varnish Co. and 
Devoe & Raynolds Co. Referring to the 
reorganization and makeup of the Glid- 
den Co., Jones suggested that “if the at- 
torney general would find out about this 
he might inquire into the question as to 
whether or not a monopoly was sought to 
be created here.” Jones declared there is 
practically no foreign competition in the 
products of these concerns. 


Senator Smoot defended the varnish 
item and Senator Norris replied that there 
is no protection at issue in the proposed 
duties on pigments and varnishes. He 
did not see how anybody favoring the 
principle of protective tariff could sup- 
port such items. Smoot said there are 
229 concerns making these products, and 
that they could not get together so easily, 
but Norris replied that “they do get to- 
gether, and under Mr. Hoover's admin- 
isration he is getting them together right 
now. They will report to him and he will 
tell them what to do, and they will get 
through flying. The Supreme Court will 
not get a fair opportunity to pass on any- 
thing with his judgment against them.’ 


Norris appealed to the so-called “farm 
bloc” not to vote for items against the 
interest of the farmers, and warned them 
that they would be the chief sufferers. 
He complained that there is a deal under 
which bloc members vote blindly for tariff 
rates. Senator Nicholson of Colorado 
suggested that the House had information 
about prices and costs, but Norris an- 
swered that that was for last August and 
was out of date now. The true Repub- 
lican standard for protection, he _ said, 
is for duties to equal the difference in 
cost of production at home and abroad, 
but this bill “is not built on that line.” 
If the Senate had up to date information, 
and fixed rates on that basis today, owing 
to changing conditions it would be out of 
line by the time the bill becomes law, said 
the Senator from Nebraska. 

Senator McCumber replied to Norris, 
saying that the Republican party stands 
for tariff for revenue as well as for pro- 
tection, and that varnish rates proposed 
are necessary for revenue purposes, but 
Norris declared that there are no im- 
ports, hence can be no revenue. Mc- 
Cumber admitted that there might be no 
imports now, but pointed out that the 
act was intended to be effective for a 
number of years. 

Senator Norris moved to reduce the ad 
valorem rate on spirit varnishes to 10 per 
cent, Senator Jones supported that, and 
after some further discussion the Norris 
amendment was defeated by 17 to 42. The 
committee amendment was then defeated 
also. At the suggestion of Senator Mc- 
Cumber the Senate next disagreed also 
to the committee amendment for a special 
rate of 35 cents per gallon and 35 per cent. 


on spirit varnishes containing 5 per cent. 
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Bros. & Co. 
Is 150 Years Old 


Philadelphia “Paint House 
One Family Since Before 
Revolutionary War 


1772” bri to 
of early Colonial times 
their peaceful ways _ i <nicke! 
and cocked hats, for th was three ears 
before the days of Lexington and Bunker 
Hill and four years before the American 
colonies declared their independence. The 
period of time since then may counted 
as a span of five or six generations. It 
is, therefore. rather safe say that there 
are few instances in American business 
history where a _ business firm en- 
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A Lewis Advertisement of More Than 
a Century Ago. 


dured for that length of time within the 
same family. 

It is a common 
sleeves to shirtsleeves”’ 
three generations, so it 
to call attention to one 
ception to that rule, John T. Lewis Bros. 
& Co., of Pailadelphia, who this year 
celebrates its 150th anniversary under 
the management of men who are the 
direct descendants of the Tounders and 
the men who directed the destinies of 
this concern in the intervening years. 

It is a happy coincidence that diago- 
nally across tae corner from the Lewis 
oftices in Philadelphia and serving as a 
constant reminder of the firm’s long and 
successful history is Independence Hall. 
In 1772, four years before the signing 
therein of the Declaration of Independ- 
ence and fairly in the shadow of the 
cupola, young Mordecai Lewis embarked 
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or more of methyl alcohol. This left such 
spirit varnishes classed with other var- 
nishes, to which the Senate added on com- 
mittee amendment gold size or japan, not 
specially provided for, dutiable at the 
House rate of 25 per cent. 

Vermilion reds were passed over at the 
suggestion of McCumber, as were zinc 
oxides and potassium compounds. 

When the soap paragraph was reached 
immediately afterwards Senator Fletcher, 
of Florida, led an attack on it. Commit- 
tee amendments to this paragraph im- 
posed duties of 50 per cent. on perfumed 
toilet soap, 10 per cent. on unperfumed 
toilet soap, and 20 per cent. on medicinal 
soap, fesides reducing the rate on other 
soaps from 20 per cent. to 5 per cent., ex- 
cept castile soap, which was left un- 
changed at the House rate of 15 per cent. 

Senator Smoot said the higher rate on 
perfumed toilet soap was intended for 
revenue purposes. Fletcher said the 50 
per cent. rate was too high; that the 
industry does not need protection. The 
amendment covering perfumed, unper- 
fumed and medicinal soaps was agreed to 
without a roll call. The reduction to 5 
per cent. on other soaps was then agreed 
to also. 

The Senate accepted without discussion 
the committee amendment lowering the 
duty on bicarbonate of soda from % of 
a cent per pound to 4 of a cent per 
pound. After Senator Walsh, of Mon- 
tana, had asked some questions the com- 
mittee amendment reducing the rate on 
bromide from 10 cents per pound to 8 
cents per pound was also accepted, 

The committee amendment increasing 
the rate from 11 cents to 20 cents per 
100 pounds on chloride or salt in bags, 
sacks, barrels or other packages, was 
next taken up and was opposed by Sena- 
tors Walsh, of Montana, Heflin, of Ala- 
bama, and others. On the other hand, 
Senator Willis, of Ohio, supported the 
increase, as did Senator Broussard, of 
Louisiana, Democrat. Senator W alsh’s 
amendment cutting the salt duty to 5 
cents was defeated and the committee 
rate was then adopted. Walsh also 
moved to substitute 2 cents for 16 cents, 
the committee rate, per 100 pounds on 
salt in bulk, but that was defeated and 
the Senate committee rate adopted with- 
out talk. The House rate on this item 
was 7 cents. 
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Lewis name. 
Young Lewis’ 


dustry was as a 


still bears the 
first venture in the in- 
member of the firm of 
Neave & Harman, which immediately 
came Nave, Harman & Lewis At 
time Philadelphia was one of the 
important commercial centers in the 
American colonies It served a healthy 
ind growing district which has expanded 
proportion to tse growth the coun- 
The growth of the House of Lewis 
kept pace with tae growth of its 
home city and of the Southeastern At- 
lantic Seaboard district in which it 


operates, 


be- 
that 
most 


of 
try. 
has 


Neave, Harman & Lewis were import- 
and dealers in white lead and re2 
They imported from Europe a great 

deal of toe merchandise they sold, and 

it was inevitable that the outbreak of the 

War of Independence should have made 

it extremely difficult to do business in 

the succeeding years. Recent experience 
in the difficulty of doing business under 
war conditions has been common, and all 
can readily imagine the obstacles that 
young Lewis had to overcome in his early 

business experience. r 
The close of the Revolutionary War in 

1781 saw Mordecai Lewis in sole charge 

of the destinies of the firm. This occurred 

before the cessation of hostilities and an 
examination of the correspondence of the 
firm in that year gives plentiful evidence 
of the snags that had to be got round. 

A biockade existed. Much of the firm’g 

merchandise was captured as. contra- 

brand of war and _ never reached port. 

Other merchandise had to be shipped in 

through other ports and transported 

overland. 

An examination of the records of John 
T. Lewis & Bros. Co. shows that in 1781 
the name of tne firm was changed to 
Mordecai Lewis & Co., and in January, 
1782, an account was opened with the 
Bank of North America, which had been 
chartered by act of Congress nine days 
earlier. This account has been kept 
open and active through succeeding gen- 
erations, and as a result it today has the 
distinction of being the oldest bank ac- 
count of the oldest bank in the United 
States. 

One old record of interest 
possession today is an original invoice 
dated May 1, 1787, showing that Mor- 
decai oy wis & Co. sold to the Pennsyl- 
vania Hospital twelve hundred weight of 
ground white lead at ninety shillings per 
hundred weight, or approximately twenty- 
two cents per pound, nearly twice its 
price today. 

Mordecai Lewis 
year that witnessed 
Washington. The business 
under the old name until 1806, when his 
sons formed a _ partnership under the 
name of M. & S. N. Lewis to act as sell- 
ing agents for the old firm of Mordecai 
Lewis & Co. These two concerns were 
later consolidated under the firm name 
of John T. Lewis & Bros. 


In 1820 the firm purchased the 
works of Joseph and John Richards and 
actively commenced the manufacture of 
white lead and lead oxides. In order 
to insure a perfectly pure product for 
use in the manufacture of their white 
lead Joon T. Lewis & Bros. shortly 
undertook the production of linseed oil. 
They also began the manufacture of 
colors, and the activities in these lines 
have been constantly extended until to- 
day they constitute a large business in 
themselves. 

The incorporation of the company took 


ers 
lead. 


in the firm’s 


died in 1799, 
toe death 


the same 
of George 
continued 


lead 


Medal Designed to Commemorate the 
150th Anniversary of the Founding 
of John T. Lewis & Bros. Co. 


place in 1888, the firm becoming known 
as John T. Lewis & Bros. Co., the cor- 
porate title whicn it bears today. 

Edward F. Beale, a son-in-law of John 
T. Lewis, éntered the employ of the com- 
pany in 1875, was elected its president 
in 1889, the same year in which it be- 
came a part of the National Lead Co. and 
is still today the active head. Leonard 
T. Beale, grandson of John T. Lewis, 
and great, great grandson of Mordecai 
Lewis, the founder, is the present secre- 
tary of the company. 

In 1911 the firm entered the metal 
field, acquiring a factory in Baltimore, 
where sheet lead, solder, babbitt metal 
and similar metals have been produced 
ever since. As National Lead Co.’s 
representative the House of Lewis has 
made “Dutch Boy” products well known 
in its historic territory. 

One hundred and fifty 
time for a firm to be in 
country and the celebration of a 
centennial is a reminder that as a 
try the United States is getting on. It 
is still more a testimonial to the solidity 
and permanence of American business in- 
stitutions rightly organized. 
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Peru Bans Cottonseed 


As a quarantine 


is a long 
in this 
sesqui- 
coun- 


years 
business 


measure against ag- 
ricultural pests, the Peruvian Government 
has prohibited the importation of cotton- 
seed into that country. This prohibition 
will be strictly enforced. 
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Mabee & 
this 
the 


Magnus, of Magnus, 
essential oil dealers, 
at Atlantic City over 


Pe 
Reynard 
city was 


week-end. 


At a Brooklyn 
week the 


education of 


J conference at the 
Folytechnic Institute last 
committee on chemical 
the American Institute of Chemical 
Engineers discussed plans for courses 
to held in chemical engineering at 
universities and technical 


Protest of E. E. Marks Co. 
15 per cent. duty on insect 
under paragraph 355, act 
claiming the goods dutiable 
cent. under paragraph 27, has been 
sustained by the Board of General As- 
in line with earlier decisions. 


Members of the paint and allied 
trades are receiving picture post cards 
with invitations from the Portland and 
Seattle P., O. & V. Clubs, to attend the 
Western zone regional meeting of the 
National Paint, Oil and Varnish Asso- 
ciation at Portland, Ore., July 13 and 
14. 


Bulletin No. 50 


be 
schools. 
against a 
powder 
of 1913, 


at 10 per 


sessors, 


of the National 
Wholesale Druggists’ Association, dated 
May 17, contains a wealth of informa- 
tion on applications of the prohibition 
law and regulations to medicinal prep- 
arations. An account of the recent 
wholesalers’ meeting at St. Louis is 
also given. 


The output of calcareous marl in the 
United States last year amounted to 
53,730 short tons, valued at $183,743, 
according to reports made by the pro- 
ducers to the U. S. Geological Survey. 
Compared with 1920, the quantity de- 
creased 45 per cent. and the value de- 
clined 43 per cent. 


The U. S. Department of Agriculture 
has announced that the quarantine ter- 
ritory in Texas, New Mexico and Lou- 
isiana against the pink boll worm has 
been rearranged with the result that 
some territory had been added in Texas 
and New Mexico, while Louisiana had 
been virtually freed of the cotton pest. 


J. Preston Tabb, of the Becker, Tabb 
Paint Co., Louisville; F. E. Mosher, of 
the Dosch Chemical Co., and J. R. 
Bond, of the Bond interests, which are 
erecting a half million dollar creosoting 
plant in Louisville, were speakers at 
a recent joint meeting of the Louisville 
Board of Trade and Kiwanis Club, at 
the Tyler Hotel. 


The Bureau of Mines has issued a 
report on the tannic acid method for 
the quantitative determination of carbon 
monoxide in the blood, prepared jointly 
by W. P. Yant, assistant chemist of 
the bureau, and R. R. Sayers, chief 
surgeon of the bureau, and past assist- 
ant surgeon of the U. S. Public Health 
Service. 


Governor Hardwick ‘of Georgia has 
appointed Harris M. King as supervis- 
ing inspector of naval stores for the 
State of Georgia for the next four 
years. Mr. King has had long experi- 
ence in the naval stores industry, is 
well liked in the trade and his appoint- 
ment has been received with general 
commendation, 


An indication that the new season is 
going to be a good one in the fertilizer 
business was the fact that when the 
American Cyanamid Co, last week 
opened its season for booking orders 
for all year deliveries, from June for- 
ward, one of the first orders booked 
was for the largest sale ever made in 
the history of the company, 


A commercial radiophone station is 
being installed by the Midland Refin- 
ing Co., Tulsa, Okla. The installation 
will have a working radius of 500 
miles and when in operation will sup- 
plant toll and telegraph communication 
between the offices of the company. A 
saving of $1,000 per month is expected 
from an initial installation expense of 
$5,000. 


New England P. & V. P. Club 


BOSTON, May 19, 1922. 

At the recent meeting of the New Eng- 
land Paint and Varnish Production Club, 
the following officers were elected for the 
coming year:—President, P. D. Buck- 
minster, of E. I. du Pont de Nemours & 
Co.; vice-president, Elmer E. Tobey, of 
Boston Varnish Co.; secretary-treasurer, 
George H. Priest, of Carpenter-Mor- 
ton Co. 


New Jersey Paint Salesmen 
Going to Lake Hopatcong 


in Newark on 
New Jersey Paint 
Travelers’ Association decided to have its 
outing this year at the Almack, Lake 
Hopatcong, June 16. Tne members will 
leave in autos from Washington Park, 
Newark, at 8.30 a. m., and will have 
lunch and dinner at the lake. The as- 
sociation appropriated $50 to buy prizes 
for a baseball ganmie and other athletic 
events. Tickets will be about $6 each. 

At a meeting of the sociate members 
of the New Jersey Master Painters’ As- 
sociation, the same evening, it was voted 
that the entertainment to be provided by 
them at the midsummer meeting of the 
New Jersey master painters, at Asbury 
Park, July 18-21, shall take the usual 
form of a clam bake on the second day. 
A committee was appointed to take 
charge of arrangements; Dan Daley is 
chairman. 


At the regular meeting 


Friday night, the 
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Descriptions of New Inventions 


Up-to-Date Information on Processes and Devices Patented in 
the Oil, Paint, Drug, Chemical and Allied Industries 
Here and Abroad 


Calcining Alunite 


United States patents No. 1,401,136 and 
1,402,137 are concerned with a process 
of calcining alunite at a temperature 
above the volatilization point of potas- 
sium sulphate. The calcination is con- 
tinued at that temperature until all the 
potassium compounds have been con- 
verted into potassium sulphate, and all 
the aluminum compounds into aluminum 
oxide. 


Technical Emulsions 


Swiss patent No. 78,790 is concerned 
with a method of preparing emulsions of 
greases, paraffins, waxes and other sub- 
Stance of similar nature, which are to 
be used for various technical purposes. 
It is based on adding caolesterol to the 
melted greases and fats. The mixture is 
emulsified in apparatus of the usual sort 
with aqueous solutions of albuminous 
substances. 


Artificial Wood Tar Resins 


German patents No. 320,620 and 338,- 
854 are concerned with processes of mak- 
ing resinous matters from wood tar. 

According to the first patent, assigned to J. 
D. Riedel A. G., the wood tar is placed in a 
Suitable vessel, which is provided with a heat- 
ing jacket so that the tar can be converted 
into a molten condition, and also with a me- 
chanical stirring arrangement, so that the tar 
can be subjected to a very vigorous agitation 
during the process. Halogens, that is, chlorine 
or bromine, are then introduced, either in the 
liquid or gaseous state, and caused to react 
with the molten tar. Certain catalysts may 
also be used in the process. The treatment is 
continued until the tar on cooling yields a 
resinous mass which has a very high gloss and 
is also extremely brittle. 

In the process of the second patent, assigned 
to the Chemische Fabrik Floersheim, the tar 
is saponified with strong alkali, and the un- 
saponified matter is removed. The soap ob- 
tained is heated with formaldehyde until the 
proper degree of thickening has taken place, 
when fhe resins which have been formed by 
this treatment are precipitated with the aid 
of acid, washed with water, and remelted. 
Solutions of these resins in benzol, solvent 
naphtha and similar solvents are usable as 
Jacquers. 


Fat Extraction Process 


German patent No. 322,446 is concerned 
with a process for extracting oils and 
fats from raw products by the counter- 
current method. 

The raw materials are placed in a _ vessel 
and shaken up in such a manner that the 
motion of the particles of grain, for example, 
is from top to bottom of the apparatus. The 
solvent is brought in contact with the raw 
material in the opposite direction, that is, the 
solvent is made to flow from bottom to top. 


Vegetable Fat Recovery 


German patent No. 309,555 is con- 
cerned with a process of recovering fatty 
substances, wax, resins, and the like, 
from cellular vegetable materials. 

The method consists in treating the raw 
materials with acids, acid salts or substances 
which will produce acids. The products are 
then dried by means of heat, and subjected to 
an extraction process with the proper solvents. 
The acid may be neutralized first if that ap- 
pears to be necssary. It is claimed that the 
preliminary acid treatment almost doubles the 
yield, 


Caustic Soda 

French patent No. 514.509, assigned to 
the Schweizerische Sodafabrik, is con- 
cerned with a process of manufacturing 
caustic soda, by which the yield has been 
increased to as high as 96 to 98 per cent., 
the time of the operation has been re- 
duced considerably, and it has_ been 
found practical to produce solutions of 
high concentration, shortening the subse- 
quent operation of evaporation and 
erystallization of the caustic. 

The process is carried out as follows:—About 
2,000 kilograms of carbonate of soda are dis- 
solved in twenty cubic meters of cold water 
(a 12 deg. B. solution), and 200 kilograms of 
quicklime are added. The temperature rises to 
35 deg. C. without more than 60 to 65 per cent. 
of the mixture entering into the reaction. The 
mixture is pumped through a_ turbo-mixer, 
which produces a high degree of dispersion in 
the milk of lime mixture, and there is obtained 
a solution which contains 85 grams of NaOH 
to the liter. ° 


Carbazol Purification 


French patent No. 507.639, assigned to 
the South Metropolitan Gas Co., is con- 
cerned with a perfected process of puri- 
fying carbazol by the sulphuric acid proc- 
ess, with the aid of a current of humidi- 
fied air. 

The new process of purifying carbazol con- 
sists in diluting its solution in concentrated 
sulphuric acid very slowly by the aid of humid- 
ified air. and the product that separates in this 
: much coarser crystalline form 
that that of the usual method, so that filtra- 
tion is very eas There is also no sulphona- 
tion of the product. 

About half a kilogram of carbazol is dis- 
solved at ordinary temperature in five kilo- 
grams of concentrated sulphuric acid. The 
solution is placed in a large vessel, having a 
surface area of 1,200 square centimeters, and 
subjected to constant agitation with the aid of 
humidified air After this treatment has pro- 
gressed for twenty-four hours 94 per cent. of 
the carbazol has separated out in large, easily 
washed crystals. 


manner is in 


Starch Paints 


British patent No. 171,661 is concerned 
with a making all sorts of 
compositions carbohydrates such 
as starch, for artificial leather, 


process of 
from 
use as 


films, paints, lacquers, varnishes, insulat- 


ing materials, cements, ete. 

These compositions contain alkyl or aralkyl 
derivatives of carbohydrates, their conversion 
products and derivatives. For example, the 
ethyl ether of cellulose or the benzyl ether of 
cellulose of a higher degree of alkylation, which 
is insoluble in water but soluble in organic 
solvents, is preferably used dissolved in volatile 
solvents, such as benzene, benzene-alcohol, 
carbon tetrachloride, chloroform, or chloroform- 
alcohol. The solution is mixed with the oils 
obtained by treating solvent naphtha, crude 
benzol, and the like, with sulphuric acid and 
then distilling fractionally. As these oils are 
themselves solvents for the carbohydrate prod- 
ucts, the quantity of solvent used above may 
be correspondingly reduced. 


Artificial Tanning Agents 

British patent No. 171,729, assigned to 
the Gerbund Farbstoffwerke H. Renner 
& Co. A. G., is concerned with the manu- 
facture of artificial tanning agents by 
the condensation of phenols with formal- 
dehyde in an alkaline solution. Better 
products are said to be obtained in this 
manner than by the direct condensation 
in an acid solution. After condensation 
has taken place, the resinous product is 
sulphonated. 


Caustic from Used Lye; 


British patent No. 171,751, assigned to 
K. Heineman and Hoesch & Co., is con- 
cerned with a method of obtaining pure 
caustic soda or potash from impure lyes 
which have been used as reagents. 

The lyes are treated by electrolysis with a 
cathode of mercury and an anode of platinum, 
nickel, or silver. The alkali amalgam formed 
in this manner is subsequently decomposed by 
water to form pure caustic. A wire gauze is 
used as a diaphragm, through which the liquor 
is passed from the anode to the cathode, so as 
to prevent the contamination with hydrogen of 
the oxygen liberated at the anode. This has 
the effect of avoiding any passage of hydrogen 
in the reverse direction. 


Vat. Does 


British patent No. 171,078, assigned to 
the Farbewerke vorm. Meister, Lucius 
& Bruening, is concerned with a method 
of making stable vat dye preparations 
by mixing alkali indigo white with ‘alkali 
leuco compounds of quinone vat dyestuffs 
such as sulphurized arylido-halogen 
quinones, and evaporing tne same to 
dryness in a vacuum. Materials such as 
molasses, or sulphite cellulose pitch may 
also be added. 


Formaldehyde Urea Resin 


British patent No. 171,094 is concerned 
with a process of making condensation 
products from formaldehyde by the aid 
of urea and its derivatives. 

The mixture of urea or thiourea and the for- 
maldehyde is heated with a base, such as am- 
monia, hexamethylene tetramine, or pyridine 
The resulting product is a colorless liqujd 
which is soluble in water. On further heating 
the liquid is converted into a product resembling 
rubber, which is insoluble and infusible. Fur- 
ther heating which may be combined with pres- 
sure converts this substance into a hard, in- 
fusible, transparent substance which is in- 
soluble in acids and alkalies. 


Calcium Superphosphate 


British patent No. 171,155 is concerned 
with a process of making calcium super- 
phosphate fertilizer from phosphatic 
minerals. 

The mineral is pulverized, subjected to a 
froth-flotation process to separate undesirable 
impurities, and finally treated with sulphuric 
acid. Oleic acid is used as the frothing agent, 
the agitation taking place in water. The ad- 
dition of sodium silicate serves to wet effec- 
tively the constituents which are not to be 
floated. The froth is drained or filtered me- 
chanically, and the resulting damp powder is 
treated with the acid. Soap may be used in 
the place of oleic acid. If the water is hard, 
a small amount of sodium resinate should be 
added. Emulsification of the frothing agent is 
secured by the addition of sodium oleate or 
sodium resinate before mixing with the min- 
eral pulp. 


Tanning Composition 


United States patent No. 1,402,283 re- 
lates to tae preparation of a tanning 
composition, which contains hyposulphite 
of soda, sulphate of alumina and vase- 
line in the proportions by weight, re- 
spectively, of 1.5, 1 and 1.5. To this 
mixture, glycerin, tanning extract and 
turpentine in the approximate proportions 
by measure of 1, 2000, and 1, are added. 


To Get Copies of Patents 


Printed copies of patents may be 
obtained thus:—American, from the 
Commissioner of Patents, Wash- 
ington, D. C., 10 cents each; Aus- 
trian, from Lehmann & Wentzel, 
Kaernthnerstrasse, 30, Vienna, 1, 20 
cents each; British, from the Comp- 
troller General, Patent Office, 25 
Southampton Buildings, London, 
W. C., 2, 1 shilling each (plus 1d. 
postage); Canadian, manuscript 
copies only are obtainable, esti- 
mates furnished in advance by 
Fetherstonhaugh & Smart, 50 Queen 
Street, Ottawa; French, from 
l'Imprimerie Nationale, 87 rue de 
Vielle de Temple, Paris, 1 franc 
each; German, from  Reichspat- 
entamt, Berlin, 5 marks each 
(lots of 20 or more, 2% marks 
each). 
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For LABORATORY and 
INDUSTRIAL USES 


Safely and cheaply made with 
a Tirrill “Equalizing” Gas 
Machine—for every purpose 
—the same as city gas, Also 
Tirrill Laboratory Burners 
endorsed by the government 
and foremost institutions. 


NAPHTHALENE | | AS 


Balls—Flake and Crystals 
The Chatfield Mfg. Co. 


Cincinnati, Ohio, U. 8S. A, 


Eastern Representative: 

CHAS, L. HUISKING, INC., 5 Platt Street, 
New York City. Phone: John 6186 
Chicago Stock: 

CLARENCE MORGAN & CO., 

180 No. Market Street, Chicago, Ill, 
Phone: Franklin 4941 


We supply high gra- 
vity gasoline. Send us 
your requirements. 


TIRRILL GAS MACHINE 


LIGHTING CO. 


| No, 2600 Tirrill 50 Church Street, New York 


| Laboratory Burner 


COIGNET CHEMICAL PRODUCTS CO., Inc. 
17 State Street New York City 


Se 


The Largest Manufacturers of 


PHOSPHORUS 


ALL GRADES SOLICIT INQUIRIES 


Established 1815 


Arnold, Hoffman &Co., Inc. 


Providence New York Boston Philadelphia Charlotte 


HEAVY CHEMICALS 


Sole Agents for BELLE ALKALI CO., Belle, W. Va. 


Manufacturers of 


LIQUID CHLORINE, BLEACHING POWDER 
CAUSTIC SODA, Solid and Flaked 


1922 


Phones Lombard 3219-3211 
IMPORTED and DOMESTIC 


CHEMICALS - COLORS - OILS 


WAREHOUSE STOCKS 


SAL AMMONIAC—CARB. of POTASH—LEAD ACETATE 


ALEX. C. FERGUSSON, Jr., 4 CHESTNUT sTRRET 


PHELADELPHIA 
Laboratory and Warehouse, 17-19 South Orianna Street 


1892 


Caustic Potash 


ELLIS JACKSON & CO. 


PHILADELPHIA and PROVIDENCE 





It 1s not the price you pay that counts— 
It 1s what you get for what you pay 


We Give You What You Pay For 


Bur-Mac Chemical Corporation 
One Liberty Street New York 


SODIUM SULPHIDE 
GLAUBER’S SALT 


LINSEED OIL 
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GLAUBER’S SALT MZOPPERAS sis 


ing t a — 
M. SERGEANT COMPANY. 


E. 
| 15 EAST 26th STREET &stablished Over Forty Years NEW YORK 


CALCIUM PHOSPHATE 


PRECIPITATED 


A special product for pharmaceutical purposes. 


WILCKES-MARTIN-WILCKES CO. 


135 WILLIAM STREET NEW YORK CITY 










“SERGEANT COMPANY 


\ E. M. 
15 BAST 26th STREET EW YORK, N. Y. 


CITRIC ACID 
PHOSPHORIC ACID 


ORDERS AND INQUIRIES SOLICITED 


MALLINCKRODT CHEMICAL WORKS 


St. Louis Montreal Philadelphia New York 


























Tri Sodium Phosphate 



















THE GRASSELLI CHEMICAL CO. 


Cleveland New York Chicago Birmingham Detroit New Orlea Milwaukee St. Lou St. Paul Cincinnati 


THE GRASSELLI CHEMICAL COMPANY, Limited 
TORONTO, ONT., CANADA 


There is not a commercial center of any importance in any part of the World where the Oil, Paint and Drug Reporter does not circulate. 


Norwegian Nitrogen Products Co., Inc. 


17 State Street Telephone, Bowling Green 7568 N Cw York City 
Direct Importers of the Products of 


Norsk Hydro Elektrisk Kvaelstofaktieselskab 


of Kristiania, Norway 


Nitrite of Soda, 96-98: n,No, 


Nitrateot Ammonia, 99.8: NH.No, 


Distributed in the United States through 


GARRIGUES, Inc. 


40 RECTOR STREET Established 1875 NEW YORK CITY 
Telephone, Whitehall 1830 


\GUE 


s©: 
3 
NY. 
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Fertilizer 


| 
| 


Materials 


Unless otherwise specified, our prices are those prevailing in the New 
York Market and are for large quantities. 


Complete prices current | 


will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. | 





Most of the business in fertilizer 
materials last week was for small lots 
with prompt delivery to piece out sup- 
plies in cases where demand very late 
in the season had been better than was 
expected. This late interest has been 
very good, but of course the season is 
practically over, and mixers do not 
seem in any hurry to begin buying 
materials for the fall period. In some 
lines, new contracts to run twelve 
months from June 1 have been placed, 
but, in the main, little business of this 
character has been done, 

It had been expected that the new 
all-season price for sulphate of am- 
monia would be named last week, but 
there was a delay. The matter of an 
all-the-year price was discussed by 
representatives of the large distribu- 
tors and the fertilizer manufacturers 
who were in the city the previous 
week, but it seems that nothing defi- 
nite was arrived at, and the new price 
was not announced, although it had 
been expected that by this time the 
booking of orders would be well under 
way. The story that a price of $3 per 
100 pounds, delivered, for bulk ma- 
terial, providing the freight did not 
amount to over 30 cents per 100 pounds, 
had been offered the independents, was 
flatly denied by the large distributors, 
and it was stated last week that it 
might be ten days or two weeks before 
the new price would be named. In the 
meantime no éxport business is being 
done, as export business wiil not be 
placed until domestic producers have 
been taken care of. 

The new prices for nitrate of soda 
named by the Chilean producers, 
and printed in last week’s issue of the 
Reporter, did not cause any particular 
excitement in the trade, as the market 
in the past has not been governed very 
strictly by the quotations of the com- 
bination. However, the result of the 
change in the situation resulted in a 
sharp break in future prices of nitrate, 
which recently have meant little, being 
based nominally on the spot price. The 
spot price also declined because of the 
fact that just at the close of the season 
imports have been larger than for 
some time past. The drop was per- 
haps also due somewhat to the fact 
that the government last week sold 
about 17,000 tons. Some resale nitrate 
was offering during the period, and 
the primary cause of the decline in 
spots was the fact that the season is 
practically over and demand is light. 

There has been no rush to buy pot- 
ash by speculators or any one else. 
There was a demand for small lots for 
prompt delivery last week, the interest 
being of the same character as that in 
other fertilizer materials. Little muri- 
ate was available in the North, al- 
though supplies in the South were 
ample. The Alsatian producers have 
not yet made any announcement con- 
cerning prices. This gives the Ger- 
man importers control of the market 
for the time being, except for such 
competition as is furnished by the 
California producers, who have taken 
the stand that they will meet the prices 
on foreign potashes, no matter what 
they are. The California producers 
say that they lose money by this 
policy, but that, being anxious to keep 
their plants working, this is the only 
way they can do so. 

There was not much doing in 
age. Producers were inclined to 
more than any consumer would 
and as the market was pretty well 
cleaned up on the recent break, little 
disposition to trade was manifested. 

The fish scrap market is beginning 
to attract attention, although the 
menhaden season in Northern waters 
is not yet fairly under way. Most of 
the scrap that has been produced in 
the North thus far this year has been 
herring scrap, but new menhaden 
scrap, both dry and wet acidulated, is 
being offered in the South. It is gen- 
erally expected that more boats and 
men will be engaged in the business 
this vear than there was last, and. with 
any of luck, the catch should be 
greater than last year’s. 

The feeling in the trade js that 
is going to be a more nearly normal 
demand for fertilizers for the fall sea- 
than there was for the snring, but 
willing to do 


tank- 
ask 
pay, 


sort 


there 


son 
no one in the industry is 
inticipating at this time. The in- 
dustry has passed through a most 
difficult period, and the inclination to 
buy as closely as possible and to keep 
down to a minimum promises 
dominate the market 
to come The fact 
that there has heen no rush to buy 
potashes, in spite of the low prices 
named for this month and next and the 
shows that fer- 
are opposed to 


any 


Stoc ks 
to continue to 


for a good while 


pending tariff measure 
tilizer manufacturers 


the accumulation of stocks under any 
circumstances. : 

If there should be a normal fall busi- 
ness, the industry would be inclined to 
look for a normal business next spring, 
and with stocks down to bedrock this 
would mean an active demand for all 
sorts of materials. However, fertilizer 
manufacturers realize that if their 
sales are to be large, their prices must 
be low, and they are very much op- 
posed to meeting advances in any sort 
of fertilizer materials. 

Some people are inclined to antici- 
pate a rather dull market until after 
the national convention next month, at 
which time there will be an oppor- 
tunity to canvass the situation and 
consider future possibilities from all 
angles. However, there is the promise 
of a rush to buy sulphate of ammonia 
as soon as the new price is announced, 
if it should be one that is satisfactory 
to consumers. 


Advanced 


Cottonseed meal, New 
York, 50c. per ton, 


Declined 


Sulphate of ammonia, Nitrate of soda, spot, 
double bags, 25c. Se. per 100 Ibs 
per 100 lbs futures, 50c. per 

Fish scrap, dried, 25c. 100 lbs. 
per unit. 


Nitrogen Fertilizers 


COTTONSEED MEAL.—There was a 
little business doing last week in meal 
already in this port, and sales were 
made at $51.75 per ton, which was 50c. 
higher per ton than the price of the 
previous week. News of the new cot- 
ton crop recently has been very bullish 
and the outlook for a smaller crop this 
year than had been indicated by the 
acreage planted is making holders of 
meal firm in their price ideas. It will be 
a long time, of course, before new crop 
meal will come upon the market, but 
it is not too early for some attention 
being given to the outlook for the 
future. 

BLOOD.—There was very little doing 
in this market last week in this mate- 
rial. Stocks are small and there is nat- 
urally not an active demand at this 
time of the year. Producers are looking 
forward to a firm market in the fall, 
and not showing any disposition to 
slash the price, and consumers seem 
content to sit tight and look on for the 
time being. The price was nominally 
unchanged at $3.25 per unit. 

FISH SCRAP.—The menhaden sea- 
son in Cheasapeake water will be under 
way in another week, and if the catch 
this season is not larger than that of 
last it will not be the fault of the fish- 
ermen, for the outlook is for more 
boats and more men engaged. The 
demand for the herring scrap that has 
been offering has not been particularly 
keen, as the initial price of $3.75 and 
10c. per unit was looked upon as too 
high. Last week $3.50 and 10c. was 
quoted. It remains to be seen what 
position the market will take when the 
season gets fairly under way. The 
catch in Southern waters is said to be 
good for the season and last week 
local brokers were offered wet, acid 
scrap at $2.75 and 40c. per unit, f. o. 
b. Savannah, 

NITRATE OF SODA. — The an- 
nouncement of the new prices by the 
Chilean producers’ syndicate ended 
the old season in this market, although, 
of course, these prices had no direct 
bearing upon the spot market. There 
was a shortage of nitrate of soda in 
this country just at the time of the 
year when the material was in the 
most active demand, but there have 
been free arrivals recently, and the 
season is now so near its end that 
there is no great demand, There was 
a cargo arrived last week and another 
shipload is due early this week. On 
last Wednesday the Government sold 
about 17,000 tons. So that the spot 
situation is no longer acute, and 
with lower future offerings—there was 
considerable resale material available 
in small lots. Some of those who are 
now receiving deliveries on (g00ce3 
bought to arrive are paying more than 
they could have bought at last week 
in the spot market. Spot delivery was 
offered last week at $2.65 per unit and 
future delivery could be had as low as 
$2.25. There was no rush to book for- 
ward contracts because of the fact 
that the new prices were down. 

The schedule announced makes the 
Chilean price a progressive one, the 
price for the first half of July being 
the lowest, with two advances a month 
from that time on. This plan has 
been tried before, but never has there 
been much disposition on the part of 
American consumers to order ahead 
in anticipation of advancing prices 


Tankage, ground, New 
York, 10c. per unit 


Ask An Advertiser- QPag-Be An Advertiser 


CYANAMID 


FOR 
ORGANIC NITROGEN 


Current quotations on high grade 
organic ammoniates indicate a saving 
of from $1.25 to $2.25 per unit by using 
Cyanamid, a saving equal to from $1.00 
to $1.50 per ton of mixed goods. 


Can you think of any easier way to 
save $1.00 to $1.50 on a ton, and at the 
same time actually improve mechanical 
condition and agricultural value? 


Remember that Cyanamid nitrogen is 
100 per cent. in the organic division— 
97 per cent. water-soluble organic nitro- 
gen. It is the most highly available 
organic ammoniate used in the fertilizer 


industry. 


Farmers want organic nitrogen be- 
cause of its slow, steady, lasting agricul- 
tural action. There is no better or more 
economical way to get high quality 
organic nitrogen than in Cyanamid. 


AMERICAN 


FIVE ELEVEN 


}) COMPANY 


FIFTH AVENUE 


NEW YORK 


wre 








OIL PAINT AND 


SULPHATE OF AMMONIA 


RAIL AND VESSEL SHIPMENTS 


NEW ENGLAND FUEL AND TRANSPORTATION CO. 


DEPARTMENT OF SALES, 111 Devonshire Street. BOSTON. MASS 













Sulphate of Ammonia 
The Gaile company 40 Rector Street, New York 


ADOLPH HIRSH & SON 


Adolph Hirsh Herbert A. Hirsh 
Brokers, Exporters and Importers in 


FERTILIZER MATERIALS, CHEMICALS AND FISH OILS, BAGS 


56 JOHN SfREET, NEW YORK Phones: John 1971-1324 


CAUSTIC POTASH 892% 


Inquiries Invited 
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Spot and For Shipment. 


CHARLES HARDY & RUPERTI, Inc. 


115 BROAD STREET NEW YORK 
Telephone, Bowling Green 3770 


Pennsylvania Salt Mfg. Co. 


High Grade Heavy Chemicals 


MURIATIC, NITRIC AND MIXED ACIDS, OLEUM, 
SALT CAKE, BI-CARB. SODA, SAL SODA, CAUSTIC 
SODA, SODA ASH, NATRONA, POROUS ALUM, SULPHATE OF ALUMINA, 
CRYSTAL ALUM, HYDRATE ALUMINA, COPPERAS, 
PURPLE ORE, SAPONIFIER, GREENWICH LYE, AMER- 
ICAN LYE, LEWIS’ POWDERED LYE. 


IMPORTERS of GREENLAND KRYOLITH 
and RIO TINTO PYRITES 


Widener Building, Chestnut and Juniper Streets, PHILADELPHIA, PA. 
Represented in Pittsburgh, Chicago, St. Louis and New York, 
Factories: Philadelphia, Natrona, Pa.; Wyandotte, Mich. 















ACETIC, SULPHURIC, 
BLEACHING POWDER, 













CAUSTIC POTASH 
Caustic Soda 


NIAGARA ALKALI Co., 





Bleaching Pawder 


NIAGARA FALLS, N. Y. 















Nitrate of Soda Dried Blood 
Sulphate of Ammonia Tankage 


Potash Materials Fishscrap 
Acid Phosphate Chemicals and Acids 


G. S. ALEXANDER & CO., Inc. 


Telephone Bowling Green 67380 
61 BROADWAY NEW YORK 











DRUG REPORTER 


later on. Not much interest was shown 
in the Government sale last week. as 
it came too late to supply the mate- 


rial when it was badly needed. There 
was a great deal of criticism in the 
market because the end of the season 
had been selected as the time to offer 


nitrate. 

SULPHATE OF AMMONIA.—There 
has been a delay about announcing 
the new all-year price for sulphate of 
ammonia. It was expected that the 
meetings of fertilizer manufacturers 


mentioned in the last issue of the Re- 
porter would be followed by the an- 
nouncement of the new price, but— 


while the matter was discussed at the 
conferences—no new price has yet 
been announced. It was said last week 
that there was a difference of opinion 
between consumers and producers as 
to what the price should be, and that 
the delay was in order that some sat- 
isfactory agreement could be reached 
before the big distributors opened 
their books for orders. There will 
not be much of a market until the 
new price is named, as export busi- 
ness will not be sought until the do- 
mestic trade has been taken care of. 
There was a little business doing dur- 
ing the period in small lots for imme- 
diate delivery, and the price asked was 
not as high as that of a week or two 


before. It was possible to buy in 
double bags as low as $3.25 per 100 
pounds, and it was offered a little 
cheaper than this f. 0. b. Baltimore. 


The only demand was for little lots by 
consumers whose last minute business 
had turned out better than they had 
expected, 

TANKAGE.—There was not much 
doing in tankage last week. Since the 
market was pretty well cleaned up at 
the $2.90 level, producers have been 
inclined to ask more than they have 
been able to get. Some were asking 
as high as $3.10 and 10c. for ground 
tankage last week, and even $3.25 and 
10c. was quoted by some. There were 
no sales made at over $3 and 10c., 
however, and there was not much de- 
mand at any price. The season is 
about over, and there promises to be 
an accumulation of stocks between 
now and next fall. The general feel- 
ing in the trade is that the demand 
next fall will be very active. 


Phosphates 


ACID PHOSPHATE. — While the 
season that is just closing was not a 
satisfactory one to producers of acid 
phosphate, they are in better shape at 
the end of the season than they were 
at its beginning. At the beginning of 


the season a price advance was at- 
tempted at a time when the demand 
was poor and other fertilizer mate- 
rials were declining. Naturally this 


held business back, and it was not un- 


til there was the most active price- 
cutting that domestic consumers 
showed any interest in the market. 


There was quite a free movement late 
in the season, however, and Canada 
was a good buyer, although there was 
very little exported except what went 
to Canada. Stocks have been reduced 
to a considerable extent and some pro- 
ducers have felt encouraged enough to 
increase their output, which had been 


greatly curtailed. There has been no 
change in price conditions, however, 
and no one pays any attention to the 
prices nominally quoted by producers 
but not adhered to by them. There 
was not enough demand last week to 
encourage close price quoting. 


PHOSPHATE ROCK.—Conditions in 
the rock market are improving, but 
there is no denying the fact that im- 
provement is slow. This industry de- 
pends to such an extent upon the ex- 


port demand that it can never be in 
normal shape again until the recon- 
struction of Europe has progressed 
much further than it has up to this 


NITRATE 
OF SODA 


Chilean Nitrate Committee 
Dr. W. S. Myers, Director 
U. S. Delegation 
25 Madison Ave., New York 
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time. The domestic demand promises 
to be better in the future than it has 
been in the recent past, as stocks in 
consumers’ hands have been consid- 
erably reduced. Europe is showing 
more interest, and would like to buy a 
great deal if it was in financial posi- 
tion to do so. Quotations last week 
were:—Florida hand pebble, 66 per 
cent. minimum, f. o. b. mines, $3 per 
ton; 68 per cent., $3.25; 70 per cent., 
$3.35; basis 75 per cent., 74 per cent. 
minimum, $5.50; 75 per cent., $6; basis 
77 per cent., 76 per cent. minimum, 
$7.50; Florida high-grade hard rock, 
77 per cent., f. o. b. mines, $8.50. 


There was little change in 
during the period. The 
active, but no weak- 
Stocks are not large, 


BONES. 
this market 
demand was not 
ness was shown. 


and routine consumption during the 
past sixty days has been fairly good, 
especially of bone meal. Quotations 
were:—Rough, hard, f. 0. b. Chicago, 
$25@27 per ton; soft, steamed, un- 
ground, f. o. b. Chicago, $18; ground, 
steamed, 11%, per cent. ammonia and 60 


per cent. bone phosphate, f. 0. b. Chi- 
eago, $22@25; ground, 3 and 50 per 
cent., f. o. b. Chicago, $25; new, ground, 
4 per cent. ammonia and 50 per cent. 
bone phosphate, f. 0. b. Chicago, $32.50; 
bone meal, New York, $3. 


Potashes 


The French producers have not as 
yet announced any new prices to meet 
the reductions recently made by the 
German syndicate. The result is that 
there is not much competition in the 
market at this time. California pro- 
ducers, however, are willing to meet 
the prices offered on foreign material, 
although to make a delivery in this 
market at present prices means that 
most of what the material is sold for 
goes to the railroads. Muriate was 
rather scarce in the North last week, 
and it was reported that shipments 
from the South to the North were be- 
ing made. 

In spite of the low prices named by 
the German importers for May and 
June delivery, and the fact that the 
tariff bill, as it stands today, provides 
for a heavy duty on potashes, there 
was no greater rush to buy last week 
than there had been during the previ- 
ous one. Consumption of potashes 
this year has been fully up to the most 
optimistic ideas of importers. Most 
consumers took more than they 
thought they would require at the be- 
ginning of the season, and sales of 
mixtures containing a large percent- 
age of potash were unusually good. 
Stocks in the hands of consumers at 
the present time are very small; but 
in spite of this fact there is no move- 
ment to anticipate future requirements 
by stocking up at the present time. 
In spite of the fact that present prices 
are below the pre-war level, and that 
a duty would increase the price, there 
is little speculation going on, and con- 
sumers generally seem to prefer to 
meet possible changes in the situation 
as they may occur, instead of trying to 
anticipate them. The quotations of the 
German importers make the market at 
the present time, and they were not 
changed during the period. Muriate 
was quoted at $32 per ton, sulphate at 
$41.10, manure salts at $9.50, and kai- 
nit at $6.50. All prices net c. i. f. At- 
lantic or Gulf ports. 


Pyrites 


There was little change in this mar- 
ket during the period. Little new 
business is being booked at the pres- 
ent time. There was a decided falling 
off in importers last year from the 
figures of the year before, and it seems 
doubtful if this year’s total will be as 
large as that of last year. Prices re- 





mained nominally unchanged. Quo- 
tations were:—Spanish crude, lump, 
11%c.; washed fines, 10c.; furnace 
size, high grade, 12%c.; lump ore, 
washed, llc. 
Seattle 
SEATTLE, May 13, 1922. 

Scattering sales of fish scrap were noted 
without in the least affecting quotations. It 
is reported that enough orders are now placed 
to clean up the dogfish meal supply for this 
season. This means that this item wil! be 
off the market until the early fall. Final 
quotations were as follows:—$65 per ton noml- 
nal on salmon meal, guaranteed 10% per cent. 
ammonia and 13% per cent. bene phosphate 
lime; $65 per ton on herring meal, guaranteed 
13 per cent. ammonia ald 8 per cent bone 
phosphate lime, and $72 ver ton nominal on 
dogfish meal, guaranteed 12% per cent. am- 
monia and 10 per cent. bone phosphate line. 


(For other Fertilizer markets see 
index.) 
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Refined 


BATTELLE & RENWICK 


MANUFACTURERS 


Telephone, John 103-568-1678 
FACTOR Y—Morris, Warren and Essex Streets, Jersey City, N. J. 
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For Technical Purposes 
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~ COAL-TAR BASES AND 


INTERMEDIATES 


| Unless otherwise specified, our prices are those prevailing in the New 


York Market and are for large quantities. 


| will be found on pages 3, 4, 5, 6, 

Trading in intermediates last week 
was perhaps slightly better as a whole 
than that witnessed during previous 
weeks of May. At the same time, al- 
though sales showed a slight expan- 
sion, there was a negative tone much 
to the fore, and considerable weikness 
developed in a number of items. Beta 
naphtha, for instance, was sharply 
lower; aniline oil sold at the lowest 
that has been seen this year. The 
incongruity between increased volume 
of transactions and the extreme soft- 
ness of the tone was. particularly 
marked in meta nitro aniline and 
naphthionic acid. 

Aniline oil, it has been estimated re- 
cently, costs at least 14c. per pound to 
manufacture. Last week sales oc- 
curred under that level, and while 
some attempt was made to stabilize 
prices at that figure, producers found 
themselves unable to do so. Export 
inquiries have been received in good 
volume and might have been expected 
to work for a stronger tone, but these 
inquiries had precisely an _ opposite 
effect. Producers were inclined to be- 
lieve that there were too many in the 
game. Undoubtedly there has’ been 
extensive over-production, and with 
surplus stocks piling higher as time 
goes on—there has not been a great 
deal of cut in output—the encouraging 
factors surrounding the market seemed 
pretty well obliterated. The same was 
true of beta naphthol: excessive pro- 
duction, too many holding stocks, and 
an erratic demand. 

Zasic products continued firm. In 
none was there an excess above cur- 
rent consumptive requirements. Ben- 
zol production has been kept up to tne 
average, and producers were about 
caught up on deliveries, although as 
yet all was still being applied to con- 
tracts. Occasional consumers have 
been forced to depend on dealers for 
their stocks, and have had to pay the 
top prices these sellers quoted. Pro- 
ducers would do nothing on prompt 
deliveries, and contracts had to in- 
volve a large quantity. Phenol was 
quieter, prices were too high and buy- 
ers were calling a halt to proceedings. 
Supplies on spot of prime goods were 
so limited that no relaxation from the 
tightness could be expected. 

Sharply lower prices were in evi- 
dence on many of the colors last week. 
While there has been quite a good 
demand of late, somewhat better than 
earlier in the season, there were too 
many in the game to make anything 
like stable quotations possible. Pro- 
duction has been in excess of consump- 
tion, although none of the large mak- 
ers has been running heavy. But the 
fact remained that the market was 
over-stocked. Imported colors have 
not cut much of a figure. Prices were 
extremely irregular, and definite quo- 
tations were being eschewed in every 
direction on the flimsiest excuses. 


Advanced 
Declined 


Acid naphthionic, 5c. Acid, black, 
Acid sulfanilic, 2c. 15e. 
Aniline oil, le Bordeaux B, 10c. 
Beta naphthol, tech., Eosine G, 60c. 

le 2B, 30c. 
Meta nitro aniline, 5c. Fuchsine 6B, 25c. 
Ortho amino phenol, Phlioxine, 50c. 

20. Rubein R, 60c. 


2 salt, Se. 
The following 
been compiled from 
sentative crudes and 
and give an indication of 
situation. The normal is 
prices of August 1, 1914:— 
The Reporter’s Index Number 
Twenty Crudes and Intermediates 
Normal—12 


Last week. Prev. week. Last month. Last year. 
27.3 28.1 30 


27 27. 


Basic Products 


ANTHRACENE. — Producers have 
made no alterations in their price 
schedules, and continued to quote 80@ 
85 per cent. at 75@80c. per pound; 20 
per cent. was 11@12c., and 40 per cent. 
12@15c. Odd lots of resale 80 per cent. 
have been available in some directions 
very low prices were quoted for 
goods. In some instances, down 
was named, with the general 
40c. to 45c. There was ab- 
demand in any direction. 

BENZOL.—There was no change in 
conditions. in this market. Demand 
has not abated to any appreciable ex- 
tent, but the steady output that has 
been maintained in face of the coal 
strike has helped to relieve the strin- 
gency of the situation. Deliveries were 
being caught up on, but there has been 
for producers to ac- 
Export orders 


Xytidines, 2c. 


10 BN, 


numbers have 
twenty repre- 
intermediates, 
the present 
based on 


index 


and 
such 
to 39c 
run from 
solutely no 


no chance as yet 
cept prompt business. 


| 
Complete prices current | 
8, and late market news on page 2. 


have come to-hand frequently, but noe 
much has been done along that line, 
as supplies have been _ insufficient. 
Quotations remained at 27@32c. per 
gallon for 90 per cent., and 29@34c. for 
c. p., f. 0. b. sellers works, Spot stocks 
were extremely light, with no ec. p. at 
all, and hardly any 90 per cent., and 
that quoted to 40c, 

CREOSOTE.—Sales of 25 
were reported in heavier volume at 
prices from 238c. to 26c. per gallon. 
Demand has increased since the first 
of the month, but factors have not 
been greatly elated by the fact, as 
there is always a certain seasonable 
increase in consumption of these oils 
at this time of the year, and the pres- 
ent flurry is regarded as only that. 
Fifteen per cent. oil was unchanged at 
20144@ 23c. 

CRESOL.—U. S. P. grades were mov- 
ing in about the usual fashion, ana 
did not present any developments of 
interest. The market was altogether 
too well stocked to permit of any 
strength. Leading sellers quoted from 
12c. to 15¢c. per pound. Factors stated 
that large orders could easily be placed 
under the market level, as sellers were 
anxious to get rid of goods. 

CRESYLIC ACID. — Demand for 
cresylic acids has been well up to the 
average for this time of year. The low 
prices that producers have been able 
to quote have proved very attractive 
to consumers, Supplies were not ex- 
ceptionally heavy and a very firm tone 
pervaded the entire section. Domestic 
makers quoted 97@99 per cent. at 53 
@55c. per gallon, and 95 per cent. dark 
at 48@53c. Imported was available, 
but the high price that it cost to im- 
port necessitated dealers getting at 
least 55@60c. for 97@99 per cent, and 
50@55c. for 95 per cent. The lowest 
possible replacement price for 97 per 
cent. was estimated at 57c. 

NAPHTHALENE.—The market was 
flat and prices were weak. Practically 
nothing has been done in the refined 
grades during the past two weeks, and 
there were plentiful offerings of flakes 
and balls at very attractive prices. 
Odd lots of prime quality flakes were 
to be had at 6@6%c. per pound, ac- 
cording to quantity; makers quoted to 
7c. Balls were held at 8@9c., but 
were dead. Other grades were mov- 
ing in very light way, with prices in- 
clined to sag. Crude was 3@3'ec. and 
crushed, 6@6\4c. 

ORTHO CRESOL.—Was not in much 
demand, but was in a firmer position 
than cresol as supplies were lighter 
and the market has been under no 
pressure. Quotations were from 1l6c. 
to 18c. per pound. 

PHENOL.—Prices for spot prime U. 
S. P. goods were firmly placed at 14c. 
per pound. At that level consumers 
have called a halt, and the demand 
during the past week was considerably 
less than during previous periods when 
the market was undergoing its recent 
advance to present levels. Supplies 
remained very light and the spot mar- 
ket especially was in a tight position 
in that regard. From some producers 
it was possible to secure the synthetic 
at 12@13c. at works, while the natural 
was quoted at 15@16c. Government 
surplus goods were held at 12c. by 
agents. 

SOLVENT NAPHTHA. — Water 
white was in steady demand and not 
overly plentiful, with prices quite firm 
at former prices of 25@30c. per gal- 
lon. Supplies were naturally restrict- 
ed, owing to the limited supplies of 
benzol available for refining purposes, 
and the heavy consumptive demand 
that has been evidenced during the 
past two months. 

TOLUENE.—C. P. was 30@35c. per 
gallon and firm at those prices. Sup- 
plies were not heavy and demand has 
been excellent. so that continued 
tightness in this section was expected 
for some little time to come. 

XYLENE.—Pure ranged from 45c. 
to 5le. per gallon, with a fair move- 
ment in progress and inquiries con- 
siderably heavier than for a long time 
past. Whether they would materialize 
into orders remained to be seen. Com- 
mercial was held at 31@38c., and also 
in request. 


> rr ° 
Coal Tar Acids 
ANTHRANILIC.—There has been no 
change in conditions surrounding this 
section. Prices have been held steady 
at old levels, as there has not been 
enough demand to stimulate compe- 
tition between sellers. Refined was 
$1.30@1.35 per pound, and crude $1.10 
@1.15. 
BENZOIC.- 
cellent movement in the U. S. P. 


(Continued on page 79) 


per cent. 


Factors reported an ex- 
grade, 


Ask An Advertiser-QpgR-Be An Advertiser 


“CAMEL DYES” 


ld 


“STANDARDS EVERYWHERE” 


SCHAEFFERS ACID 
(Sodium Salt) 


We offer a very dependable quality of our own 
manufacture. Standard type products are 
produced from this important 
intermediate. 


ACEKO SCARLET RRG 


Especially prepared for Pulp and Dry Color Manufacturers. 


CLARET RED 


Standardized especially for lakes. 


SAMPLES and PRICES UPON APPLICATION 


{| Amalgamated Dyestuff & Chemical Works, Newark, N. J. 
) Republic Color & Chemical Works, Reading, Pa. 


JOHN CAMPBELL & CO., 


75 HUDSON STREET, NEW YORK CITY 


Branches : 


Philadelphia 
San Francisco 


Works: 


Providence Toronto 


Chicago 


Boston 


BUTTERWORTH-JUDSON 
CORPORATION 


Highest Purity 


Lon 


q 
WSS G 


Powdered Form 


SALES OFFICE: 
30 CHURCH ST. 
NEW YORK 
WORKS: 
Newark, N. J. 
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“Mutual” 


1s synonymous with bichromates 


of Quality and Uniformity 
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Dye Bases and Dyewoods 


Unless otherwise specified, our prices are those prevailing in the New 


York Market and are for large quantities. 


Complete prices current 


will be found on pages 3, 4, 5, 6, 8, and late market news on page 2. 


Aside from sensational developments 
in yellow prussiates of soda and pot- 
ash, this market was singularly devoid 
of interest last week. In the natural 
dyestuffs list there were no significant 
changes. The majority of items were 
easy in tone, owing to the absence of 
demand, while in one or two instances 
the advance in silver has strengthened 
the tone without bringing about any 
material changes in quotations. Edible 
albumen was particularly strong on 
account of the advance in Chinese ex- 
change, but without any spot demand 
worthy of mentioning as a driving 
force prices could not be worked 
higher. Technically, the situation was 
of the most bullish sort. The recent 
revolution in China and consequent 
disruption of industrial processes has 
brought the production of albumen to 
an abrupt stop. Plants were dis- 
mantled and occupied as barracks, and 
the season is now too far advanced to 
permit any catching up in output on 
the serious loss experienced. Japanese 
starches have also benefited to som 
extent from the unsettled Eastern 
conditions, but of course were not 
nearly so favorably placed as albumen. 

Aside from a minor change in one of 
the extracts, there were no develop- 
ments of importance in that section. 
Factors claim—and probably with 
justice—that they have reduced their 
prices repeatedly and consistently with 
the cost of production. As a matter of 
fact, some items were selling below 
cost of manufacture, and consequently 
below the pre-war level, as that state 
has practically been reached in all of 
the extracts. At present prices factors 
stated the market offered attractive 
values, and that, as far as they were 
concerned, every effort would be made 
to continue them. 

Yellow prussiate of soda sold at the 
highest prices that have been reached 
this year. The highest price reached 
last year was in May, when sales were 
made at 36c. This is always the most 
active season for this material, and 
judging by records of the past three or 
four years, the time when prices touch 
the peak. So great has been the de- 
mand that importers stated sales had 
been made as far ahead as next De- 
cember, while at the moment there 
were no shipments available prior to 
September, and they were quoted on 
a par with spot prices. Consumers 
have not been particularly anxious to 
buy at prevailing levels, but some have 
been forced to do so. The speculative 
element was in command of the field, 
and so far has manipulated the wires 
quite to its liking. The potash variety 
has not been as eagerly sought as the 
soda, but has advanced sympathetical- 
lv. and was in very short supply. 
Neither variety was abundant; it was 
estimated that spot stocks of soda did 
not exceed one ton at the close. 


Advanced 


144c.Soda prussiate, 
yellow, 2c. 


Declined 


Sumac, Sicilian, 4c. 
index numbers have 
natural 
give an 
situation. 
prices 


Potato starch, imp., 
Potash prussiate, 
yellow, 2c. 


Annatto seed, 4c. 
The following 
been compiled from nineteen 
dvestuffs and extracts and 
idea of the present market 
The normal is predicated on 
prevailing on August 1, 1914:— 


The Reporter's Index Number 
Natural Dyestuffs 


Normal—11 
Last week. Prev. week, Last month. Last year. 
14.5 14.5 14.6 128 


Nineteen 


Chemicals 


ALUMINA CHLORIDE.—Quotations 
were 3%@4'%c. per pound. The mar- 
ket continued along routine lines, and 
displayed no interesting developments. 
Supplies were not very heavy on spot, 
and few dealers were interested in 
anything except the anhydrous variety, 
which was quoted around 20c. 

ANTIMONY SALT.—The market was 
stocked with imported material, and 
sales were noted at 25@26c. per pound 
for that grade. Domestic ranged much 
higher, and it was hardly possible to 
do better than 30c. in any direction. 
Consumptive interest has not been 
great of late, most of the textile mills 
have been running on such low sched- 
ule as to require only small quantities 
Consumers have been buying 
entirely from hand to mouth, and the 
undercurrent lacked stability. 

POTASH BICHROMATE.—Froducers 
continued to quote at 9%@10c. per 
pound, and reported a fair demand at 
those levels. If anything, the market 
showed a change for the better in the 
matter of orders, and the recent de- 


of salts. 


pression was being obliterated. Some 
export inquiries have come to hand, 
but so far few transactions have actu- 
ally resulted. Dealers were in pos- 
session of only limited quantities, and 
it was hardly possible to shade 10c. in 
that direction. 

POTASH PRUSSIATE.—Spot stocks 
were reduced to the minimum. It was 
doubtful if more than a ton or so at 
most could have been secured from any 
source On spot. Demand was not very 
keen, but the enormous strength in 
soda prussiate stimulated an advance 
here, and with supplies so light, and 
shipments hard to get, factors would 
not quote under 31@32c. per pound. 
Sales actuallly occurred at 31%c., and 
predictions that the market would 
touch 35c. were on the eve of realiza- 
tion. The red variety was practically 
nominal, as there was none to be had 
on spot, and shipments were extremely 
uncertain. Quotations were practically 
nominal at 75c. 

SODA BiCHROMATE. — Producers 
continued to quote at 7% @7%ec. per 
pound, and reported a much more act- 
ive demand than recently was noted. 
Both domestic and export sales have 
increased, and the latter was the most 
encouraging feature of the market. 
Dealers have not had very much to 
offer, and have stuck to the Tec. fig- 
ure, although on some recent carlots 
that was shaded fractionally. Pro- 
ducers reported that a number of lag- 
gard contracts had been placed during 
the week, so that the quota was about 
up to the average for the year. 

SODA HY POSULPHITE.—Leading 
producers have made no changes in 
their schedules. Dealers have been of- 
fering imported material, but supplies 
have decreased greatly. The high cost 
of replacement made it doubtful 
whether there would be much further 
in the way of importation, as the mar- 
gin of competition was decidedly in 
favor of the domestic maker. The 
range per 100 pounds was:—Ordinary 
crystals, $2.75@3.50; pea, $3.25@$4; 
and granular, $3.45@4, in barrels. 

SODA PRUSSIATE.—Yellow prus- 
siate advanced sharply and sold at 2lc. 
per pound. At the close up to 22c. was 
quoted, and it was doubtful if spot 
stocks then comprised a ton. None of 
the large importers were able to offer 
anything on spot, and the best that 
could be done on shipments was July- 
September arrivals, and those were 
quoted at 19% @20c., c. i. f. Sales for 
July arrival had been made at 19%c., 
and those with September available 
were firm for 20c. Domestic producers 
were completely out of the market, and 
consumers were not at all keen to take 
at prevailing levels. Most of the buy- 
ing so far has been of purely specu- 
lative nature, with an occasional lot to 
a consumer. Color makers and other 
consumers watched the situation ap- 
prehensively, and admitted they were 
up against a mighty stiff proposition. 
Fear of an altitudinous market has led 
to the engagement of goods as far 
ahead as December, and quite a num- 
ber of the bigger importers have had 
orders placed until the end of the year. 

TURKEY RED OIL.—Quotations 
were unchanged, with 50 per cent. 7% 
@9c. per pound, and 35 per cent. 9%@ 
12c. Demand was not very good, and 
the market was on the easy side. Oc- 
casional resale offerings have further 
upset the tone. 


Natural Dyestuffs 


ALBUMEN.—The market was very 
strong, and edible grades were tightly 
held at 72@75c. per pound. None of 
the large holders quoted under those 
levels, and refused to consider any 
shading. Demand has not been heavy, 
but the foreign situation was regarded 
as exceptionally bullish, and was the 
real reason for the strength displayed 
on spot. Turbulent conditions in China 
and the rise in silver were responsible 
for the extreme views of Chinese sell- 
ers. Output this season will also be 
very small, owing to destruction of a 
number of factories. Technical was 
not much in evidence, and while sym- 
pathetically firmer with the edible, ab- 
sence of demand and large stocks 
tended to depress values. The range 
was 60c. to 62c. Blood was in the 
usual demand, and stocks were much 
better than for some time, due to re- 
cent importations. Quotations were 
50@75c. per pound, according to grade, 
Occasionally odd lots of domestic have 
been available at 40c. upwards, but 
there was no regular source of supply 
for such goods. 

ANNATTO.—The market inclined to 
sag. Leading holders quoted un- 
changed at 5@6ec. per pound, but it 
was possible to do 4%c., and that might 
rightly be regarded as the inside of the 
market. Supplies on spot were consid- 
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NEW YORK OFFICE : © PHILADELPHIA OFFICE: 
2-4-6 Cliff Street ohn D | ewis 683 Drexel Building 
BOSTON OFFICE: a PARIS OFFICB: 
88 Broad Street Manufacturer and Importer 19 Rue Auber 


Importer of Gum Arabic and Gum Tragacanth 
1209 Turke Head Bldg. PROVIDENCE, R. I. wna BD 


Charles and Bark Sts. 


F. BREDT & CO. 


240 WATER STREET, NEW YORK 


Manufacturers and Importers of 


Acetate of Lead Dyesticks 
Tannic Acid Olive Oil 
Gambier Tartar Emetic 


VICTOR BLAGDEN & CO., Ltd. 


COAL TAR AND AMMONIA PRODUCTS 
of all descriptions 


Prussiafes of Potash and Soda, Sal-Ammoniac, ec 


Head Office—4 LLOYD’S AVENUE, LONDON, E. C. 3 
Telegraphic Address: BLAGDENITE, LONDON 

Middlesbrough Office— BANK CHAMBERS, WILSON STREET 

Paris Office— 29 RUE DE LONDRES and SYDNEY, AUSTRALIA 


John Shaw & Co., 15 enins st., So. Boston, Mass. 


ALIZARINE ASSISTANT TURKEY RED OIL 
SULPHONATED RED OIL 


SULPHONOLE 


A new sulphonated oil with powerful emulsive qualities. One 
part of SULPHONOLE added to four or more parts of mineral 
oil gives a clear oil that will make a perfect emulsion in water. 


TIGHT KEGS FOR DYES AND COLORS 


and Chemicals, you specialize in 
your efforts because you have the 
appropriate experience, training and 


A S manufacturers of Dyes, Colors 


equipment. So do we specialize in the 
manufacture of tight barrels, half-barrels 
and kegs for your products. If you are 
having troubles with your packages, 
why not let us help you. 


CHESS & WYMOND CO., 424°, Avery St., Louisville, Ky, 


Coal Tar 
Products 


THE 
NEWPORT 
QUALITY 


We have stocks of the following prod- 
ucts at Passaic, N. J., ready for imme- 
diate shipment: 


ALPHA NAPHTHYLAMINE 
OrTHO Nitro To.vo: 
ORTHO TOLUIDINE 
PARA TOLUIDINE 
PARA NITRO TOLUOL 
SODIUM NAPHTHIONATE 
H-Acip 
N W AcIip 
R SaLtT 
CLEVES ACID om 
GUAIACOL “COAL TODYESTUFF™ 


NEWPORT CHEMICAL WORKS, Inc. 
PASSAIC, NEW JERSEY 


Branch Sales Offices: 
PHILADELPHIA, PA PROVIDENCE, R. L 
GREENSBORO, N, C. 


BOSTON, MASS. 
CHICAGO, ILL. 
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~*~ O O R S erable, although not widely distributed, ready covered. 
( A i 4 and reports that replacement prices stocks to the already burdened market 
, ana whew re, Dut 


would be high have not been borne out Was not taken as a very good move, 





FOR EVERY PURPOSE BEST “MADE IN AMERICA” by recent ad 1 
yy recen developments Shi : ; Ss > € 8 é © 5 re 
vcr evox J. EARLY WOOD, I sg, | wit besin co arrive with a few’mecke Was "no eimedy’ but to: meee chee 
246 Water St., NEW YORK “ * » 4nc. Bi . NJ. i i eed thin a few weeks was no remedy but to receive them. 
uf now, anc Whereas 7c. was named Quotations for common were from 5%c 
Importers, Manufacturers, Exporters sarlier i I é 5 ) i that 
Cable Add “‘Jearlywoed”’ New York earlier in the season, 5c. seemed a very to 6c. per pound, and it was stated that 
good price at the moment; also one not the inside could be shaded somewhat. 
likely to be realized. Consumption was Other grades were neglected and prices 





meager, to say the least. Paste moved barely held at old levels of 64%@6%%c. 

DRY COLORS DY ESTUFFS occasionally, but orders were for small for plantation, and 74@7%e. for Sin- 
—_ quantities and did not extend beyond gapore cubes 

IMPORT—EXPORT co From 30c. to 32c. pre- INDIGO.—There was no market for 

: : ; any of the grades. This dyestuff has 

COCHINEAL.—There has been no become completely obsolete now owing 


FEZANDIE & SPERRLE, 205 Fulton Street, New York life seen in this section. Increased to the facility in production of syn- 
i ic ¢ the cheapness of the price 


spot stocks and lower prices proved thetic and 











Telephone: Cortlandt 1460-1461 Cable Address: “‘Fezan,”’ N. ¥ 
unattractive to consumers, and the of that sort. Manila and Madras nat- 
market lapsed into its former apathetic ural indigo were held by one dealer on 
L E RANSOM CO state. The range was 35c. to 37c. per spot, but the prices named were en- 
o Dee e =. for ae a a and 36c. to tirely nominal, as there has been no 
37c. for gray black. tosy black was trading for months. Manila was .30 
Imperters off the market, and prices entirely per pound, and Madras, 85@90c. a 
nominal at 35@40c. MADDER.—This was aiso another 
279 Pearl Street, CUTCH.—Not much change has Obsolete item. Small supplies have 
taken place in spot conditions. Sup- been available at odd times, but no 


New York ON SPOT AND TO ARRIVE plies were light and restricted to a few regular importations have been re- 
holders, who quoted from 3%c, to 4e. ceived, and prices were entirely nom- 
per pound for Borneo. Rangoon did inal at 25@26c. per pound. On actual 
not figure in the trading at all. Sup- business probably 15c. could have been 
plies of that grade were practically done if tne goods could have been se- 
exhausted, and the last business heard cured. 
of was some weeks back, when a lot MYROBALANS.—Unchanged at $17 
changed hands at 7c. per pound. Ship- @22 per ton, according to quality, the 
ment prices for Borneo have under- market was extremely dull. Consumers 
gone no change either, and were still disliked prices finding them out or line 
3%c. c. i. f. The facility with which with their ideas, and something of a 
shipments have been taken and the far deadlock occurred, Trading was al- 
ahead booking of many consumers in- most at a standstill. No shipments 
dicated the attractiveness of the quo- have come to hand recently, but spot 
tation. stocks were far from exhausted. 
DEXTRINE.—No changes have been NUTGALLS.—Aleppo and Chinese 
noted in prices of leading refiners, Sls were quoted at 14@15c. per pound 
Corn was $2.94@3.22 per 100 pounds, ©" Spot, but much better could be done 
and British gum, $3,29@3.57. Neither on firm bids. Down to A2c. Was re- 
grade was in as active demand as has ported possible in some directions, and 
been noted recently, and there has been with the unsettled conditions prevail- 
some curtailment of production on that ing seemed not unreasonable. Supplies 
account. A resumption of buying was Of poor quality nuts were plentiful, and 
looked for in the near future, however, holders of Al goods have had to con- 
as consumers’ stocks were believed to tend with this disturbing e-ement. The 
have got to a very low point. Potato @bsence of sustained demand has made 
dextrines have not come in for a great it practically impossible to hold values 
deal of attention and prices were lack- ®t Steady levels. 
ing in essential firmness. Domestic STARCH. — There have been no 
was short and quoted at 10@10%c. per Changes in quotations of leading re- 
pound. Imported was 9@10c. and finers. The range on pearl was $2.32 
seemed available in adequate volume. @2-60 per 100 pounds, and on powdered, 
Fear of a shortage has been dissipated 10c. less. Demand for both grades has 
by the way that supplies have been re- been along moderate lines, but the 
ecéived from abroad. At first it was Market did not display the activity of 
thought that there would be none for @ month ago. Some curtailment in 
exportation from Europe, but that re- production has been noted in the Mid- 
port has been found exaggerated by dle West. Other starches have ruled 
later developments. dull for the most part, and prices were 
DIVI DIVI.—Quotations for spot lacking in strength to a notable degree. 
goods were from $32 to $33 per ton, but Especially easy was wheat starch, of 
the market was weak. Demand has which good quantities were available 
faded away to almost nothing. Hardly for importation from London. The spot 
range was 6@6%c. per pound. Rice 


a ton has been moved in the past two ; , 
weeks. Inquiries were for smal] lots Was fairly steady but quite dull at 8% 


only, and then consumers wanted the @10c. Potato starches remained quiet, 
quantity price. As it was values were but the advance in silver was regarded 
thought too high in most cases, and few as a bullish factor in the case of im- 
consumers cared to take anything ex- ported, although the spot market had 
cept what was absolutely essential, and not yet responded. Domestic was 5@ 
not much was needed for current lim- 5%., and imported fractionally up at 
ited operations. T@7c. 

GAMBIER.—Continued weak on spot. SUMAC.—There was no market for 
Supplies were extensive, as some Sicilian leaves. Spot stocks were held 
heavy shipments have been received at $58 per ton, although sales at $55 
lately, and these have not found any occurred within the past couple of 
purchasers as yet. Large consumers months. Shipments were quoted at 
had taken up supplies on contract so that level. 
that most of their needs had been al- VALONIA.—No spot stocks and ship- 
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Bee Chicago Charlotte 


BLUE VITRIOL 


(99% Purity Guaranteed) 
Back"of the 


<B> 


brand stands a reputation for quality and service 
gained during almost 70 years of doing business. 


SPOT FUTURES 
Balbach Smelting & Refining Company 


NEWARK Established 1852 NEW JERSEY 
New York Office—280 BROADWAY 


Blue Vitriol 

































Irvington Smelting and Refining Works 
IRVINGTON . NEW JERSEY 


New York Office . - . . 30 Church Stree: 
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JORDAN COAL TAR PRODUCTS, Inc. Suitable for 


ATTRACTIVE PRICE ieeer srangeren Some ow vous { DISINFECTANT or FLOTATION USES 


Spot F.O.B.Works, Clinchfield, Va. 


COAL TAR DISINFECTANTS 


Phenol coefficients 2 to 20 guaranteed 








No sediment—Good odor—White perfect emulsions—No separation of oil. 
Any quantities—Pints to tank cars. 


CRESYLIC ACID CRESYLIC ACID 


97/99% Pale Specially prepared for manufacture of insecticides 


CRESOL U. S. P. CRESOL COMPOUND TECH. 
BAIRD & McGUIRE, Inc., Holbrook, Mass. 
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ment prices were so high that consum- 
ers refused to consider them. 3eards 
were quoted at $50 per ton, and cups 
at $33@40, according to tannic content. 


Dyewoods 


BARWOOD. — Chips presented no 
new features. The market has long 
since ceased to be other than a purely 
routine affair, and prices have ceased 
to have any significance, although 
nominally quoted at 44%4@5c. per pound. 

BRAZILWOOD.—Sales have been re- 
ported at Southern points at $20 per 
ton. This was Mexican wood, and 
some effort has been made to interest 
consumers in this market, but without 
any signal success. Spot stocks were 
very low; it was doubtful if any could 
have been procured on spot at all. 
Quotations were around $40 per ton, 
landed here. . ae 

CAMWOOD.—These chips were in a 
precisely similar position to barwood. 
There has been no demand at all, and 
while there were some stocks left on 
spot, there has been no comment and 
prices were more nominal than a. 
wise. Quotations were named at 9 @ 
12c. per pound, but in face of an order 
would probably have been materially 

»>duced. 
re USTIC.—This was the only dye- 
wood for which there was any marked 
demand. Spot stocks were small and 
leading extract makers have been in 
the market for supplies. New sources 
have been constantly sought, as rec- 
ognized shipping points asked such 
high prices that consumers did not 
feel like committing themselves. In- 
terest in extracts was quiet at the 
moment, but manufacturers were 
anxious to be in shape for fall re- 
quirements. Quotations were $35@37 
per ton for sticks. Chips ranged from 
4c. to 5c. per pound, but were purely 
nominal. 

LOGWOOD.— Haitian 
the only grade available 
were quoted $26@30 per 
supplies were not heavy, € 
was no demand to speak of and ship- 
ments have been offered profusely. 
Chips were from 2c. to 3c. per pound 
and in absolutely no call. 


Extracts 


ARCHIL. — Importation of several 
thousand pounds was noted during the 
week. The market sustained the ad- 
dition of this lot well and while the 
tone was undeniably easy in all direc- 
tions, there were no further changes 
in quotations, Concentrated remained 
17@18c. per pound, and double, 16 
@17c. 

CHESTNUT.—Only small quantities 


were 
these 
ton. Spot 

but there 


sticks 
and 
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of this extract were moving, and for 
such quite good prices were demand- 
ed. Sales of barreled goods were noted 
at $1.90 per 100 pounds in earlots in 
one instance, the amount involved be- 
ing slightly less than a carlot. Quo- 
tations for tanks were from l¥%c. 10 
2c. per pound, and for barrels, from 
1%c. to 3c. for 25 per cent. tannin, 

CUDBEAR.—Spot stocks have been 
further replenished by the addition of 
several hundred pounds which arrived 
during the week. Quotations were 
steady at 18@20c. per pound for Eng- 
lish No. 1 powdered. 

FUSTIC.—These extracts have been 
moving quietly at steady prices, but 
the market did not present the picture 
of activity seen a month back. Fac- 
tors thought that demand had been 
well maintained for this time of year, 
and did not think the slump more 
than natural under present circum- 
stances. Quotations, per pound:— 
Crystals, 20@24c.. solid, 14@15c.; 
liquid, 5l-degree, 10@12c., and 42- 
degree, 8@9c., in barrels. 

HEMATINE CRYSTALS.— Produc- 
ers have made no changes in their 
quotations and continued to ask 18@ 
20c. for high test crystals. In the 
general market, quotations ranged all 
the way from 12c. per pound upward, 
according to strength. And strengths 
were about as numerous as sellers, and 
there were mighty few dealers who 
did not carry a few pounds at least. 

HYPERNIC.—A very steady tone 
prevailed in this section. Standard 
grades were none too abundant and 
were tightly held in most directions. 
Nothing was to be had resale. Solid 
was 24@26c. per pound, and 51-degree 
liquid, 15@20c. 

INDIGO.—A fine grade of natural 
extract was available from one dealer 
at 15c. per pound in barrels. There 
was no demand and hardly an inquiry. 

LARCH.—Occasional inquiries were 
noted for crystals, but the liquid ex- 
tracts were not in much evidence. 
Prices have held well and factors did 
not anticipate any changes soon, de- 
spite the dullness that has enveloped 
the market lately. Crystals were still 
7c. per pound, and 25 per cent. liquid 
3@4c., according to container. 

LOGWOOD.—Prices remained un- 
changed’ The situation showed little 
signs of improvement, but factors 
stated that prices were now at such 
low levels that they could not afford 
to reduce them further and that hence- 
forth they would exert all their ener- 
gies to keep the market steady. Crys- 
tals were 17@2I1c. per pound; solid, 


14% @18c., and liquid 51-degree, 9@1ic. 

QUEBRACHO,.—Demand was quiet, 
as it was in other tanning materials. 
The leather industry has not been en- 
joying its happiest state lately, which 
has somewhat dimmed the luster of 
the extracts market. Quotations were 
steady, with leading factors quoting 
65 per cent. at 4% @5Bc. per pound and 
35 per cent 3%@4c. 

SUMAC.—Sicilian stainless was 8% 
@9c. per pound, but the domestic 
grades were unchanged, with 42-degree 
5%@é6c. and 51-degree 6%@7c. _ Inter- 
est was confined solely to routine re- 
quirements. 


Food-Drugs Judgments 


Commodities Recently Placed 
Under the Ban of the 
Federal Act 


10006. Adulteration and misbranding of o!ive 
oil. U. 8. * * * v. 13 Cans, More or Less, of 
White Star Brand Olive Oil. Consent decree of 
condemnation, forfeiture and destruction. 

10007. Adulteration of color. U. S. ** * v. 2 
Cans of Color. Default decree of condemnation, 
forfeiture and destruction. 

10008. Misbranding of Gold Medal compound 
pills. U. S. * * * v. 6 Dozen Boxes of Gold 
Medal Compound Pills. Default decree of con- 
demnation, forfeiture and destruction. 

10010. Misbranding of T. B. Donaldson's 
Wonderful New Life remedy,’U. S. * * * v. 33 
Dozen Bottles of T. B. Donaldson's Wonderful 
New Life Remedy. Default decree of condem- 
nation, forfeiture, and destruction. 

10014. Misbranding of McMullin’s tonic, U. S. 
** * vy. 6 Half-Pint Bottles of * * * McMullin’s 
Tonic, et al. Default decrees of condemnation, 
forfeiture and destruction. 

10017. Misbranding of Lung Germine. U. 8 
* ** vy. 6 Bottles and 1% Dozen Bottles of Lung 
Germine. Default decrees of condemnation, 
forfeiture and destruction. 

10019. Misbranding of olive oil. U. S. 
v. 8 Cases * * *, 40 Cases * * * and 12 Cases 
* * * of Olive Oil. Consent decree of condem- 
nation and forfeiture. Product released under 
bond. 

10023. Misbranding of Euca-Mul. U. 8S. 
v. 6 Dozen and 6 Dozen Bottles of Euca-Mul. 
Default decrees ordering the destruction of the 
product. 


. Misbranding of DuBois Pecific pills. 

3. * * * vy. 11 Dozen Boxes * * * of DuBois 

Pecific Pills. Default decree ordering destruc- 
tion of the product. 

10030. Misbranding of Dr. Hiatt’s Germicide. 
U. S. * * * v. James A. Hiatt and George W. 
Deuker (Hiatt Germicide Co.). Plea of guilty 
by defendant Hiatt. Fine, $100 and costs. In- 
dictment nolle prossed as to defendant Deuker. 

10036. Misbranding of Giepsi Vemela. U. S 
** * v. 11 Bottles of * * * Giepsi Vemela. De- 
fault decree of condemnation, forfeiture and 
destruction. 

10037. Misbranding of Go!d Medal compound 
pills. U. S. * * * v. 31 Boxes of Gold Medal 
Compound Pills. Default decree of condemna- 
tion, forfeiture and destruction. 

10038. Misbranding of olive oil, U.S. * * * v. 
35 Cans * * * of Olive Oil. Decree of condem- 
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nation and forfeiture. Product released under 
bond 
10039 


*** y 


Misbranding of compound oil. U. S. 
38 One-Gallon Cans of Compound Oil. 
Consent decree of condemnation, forfeiture and 
destruction 

10040. Misbranding of cottonseed meal. U. S. 
v. 400 Sacks of Cottonseed Meal. Default de- 
cree of condemnation, forfeiture and sale. 
ne of restoration. Product released under 
yond. 

10041. Misbranding of The Texas Wonder. 
U. 8S. * * * vy. 87 Bottles of The Texas Wonder. 
Default decree of condemnation, forfeiture and 
destruction. 

10044. Misbranding of Shores lung balsam and 
Shores Mountain Oil liniment. U. S. * * * v. 
Shores-Mueller Co., a Corporation. Plea of 
guilty. Fine, $60 and costs. 

10046. Aduleration and misbranding of olive 
oil U. S. * * * v. John A. Alban (John A. 
Alban & Co., Inc.). Tried to the court and a 
jury. Verdict of guilty. Fine, $300. 

10048. Misbranding of Shores sarsaparilla. 
U. 8S. * * * vy. Shores-Mueller Co., a Corpora- 
tion. Plea of guilty. Fine, $20 and costs. 

10050. Adulteration and misbranding of cot- 
tonseed meal. U. S. * * * v. Lamar Cotton Oil 
Co., a Corporation. Plea of guilty. Fine, $50. 


Stevedoring Rates Reduced 


WASHINGTON, May 18, 1922. 


T. V. O'Connor, commissioner of the 
United States Shipping Board, has made 
an announcement regarding the stevedor- 
ing rates agreed to in the conference held 
here May 11 and 12 between the board 
and the contracting stevedores of the 
Gulf and South Atlantic ports. ‘There 
has been a general reduction in rates 
agreed to all along the line,” says Com- 
missioner O’Connor, “with the exception 
of the grain rates, which remain as at 
present.” He gives the following details: 


Among some of the commodities on which 
there has been a material reduction in the 
cost of handling are alcohol, in barrels and 
drums, old rate 80 cents, new rate 75 cents; 
copper, lead, tin and spelter, bars and ingots, 
now to be handled for 70 cents per ton, old 
rates having been 80 cents for copper, lead and 
spelter, and 75 cents for tin. . 

A flat rate of 75 cents has been agreed upon 
for oils, glucose, molasses, grease, tallow, soap 
and soap stock, wax,¢resin, and asphalt in 
barrels, on which former rates ranged from 80 
cents to 90 cents. 

Nitrate and staves remain at their present 
rates. 

These rates, where weight is involved, are 
for loading and discharging per ton of 2,240 
pounds, and the rates agreed upon are retro- 
active to April 25, 1922. They are applicable 
to the port of New Orleans and the Texas 
Gulf ports, as well as to the ports in Alabama 
and Florida. Mobile and Savannah, however, 
are subject to a 15 per cent. reduction from 
the rates agreed upon for the other ports, on 
account of lower cost of labor at these ports. 


a 
The formation has been announced 
in New Orleans of the Producers’ Sales 
Co., which will conduct a general busi- 
ness in naval stores. Harry S. Turner, 
formerly vice-president of the Atlantic 
& Gulf Co., New Orleans, will be man- 
ager for the new company, and with 
him will be associated D. J. Gay, presi- 
dent of the Gay-Hamilton Co., Biloxi, 
Miss., and R. R. Long, manager for the 
Conecuh Naval Stores Co., Century, 
Florida. 


New York Color and Chemical Co., Inc. 


Manufacturers of ANILINE COLORS 


Standards for the Color Maker 


BROMO ACID Boiling and Non-Boiling 
EOSINE AGX 
ERY THROSINE 
ALKALI BLUE. 
SOLUBLE ACID BLUE 


METHYL 


STAMFORD DYEWOOD CO.’S 


EXTRACTS HYPERNIC, BARK 


(On the Market Since 1796 


Main Office 


Offices in Principal Cities. 
BELLEVILLE, NEW JERSEY 


Factories—Belleville, N. J., Philadelphia, Pa. Stamford, Conn. 


VIOLET, Etc. 


LOGWOOD, Etc. 
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. Copper 


Copper 
% Oxide cea 










Guaranteed 99% Pure 80% Copper 
Carefully packed. no waste, every A fine powder prepared especially for the 
ounce usable manufacture of marine paints 


NICHOLS COPPER COMPANY 


25 BROAD ST., New York City Refiners of Copper Works: LAUREL HILL, L. I. 


“% MONMOUTH CHEMICAL CO. 








Manufacturers of 


CHLORATE of POTASH 
POWDERED GRANULAR CRYSTAL Fe 
Quality — The Best 









NEW YORK Wy/ 


orner Fron 


JACQUES WOLF & COMPANY 


Manufacturing Chemists 
and Importers 
PASSAIC, N. J. 

















Bleaching Powder 
Caustic Soda 
Caustic Potash 


Prompt Shipments 


Finishing and Sizing Preparations 


jor 
Cotton, Wool and Silk 


Gums 
Arabic, Karaya and Tragacanth 





Bensapol 
Efficient Scouring Agent 


Indigolite 


For Indigo Discharge 
Soluble Oils 
Textile Gums 


Fabric Printing 
Biatchive Oil 


Kier Boil Assistant 


Hyd rosulphite 


r Stripping and Discharge Printing 


Manufacturers, Importers, Exporters of 


Industrial Chemicals 


INNIS, SPEIDEN & CO., Inc. 








MONOPOLE OIL 


Registered Trade Mark No. 70991 
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Imports Entered for Consumption at New York, Week Ending May 19, 1922 


ACETAOPHENON—3 cs, 299 Ibs, Pfaltz & 7 cs, 951 lbs, Davies, Turner & Co, Maine, COPPERAS—200 cks, 22,440 Ibs, Franklin Im- 100 cs, 21,500 lbs, F R Henderson & Co, 
Bauer, America, Bremen Lond ; port & Export Co, Mount Clay, Hamburg Half Moon, Batavia 
ACID—1 ck, 448 Ibs, Pfaltz & Bauer & Bauer, 125 cs, 16,625 lbs, Chesnut, Cooper & Co, COPRA—45 bgs, 5,850 lbs, Franklin, Baker & 1,000 cs, 215,000 Ibs, L C Gillespie & Sons, 
America, Bremen Maine, London Co, Bogota, Kingston ‘ Half Moon, Batavia 
CITRIC—200 cks, 22,000 lbs, P H Petry & BRONZE PUWDER-15 cs, 1,950 lbs, P C COPPER OXIDE—6 cks, Red Hand Cemyvsi- GAMBOGE-—1 es, Brown Bros & Co, Vulcan 
Co, Bacchus, ermo Kuyper & Co, Peninsular State, Bremer- tion Co, Maine, London - City, London 
100 cks, 11,000 lbs, Wm Neuberg, Ryndam, haven CORK—60 bis, 6,000 Ibs, L. Mundet & Sons, HAIR, GOAT—20 cs, 2,660 lbs, Wm Brandt 
Rotterdam 4 cs, 520 Ibs, Hensel, Bruckmann & Lor- Clontarf, Lisbon Sons & Co, Maine, London 
CRESYLIC—1 can, Celluloid Co, Vulcan City, bacher, Mount Clay, Hamburg SHAVINGS—721 bis, 72,100 Ibs, Bucknoll, HORSE—30 cs, 3,990 lbs, F H Cons, Ajax, 
London 12 cs, 1,560 lbs, American Express Co, Schulz & Co, Clontarf, Portimao : Tientsin 
50 dms, 40,000 Ibs <lipstein & Co, Vul- Minnekahda, Hamburg 350 bis, 35,000 lbs, Farrell Trading Corp, 80 bls, J H Rossback & Bro, Nord Amerika, 
ims, 40, Ibs, A Kliy a ' , ; 
can City, London 7 dms, American Express Co, Minnekahda, Clontarf, Lisbon = 4 Valparaiso 
LACTIC—50 cs, 6,820 lbs, Hummel & Robin- Hamburg <= bia, = Ibs, Wicander & Co, Ine, — 6,384 Ibs, Wm Brandt Sons & Co, 
son, Wurtemberg, Hamburg 20 cs, 2,600 Ibs, B F Drakenfeld & Co, Clontarf, Lisbon de at i Maine, London 
14 bbls, 5,141 Ibs, Hummel & Robinson, Seydlitz, Bremen WASTE-—3,717_ bis, 371,700 Ibs, Bucknoll, 23 cs, 3,059 lbs, Chesnut, Cooper & Co, 
Wurtemberg, Hamburg 12 cs, 1,560 lbs, P C Kuyper & Co, Inc, Schulz & Co, Clontarf, Lisbon | a Maine, London 
TARTARIC—100 cks, 19,964 lbs, Wakem & Seydlitz, Bremen 5,009 bis, 500,900 lbs, Bucknolil, Schulz & HUMAN—16 cs, 2,128 lbs, Matta, Patria, 
McLaughlin, City of Eureka, Leghorn 11 cs, 1,430 lbs, Neuman & Diamond, Co, Janus, Alger _ : ; ; _ Naples 
AGAR AGAR—148 bis, 29,600 Ibs, T M Duche Seydlitz, Bremen WOOD—1,715 bis, 171,500 Ibs, Bucknoll, Schulz 7 cs, 931 lbs, G B Ritchie & Co, Patria, 
& Sons, Bronte, Buenos Aires 1 cs, 130 lbs, O Hommel Co, Seydlitz, ont Go Baas Seats Snore Johnson & C Naples . ‘ 
5 bis, 1,000 Ibs, McKess Robbins, Bremen 250 bis, 30,000 lbs, Lawrence, Johnson 0, 4 cs, 532 Ibs, Cosmo Culotta, Patria, Naples 
Maine, London ‘ 4.000 It cH 4 oe 520 lbs, Hensel, Bruckmann & Lor- oof ae ss Ooo Iba J Samuels & Son, Clon eee lbs, Lorenzo Lo Carsio, Patria, 
ALBUMEN, BLOOD— cks, , 606 »s, yacher, America, Bremen 8, ov, , we e son, m= , vaples " 
Reisig, Vulcan City, London 5 cs, 650 lbs, P C Kuyper & Co, America, tart, Lisbon ee Th. cot id HERBS, MEDICINAL—8 bis, A Henning, 
ALIZARIN—24 cks, 7,200 lbs, Kuttroff, Pick- Bremen 430 bis, 43,000 Ibs, Crown Cork & Sea} Co, Presidente Wilson, Trieste 
hardt & Co, Ryndam, Rotterdam 21 cs, 2,730 lbs, J J Gavin & Co, America, Clontarf, Lisbon | . 43 bis, 8,916 lbs, McLaughlin, Gormley & 
1 cs, Kuttroff, Pickhardt & Co, Ryndam, Bremen 108 bis, 10,800 lbs, Fred Henjes, Jr, Clon- _ King, Janus, Alicante 
Rotterdam 24 cs, 3,120 lbs, J E Mandlik, Wurttem- 9 tart, Lisbon . is ties Ek S 1 INDIGO SYN—2 kgs, 585 lbs, Dow Chem Co, 
2 cks, 600 lbs, Textile Alliance, Inc, Ryn- berg, Hamburg 250 a Toe lbs, Brown Bros & Co, Clon- Ee 
di t iF 13 cs, 1,690 lbs, M J Corbe & Co, Wurt- tarf. Lisbon NSECTICIDES—35 dms, American Disinfect- 
ALUM. 4 FOR rorea cks. 23.577 lbs, Black- te mibere, acnieat o Corbett 0%; a bls, 25,900 lbs, Lawrence, Johnson & Co, ing Co, Presidente Wilson, Trieste 
burn Trading Co, Mount Clay, Hamburg CAMPHOR—100 pkgs, 25,432 Ibs, Hensel, i Clontarf, Lisbon M ee IRON OXIDE- 12 cks, 7,200 Ibs, C J Osborn 
14 cks, 11.292 lbs, Blackburn Trading Co, Bruckmann & Lorbacher, Wurttemberg, 73 bis, 7,300 lbs, L. Mundet & Sons, Clon- & Co, Cedric, Liverpool 
Mount Clay, Hamburg Hamburg tarf, Lisbon Medi ik he 111 cks, 66,600 Ibs, Reichard, Coulston Co, 
42 cks, 22,000 Ibs, Weisenthal & Co. Min- GAMPECHE WOOD EXTRACT—71 bbls, H wr a take, ine i. on thus, Malaga 
nekahda, Hamburg . W_ Peabody & Co, Ecuador, Cristobal a ee ee ners, a3 ae, SOE 5 méc 220 bbis, 121,000 Ibs, Hummel & Robinson, 
104 cks, 52,000 Ibs, Pfaltz & Bauer, Min- CANTHARIDES—9 cs, 594 lbs, Brown Bros & a eatin Londo poy - ; a ones Clie ine lon vat ra 
nekahda, Hamburg Co, Vulcan Cit jondo as ort Macquarie, I, on 5, ihe Zz ulcan City, London 
30 bbis, 53.320 Ibs, P H Nicholas & Co, CARBAZOLE- % a re a upetein a UBEBS-6 bes, i. = ae C V Sparhawk, LE: ‘= =~ Cc ag lg bis, 3,400 Ibs, McKesson 
America, Bremer ‘edric, Liverpool. __ yndam, Rotterda obbins, Maine, London 
ALUMINUM, SULPHATE—122 cks, 93,940 Ibs, CASEIN. 2. ee ee ae be, T M Dock & CUTTLEFISH pouns—s 5 bdis, Mathew Drug DIGITALIS—25 bis, 6,531 Ibs, Peek & Vel- 
A Klipstein & Co Ryndam, Rotterdam "fons. East Side. Bordeaux Co, East Side, Bordeaux s sor, Wurttembyrg, Hamburg 
AMMONIA. BIFLUORIDE—10 cks, 5,060 Ibs, 88 is et 500 ibs. Mtehury Bros, La DECOLORIZING CARBON—44 bgs, 8,800 Ibs, GAYUBA—279 bgs, 24,074 lbs, American Ex- 
, 1 bgs, 2 ) lbs, Atterbury Bros, L . Rynd I ord: : 
Pfaltz & Bauer, America, Bremen Bourdonnais, Havre LA Salomon & sro, Ryne am, Rotterdam press Co, Janus, Alicante 
CARBONATE—11 cks, 6,050 Ibs, Stanley, Jor- 417 bes, 30,010 Ibs, "TM Duche & Sons, DEXTRIN—160 bys, 33.0(0 ibs, Stein, Hall & LAU The ie Mesean Tareee Ibe, J D Meeslinger, 
dan & Co, Cedric, Liverpool aliartus, Buenos’ oa ,Co, Ryndam, Kotterdar 1 City of Eureka, Leghorn 
CHLORIDE—1 cs, 167 lbs, Pfaltz & Bauer, 5B — 34,600 Ibs es W Bird & Co, DR nese | es, Lehn & Fink, Mount Clay, SENN< A—40 bls, 8: 000 Ibe, American Shipping 
America, Bremen Secmte Sf - iee se amburg . 4 Co, Penang Maru, Port Sudan 
FLUORIDE SILICO—18 cks, 9,000 lbs. Jung- oie” — poems Ate . Klipstein & Co DUTCH eurAl—> es, B F Drakenfeld & Co, Uva ae ee bgs, J L Hopkins & Co, 
mann & Co, Inc, Minnekahda, Hamburg ~ aloes City, tendon. : ‘  _ _ Seydlitz, Bremen « : 3 __, Janus, Marseilles 
100 bes, ere Tee. Jesquase & Co, Inc, GHALK—10 cs, 5.280 lbs, H Buss & Co, Mount stats Poy og rg Bs pg BP Klip- an Midwood Chem Co, Niagara, 
Minnekahda, amburg 1 os s Co, 3 a bs a } : “AUD 
SULPHATE, NICKEL—8 cks, 3,777_ Ibs, oy, Hamburg 150 bgs, 33,000 Ibs, Jungmann & Co, Inc, 12 tubs, C Jacobellis, Dante Aleghieri, 
Blackburn Trading Co, Mount Clay, Ham- 209 bbis, Bankers’ Trust Co, Gothland, Minnekahda, Hamburg Genoa 
burg ye ie es te —— ; id 17 cks, 6,595 Ibs, A Klipstein & Co, Wur- 9 pails, C T Emereiello, Dante Aleghieri, 
AMMONIAC, SAL—211 cks, 126,600 Ibs, Ameri- PRECIP ane ATED “°° begs, ped Ibs, Ander temberg, Hamburg desunn, 
ee ane agg oe cena son, llier Co, Maine, London “ERTILIZER—33¢ s, 67,200 Ibs, arters 5 5 TCR __« 2 
oe & Toll Corp, Minnekahda, GypyiGaALS—1 cs) Tice & Lynch, Mount I eo oe pen” hentia tone Carters I eee aaa cs, R F Downing & Co, 
75 cks. 49,445 lbs, Roessler & Hasslacher -" aye oe : , & Beodrt Co FLAXSEED—37,967 bgs, 83,516 bush, Mirland 1,175 cs, J P Smith & Co, Maine, London 
Chem Co. Innoko, Rotterdam ‘ - a ian, tae & 4XF ’ een Product Co, Songvand, Buenos oe EN S See -_ 372 gis, Middleton 
ANILINE COLORS—1 ck, 300 lbs, American 7 ae Se een th . Ri Aires — , . C & Co, Wm Tupper, Dominica 
Exchange National Bank, Cedric, Liver- saY cs, 1k Ibs, Hummel & Robinson, 8,002 bgs, 17,604 bush, W H Muller & Co, 8 bbls, 496 gls, Planters’ Produce Co, Wm 
pool Mount Clay, Hamburg ia ae E Haliartus, Buenos Aires , Tupper, Dominica 
20 cks, 6,000 Ibs, H A Metz & Co, Ryndam 1 ond Eimer & Amend, Mount Clay, Ham 8,103 bgs, 17,826 bush, Midland Linseed 11 cks, 682 gis, Powers, Weightman & 
Rotterdam ia cae Peieks i a ah Product Co, Haliartus, Bue nos Aires F Rosengarten, Wm Tupper, Dominica 
10 cks. 3,000 Ibs, Kuttroff, Pickhardt & Co, wy CKS, JUNgMAnn & LO, 4c, sunnexem 16,914 bgs, 47,210 bush, L Dreyfus & Co, 4 cks, 248 gis, M J Walsh, Wm Tupper, 
Ryndam, Rotterdam Hamburg . : Capille, Haliartus, Buenos Aires Dominica 
1 ck, 800 Ibs, Franklin Import & Export 117 cks, Jungmann & Co, Inc, Minnekahda, 35,210 bgs,. 77,462 bush, Midland Linseed LITHOPONE—20 cks, 12,000 Ibs, American 
Co, Ryndam, etteraeee : 9 ——— idenihey. Co, -Senekeabda 10315 bee Se a ne oo —— oe r & Toll Corp, Minnekahda, Ham- 
39 cks, 11,700 Ibs, Textile Alliance, Ine, . KS, Crm e = » 4 —— 215 bgs, 22,475 sh, Americs zinseer yurg 
-unds R rdi Hamburg Co, Capille, Buenos Aires 100 cks, 58,960 Ibs, Pfaltz & a. 
ae 100 gy Ryndam, Rot- 20 cs, Morana, Inc, East Side, Bordeaux 46,312 bgs, 101,886 bush, Midland Linseed nekahd¢ Hambure ee a 
aan is eae 250 cks, 119,900 ibs, American Kreuger & Product Co, Capille, Buenos Aires 100 cks, 58,960 lbs, Geo Kelly 
terdam I Toll Cory America, Bremen 34.093 bgs, 75,004 bush, L Dreyfus & Co t ja m : 7 jeo Kelly, Innoko, Rot- 
ks. j s Jation< Xity Sank, t - ) orp, 4 erica, breme 34.09% s, 75, . >} s & ° erdam 
2 ‘ ks, 600 Ib , National City Bank yn 54 cs, Merck & Co, Ryndam, Rotterdam Bronte, Buenos Aires 10 cks 52 lbs, Certs sed P - 
am, Rotterdam : ; " : 5,8 “ertain-teed Product Corp, 
es, National City Bank, Ryndam, Rot- 22 cks, Merck & Co, Ryndam, Rotterdam FLORAL WATER—60 pkgs, J Manheimer, Innoko, éttendam 
terdam ; ‘ 12 carboys, Merck & Co, Ryndam, Rotter- Patria, Marseilles 100 cks, 58,960 lbs, EM & F Waldo, Goth- 
cks, 2,100 lbs, American Exchange Na- _ dam ; ; FLOWERS, CHAMOMILE—16 cs, Peek & Vel- ,,jand, Antwerp 
tional Bank, Ryndam, Rotterdam 51 cks, Hummel & Robinson, Ryndam, Rot- nat ae ian a & 200 cks, 120,000 Ibs, A Klipstein & Co, 
es, America Exchange National Bank, terdam NSECT—5 als, »200 Ibs, oensson & Gothiand, Antwerp 
x Fy ane Sees gE c 11 cks, The Ciba Co, Inc, Gothland, Ant- eanennn To a ae sill te dies 100 bbls, 00,180 ‘the, Innis, Speiden & Co, 
cs, 693 lbs, Carbic Color & Chem Co, werp / Sz N— s, 83 s, Stro y c “pe Saxonia, Hamburg 
Wurtembers, Hamburg 5 40 cs, Schering & Glatz, Saxonia, Hamburg : Co, Janus, Alicante sate : LOGWOOD EXTRACT—14 bbls, 5,600 Ibs, T S 
es, 57 lbs, Kuttroff, Pickhardt & Co, 16 cks, Red Hand Composition Co, Maine, we a 50,000 lbs, Zinsser & Co, “+ soit 2 Algonquin, Monte Christy 
Wurtemberg, Hamburg London H « ; Ajax, Hankow , CoP —4 cs, 880 lbs, C B Richard & 
11 cks, 8,300 lbs, Franklin Import & Ex- CHILLIES—577 bgs, 46,160 Ibs, Frame & Co, GELATIN—1_ cs, Pfalt# & Bauer, Minne- Co, Port Macquarie, London 
port Co Wurtemebrg, Hamburg Vulcan City, London . . kahda, Hamburg 2 MACE—44 cs, 2,860 Ibs, W Wertheimer & Son, 
19 cks, 7,361 lbs, Ciba Co, Inc, Wurtem- 215 bes, 17,200 lbs, Barclay, Hazard & Co, ~ o American Express Co, Imoko, Rot- iba Yuiean City, London 
berg, Hambur, Maine, London : erdam MAGNESIA—20 cks. Jungmann & Co, Ine, 
33 cks, 9,900 ips, Sandoz Chem Works, CINNAMON—Sv bis, 5,000 Ibs, American Ex- 48 bbls, Paul Puttmann, Gothland, Antwerp Minnekahda, Hamburg 
Lafayette, Havre change National Bank, Kathlamba, GLASS, PLATE—10 cs, Semon, Bache & Co, MAGNESITE, CALCINED—230 bbls, 115,000 
16 cks, 4,800 lbs, F Bredt & Co, Lafayette, Colombo ail Gethland, Antwerp _ lbs, Brown Bros & Co, Innoko, Rotterdam 
Havre CLAY—40 cks, J Goebel & Co, Peninsular 27 cs, Brown Bros & Co, Gothland, Ant- MEDICINAL PREPARATIONS—i0 es, J Per- 
16 cks, 4,800 lbs. The Ciba Co, Gothland, State, Bremerhaven one = ‘ . soneni, Dante Alighieri, Genoa 
Antwerp ob sat ee ;, 22350 lbs, Daarn- 129 cs, Schrenck & Co, Gothland, Antwerp 12 cs. Gallagher & Ascher, Dante Alighieri, 
94 dms, The Ciba Co, Gothland, Antwerp Cot BU no a ee eiecahure 20 cs, Bendit, Drey & Co, Gothland, Ant- renee, 
ANTIMONY, OXIDE—1 cs, 158 Ibs, Pfaltz & 1onwer & Co, Moun ay, sar os werp » cs, E Fougera & Co, Lafayette, Havre 
Bauer, America, Bremen = pow —o — Halbicht & Co, Wurt- +. Semon, Bache & Co, Gothland, Ant- 123 oa, J Wallau, La Touldine Hovre 
SULPHIDE—15 cks, 7,500 Ibs, L H Butcher emberg, Hamburg . ‘ : ‘cs, Burroughs, Wellcome & Co, Maine, 
& Co Port Macquarie, London 300 cs, Royal Bank of Canada, Vestris, WINDOW-—29 cs, Semon, Bache & Co, Cedric, London _— 
200 cks. 100,000 lbs, Heensoth, Basse & Co, Rio Janeiro Liverpool MINERAL WHITE—300 begs, 60,000 lbs, C B 
La Bourdonnas, Havre COCONUT—1,026 bgs, 102,600 Ibs, National Soe Semon, Bache & Co, Gothland, Ant- aahtyatal, wzeuetees, Suit 
200 cks, 100,000 Ibs, Heensoth, Basse & Co, ‘oc Co, Ecuador, Cristobal re! ? ‘ > ‘ 25 gs, 50,000 Ibs, fhittaker, Clark & 
La Touraine, Havre ons — a 6, 300 "ion. "War astern Mfg Co, i” cs Pan Plate Glass Co, Goth- ars Daniels, Francisco, Hull 
ARSENIC, SULPHITH—2 cs, L H Butcher & Panama, Cristobal ; and, Antwerp & , MYROBALANS—2,183 pockets, 120,065 Ibs, 
Co, Port Macquaire, London _ 735 bes, 73,500 lbs, Franklin Baker & Co, GLAUBER SALT—199 cks, 119,400 ibs, E Hammond & Carpenter, Penang Maru, 
BALSAM—50 dms, Dodge & Olcott Co, Maine, Panama, Cristobal puter & Co, Minnekahda, Hamburg _ } _, Calcutta 
London 768 bes, 76,800 lbs, M A De Leon & Co, 129 bbls, 107,276 Ibs, Innis, Speiden & Co, NUTMEGS—82 cs, 5,330 Ibs, Catz American 
TOLU—T8 cs, 1,800 Ibs, Dodge & Olcott Co, Panama, Cristobal Saxonia. Hamburg _ Co. Ryndam, Rotterdam 
Ecuador, Salvador 342 bes. 34,200 Ibs, Robert Wilcox, Panama, GLUE—10e pgs, 11,000 Ibs, American Express 50 bgs, 6,250 Ibs, Merchants National Bank, 
8 cs, 800 lbs, Dodge & Olcott Co, Ecuador, Cristobal Co, Cedric, Liverpool Bronte, Trinidad 
Cristobal 703 begs, 70,300 lbs, Di Giorgio & Co, 31 bls, 3,410 lbs, T M Duche & Sons, OIL—3 bbls, Fezandie & Sperrle, La Touraine, 
6 cs, 600 lbs, Com! Bank of Spanish Amer- Princess May, Jamaica Gothland, Antwerp Havre 
0cs, 1,000 Ibs, ‘Neuss, Hesslein & C 100 gs, 10,000 ‘Ibs, Balboa Trading Cp, GOLD LEAF—2 cs, 147 Ibs, A G Pritchard & AlMOND 4 cs, 140 Ibs, J Manheimer, Patria, 
Via Sagua, Aguadilla BS cele Co, Mount Clay, Hamburg 10 cs, 350 Ibs, Dodge & Olcott Co, Mai 
15 ns “ays 00 Ibe ni amburger, Polhenius & gs, 1,400 lbs, Bovina Trading Co, GUAIACOL—15 demj, Hensel, Bruckmann & anda Ss, Vodg co 70, Maine, 
» cs, i) Ss é ) er, olhenius & a . a ‘ 4 ; 
Sagu a, Aguadilla Lorbacher, Seydlitz, Bremen BAY—9 cs, 360 Ibs, Santoni & Co, Porto 


Co, Panama, Cristobal ae 1s Bake ‘Yoconut Co, . =a 2 - 
6 cs, 600 lbs, Husseman & Co, Panama, ~ ks Rico’ noe a GUM, ALOES—50 cs, Suzarte & Whitney, Rico, Arroyo 
orto Rico, Mays Z 


Cristobal “iene, are A ae > ico, Philadelphia, Curacao : BERGAMOT—50 cs, 4,114 Ibs, Geo Lueders 
BARK, MEDICINAL—3 bls, Anderson, Hillier = ee lbs, A Papalia, Porto Rico 100 cs, Selma Mercantile Co, Philadelphia, & Co, Jacona, Messina , 
Co. Prest Wilson, Trieste an ee ivesey Curacao CASSIA—30 cs, 1,980 Ibs, Arnhold Bros & 
100 bes, 11,000 Ibs, ‘Anderson: Hillier Co, 130 bes. 1.000 Vas, Bileth & Livesey, 421 cs, Suzarte & Whitney, Commewyne, Co Ajax, Hongkong - 
Mount Clay, Hamburg git tne Mae Ree tees ie ‘ tan 2 Curacao : CHALMOOGRA—25 dms, National Bank of 
SOAP—20 bes, 2,200 Ibs. A Stallmann & Co, “10 bee, wo, a eae Baker & Co, ARABIC—200 bgs, 44,000 bls, Brown Bros & America. City of Bagdad, Calcutta ? 
Wurtemberg, Hamburg ene ee ee : iia tee Co, Penang Maru, Port Sudan he CHINA WOOD—250 cks, 12,500 gis. Balfour, 
BARIUM, CARBONATE—93 clas, 53,154 Ibs, 230 begs, eee A S Lascelles & Co, 1,050 bgs, 251,000, Ibs, Thurston & Braidich, Williamson & Co, Ajax. Hankow 
Hans Hinrichs Chem Co, America, Bremen FORO, Sener as inc intel ala Le Penang Maru, Port Sudan 713 tons, 25 cwt, 2-4, L C Gillespie & Sons, 
CHLORIDE—30 coke: 18000 Ibs, Hans Hin- eae einer -_ Franklin: Dokat & < 453 bgs, 99,660 lbs, Brown Bros & Co, Pen- Ajax, Hankow ? . 
richs Chem Co, Minnekahda, Hamburg sogota, Bingston ; » C ang Maru, Port Sudan q bad 7.0 Tile 
PEROXIDE—45 dms, JW Hampton, Jr, & 2,413 bgs, 241,300 lbs, Dunham Mfg Co, 250 bgs, 55,000 lbs, T M Duche & Sons, TN ee fe a C T Wilson 
Co, Port Macquarie, London av cstris,. Trinidad 30 lbs, Brown Bros & Penang Maru, Port Sudan 25 ams. 25,000 Ibs, Gotiman Ma hs & C 
,EANS, MEDICINAL—2 bgs, 403 lbs, Peek & DESK , cs, 110,960 ibe rown ‘ 50 bgs, 11,000 lbs, Brown Bros & Co, Pen- iathiaenha. Caines _e cas 9, 
Velsor, Wurtemberg, Hamburg Co, Matniamba, ~olome « . Ls ae ang Maru, Port Sudan on ¢ 20 ( aed : 
VANILLA—13 cs, 1,635 lbs, McLaughlin, AS 0, TRESS. See, ee <0 616 bes, 135,520 lbs, Orbis Product Trading ee tener Te Mulls, Bone & 
Gormley & King, Niagara, Bordeaux _Kathlamba, Colombo ; Co, East Side, Port Sudan Pid . ; Vt + 
32 cs, 4,000 Ibs, J N Limbert & Co, Niagara, 250 cs, 32,500 Ibs, British Bank of South 111 bgs, 24,420 lbs, T M Duche & Sons, Oe en YB Henteretn, & Co, 
Bordeaux : Africa, Kathlamba, Colombo : East Side, Port Sudan 18 dms, 18,000 lbs. Catz American Co, Half 
41 cs, 5,125 Ibs, J N Limbert & Co, East 280 “cn, 50,00 SS eee eta 227 bgs, 49,940 Ibs, Jacques, Wolff & Co, Moon, Batavia | a 
Side, Bordeaux Co, Kathlamba,. Colombo ee Macquarie, London ae &: F . 
1 cs, 125 lbs, A Joensson & Co, Kathlamba 607 cs, 78,910 lbs, T M Duche & Sons, CHICLE—28 bgs, 3,360 Ibs, J A Medina & Co, COLZA—10 cks, 500 gls, J A Miller, Lafa- 
Colombo ; Kathlamba, Col mbo_ ire Trust Monterey, Vera Cruz ; yette, Havre 
1 «s, 125 lbs, H Triest & Co, Monterey, 100 cs, 13,000 lbs, Central United Trus 58 bdls, 11,600 Ibs, J A Medina & Co, ESSENTIAL—7 cs, Geo Lueders & Co, Prest 
Vera Cruz si Co, Kathlamba, Colombo 2 Monterey, Progreso Wilson, Trieste , 
11 cs, 1, Ibs) Gomez & Sloan, Ine, 592 cs, 76,960 lbs, T M Duche & Sons, COPAL—50 cs, 10,750 lbs, L C Gillespie & 1 cs, Chemical National Bank, Mount Clay, 
Monterey, Vera Cruz Kathlamba, ¢ olombo 4 catt Sons, Ajax, Singapore 3 Hamburg 
34 cs, 4,2 Ibs, J N Limbert & Co, Lafa- 1,082 cs, 140,660 lbs, Dodwell & Co, Kath- 64 bgs, 9,600 Ibs, L C Gillespie & Sons, 2 cs, Morana, Inc, Majestic, Southampton 
yette, Havre lamba, Colombo st edn Ajax, Singapore 2 cs, Morana, Inc. Majestic, Basle 
BITUMEN—17 cs, Knauth, Nachod & Kuhne, 800 cs, 104,000 Ibs, 1 M Duche & Sons, 60 /b 9,000 lbs, Toch Bros, Port Mac- 2 cs, Morana, Inc, Niagara, Bordeaux 
Dante Aleghieri, Genoa Half Moon, Colombo . Half quarie, London 19 cs, Chas Baez, Niagara, Bordeaux 
10 cks, Knauth, Nachod & Kuhne, Dante 386 cs, 50,180 lbs, Dodwell & Co, Ha 15 bgs, 2.250 Ibs, G W S Patterson & Co, 3 cs, Geo Borgfeld & Co, Patria, Marseilles 
Aleghieri, Genoa Moon, Colombo Cedric, Liverpool ee J 6 cs, Ungerer & Co, Patria, Marseilles 
BLANC FIXE—80 cks, 56,000 lbs, J W Hamp- COLORS—2 s, 4.626 lbs, M  Crumbacher, 116 bgs, 17,400 lbs, S Winterbourne & Co, 11 cs, Morana, Inc, Patria. Marseilles 
~ ton, Jr, & Co, Port Macquarie, Londot Mount Clay, Hamburg Gothland, Antwerp _ pa 17 cs, Lautier fils, Patria, Marseilles 
270 bes, 50,000° Ibs, ; rw H mpton Ir, & 31 ces, Ambi Industrial Works, Mount Clay, oa oe cs, 21,500 Ibs, L C Gillespie 4 cs, W J Bush & Co, Port Macquarie, Lon 
pane a, aS - POU, UES SN aene benehiel & Sons, Ajax, Singapore nl 
° or quarie ondo Hamburg ~ : . . 
is 4 ve Mac eee Lond - r 6 « ‘5 Pay oF Ruhl & Co, Mount Clay, Ham- 100 cs, 21,500 lbs, Innes & Co, Ajax, Singa- 2 cs, Ungerer & Co, Port Macquarie, London 
BLEACHING POWDER—75 cs, H  Kohn- burg pore 2 es, Parfums de Valnay, La Bourbonnais, 
stamm & Co, Vulean City, London 6 cs, S Stern, Mount Clay, Hamburg 1 Bet, 58,008 lbs, S Winterbourne & Co, Havre 
BRISTLES—5 cs, 665 lbs, Sigmund Yatter, 1 s, O Hummel Co, Seydlitz, Bremen J jax, Singapore 144 cs, Brown Bros & Co, La Bourdonnais 
Seydlitz, Bremen ; es, Kronfeld, Saunders & Co, Seydlitz, 150 cs, 32,250 lbs, Jaeger & Co, Ajax, Singa- Havre 
40 cs, 5,320 lbs, American Express Co, Bremer ate ” r 25 es Southern Pacific Co, La Bourdonna 
Savills, Bremen ; 1 cs, atenuel: Bruckmann & Lorbacher, oe 10,750 lbs, S Winterbourne & Co, Havre 
50 cs, 6,650 lbs, Jardine Matheson & Co, America, Bremen Ajax, Singapore os Ss ‘ } 
Ajax, Shanghai Pare 2 a: Ladenbe g, Thalman & Co, Lafa- 70 bgs, 10,500 lbs, S Winterbourne & Co, Havre 
55 cs, 7,815 lbs, Dancy Maguire, Ajax, yette, Havre : Ajax, Singapore 2 bbis, Polak 
Tientsin 7 6 cs, B F Drakenfeld & Co, Peninsular 100 cs, 21,500 Ibs, Paterson, Boardman < iam, Rotterdam 
3 cs, 399 lbs, W Schi & Co, Lafayette State, Bremerhaven Knapp, Ajax, Singapore ; 2 18 cs, Polaks Feut 
Noakes 5 aes 5 racer biihe 831 cks, Fezandie & Sperrle, Peninsular 50 cs, 10,750 lbs, Innes & Co, Half Moon, Rotterdam 


1 cs, 133 lbs, Sigmund Yatter, Peninsular State, Bremerhaven Batavia ‘ Me ! + Borgfeld ¢ 70, MW emberg, Ham 
State, Bremerhaven / F 

- ogg 4 . ‘ritzsche Bro Wurtemberg, Ham 

5 bbis, Sigmund Yatter, Peninsular State, e ° ! o 

Bremerhaven Ask An Advertiser. -Be AnAdvertis I as siete 

37 cs, 4,921 lbs, Wm Brandt, Sons & Co, Ss n V2 iser- @ Ve. er 60 cs, B E Levy, Lafayette, Havre 


Maine, London 7 vs, G J Wallau, Lafayette, Havre 
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21 cs, Maurice Levy, Lafayette, Havre 

3 cs, Southern Pacific Co, Lafayette, Havre 
13 cs, J Dupont, Inc, Lafayette, Havre 

11 cs, F M Prindle & Co, Lafayette, Havre 

51 cs, Chas Baez Lafayette, Havre 

4 cs, Morana, Inc, Lafayette, Havre 

26 cs, E Utard, Lafayette, Havre 

2 cs. Bank of Manhattan, Lafayette, Havre 

5 es, M J Corbett & Co, Lafayette, Havre 
135 cs, A Bourjois & Co, Lafayette, Havre 

20 cs, Abraham & Straus, Lafayette, Havre 

19 cs, A H Smith & Co, Lafayette, Havre 

9 cs, Geo Lueders & Co, Lafayette, Havre 

4 cks, Bank of New York, Lafayette, Havre 

48 cs, Rogers & Gallett, Lafayette, Havre 

3 cs, E Fougera & Co, Lafayette, Havre 

6 cs, J J Gavin & Co, Lafayette, Havre 

2 cs, C W Sellers, Lafayette, Havre 

2 es, First National Bank, Lafayette, Havre 

1 cs, American Excelsior Trading Co, Lafa- 
yette, Havre 

1 cs, Dodge & Olcott Co, Lafayette, Havre 

14 cs, Belgian Trading Co, Lafayette, Havre 

2 cs, F B Vandegrift & Co. Gothland, Ant- 
werp 

18 cs, Lautier fils, La Touraine, Havre 

1 cs, American Express Co, La Touraine, 
Havre 

149 cs, D B Levy, La Touraine, Havre 

& dms, Geo Lueders & Co, Janus, Alicante 

5 cs, A D Shaw & Co, Maine, London | 

GERANIUM—45 pkgs, Geo Lueders & Co, 

Patria, Marseilles 

4 cks, Bank of Manhattan, 


seilles 
HAARLEM—5 cs, 725 lbs, C L Huisking, 
A G Cailler, 


Patria, Mar- 


Ryndam, Rotterdam 
LEMON—200_ cs, 20,000 Ibs, 
Vulcano, Messina 
50 cs, 5,000 lbs, Magnus, Mabee & Ray- 
nard, Vulcano, Messina 
200 cs, 20,000 lbs, C L Huisking, Vulcano, 
Messina 
125 cs, 12,500 Ibs, 
Vulcano, Messina 
505 cs, 50,500 Ibs, 
Vulcano, Catania 
20 cs, 2,000 Ibs, Barclay Co, Messina, Ca- 
tania 
10 cs, 2,129 Ibs, Whittaker, Clark & Dan- 
iels, Jacona, Messina : 
100 % cs, 8,712 Ibs, Consignee to follow, 
Jacona, Messina 
82 cs, 14,289 lbs, Dodge & Olcott Co, Ja- 
cona, Messina 
LEMON GRASS—6 dms, A Rosenthal & Sons, 
Ecuador, Cristobal i 
LINSEED—405 bbls, 20,250 gis, Elbert & Co, 
Ryndam, Rotterdam : 
70 bbls, 3,500 gis, Netherland Chem Wks, 
Ryndam, Rotterdam 
294 bbis, 14,700 gis, 
Ryndam, Rotterdam 
586 bbls, 29,300 gis, Balfour, 
& Co, Francisco, Hull 
809 tons, 7 cwt, 2-14, Balfour, Williamson 
& Co, Francisco, Hull 
300 bbis, 15,000 gis, Elbert & Co, 
cisco, Hul 1 
1,151 bbls, 57,550 gis, Nairn Linoleum Co, 
Francisco, Hull 
OLIVE—250 bbls, 12,500 gis, Irving National 
Bank, Sahale 


Consignee to follow, 


Leghorn Trading Co, 


Oceano Trading Co, 


Williamson 


Fran- 


32 cs, 320 gis, Perceval, Inc, Niagara, 
Bordeaux 

50 cs, 500 gis, F H Leggett & Co, Niagara, 
Bordeaux 


105 cs, 1,050 gis, Orbis Product Trading 
Co, Patria, Marseilles , 
57 cs, 570 gis, H Kellog & Son, East Side, 
Bordeaux 

100 cs, 1,000 gis, J E Christiani, 
Alighieri, Genoa c 
100 cs, 1,000 gis, Nationa] Bank of Com, 
Dante Alighieri, Genoa 

30 cs, 300 gis, Smith & Nessle, Datne Ali- 
ghieri, Genoa 

300 cs, 3,000 gls, Musa Bros & Co, Dante 
Alighieri, Genoa 

375 cs, 3,750 gis, Caldwell & Co, 
Alighieri, Genoa : 

60 cs, 600 gis, A Massart, Dante Alighieri, 
Genoa 

400 cs, 4,000 gis, Irving National Bank, 
Dante Alighieri, Genoa 

110 cs, 1,100 gls, E Mazzardi, Dante Alli- 
ghieri, Genoa E 

65 cs, 650 gis, J Garneau & Co, Dante Ali- 
ghieri, Genoa 

75 cs, 750 gis, People Trust Co, Dante Ali- 
ghieri, Genoa 

20 cs, 200 gis, Latorraca Bros, Dante Ali- 
ghieri, Genca : 

100 cs, 1,000 gis, Della Monica, Dante Ali- 
ghieri, Genoa 

50 cs, 500 gls, F P Waterbury, Dante All- 
ghieri, Genoa 

130 cs, 1,300 gls, J Solari & Co, 
Alighieri, Genoa L 

175 cs, 1,750 gis, Cellasine Co, Dante Ali- 
ghieri, Genoa 

410 cs, 4,1(0 gis, M P Tribuno, Dante Ali- 
ghieri, Genoa 

200 cs, 2,000 gsl, C B Comanny, Dante Ali- 
ghieri, Genoa 

2,400 cs, 24,000 gis, Various 
Dante Alighieri, Genoa 

100 cks, 5,000 gis, American Express Co, 
Dante Alighieri, Genoa 

100 bbls, 7,500 gis, Irving National Bank, 
Janus, Leghorn 

372 cs, 3,720 gls, Various consignees, Janus, 
Leghorn 

1,000 cs, 10,000 gls, F Romeo & Co, Janus, 
Leghorn 

500 cs, 5,000 gls, East River National Bank, 
Janus, Leghorn 

110 cs, 1,100 gis, 
Janus, Leghorn 

25 bbls, 1,250 gis, Baring Bros & Co, Janus, 
Malaga 

400 cs, 4,000 gls, F H Leggett & Co, Janus, 


Dante 


Dante 


Dante 


consignees, 


Leghorn Trading Co, 


Malaga 

25 cs, 250 gis, Bridgetts & Co, Janus, 
Malaga 

70 bbls, 700 gis, Equitable Trust Co, Janus, 
Malaga 


200 cs, 2,000 gis, East River National Bank, 
Janus, Malaga 
East 


50 bbis, 2,500 gis, 
Bank, Malaga 
100 bbls, 5,000 gls, A E Rittwagen, Janus, 
Malaga 
100 bbls, 5,000 gis, State Bank of New 
York, Janus, Malaga 
OLIVE FOOTS—150 bbls, 7,500 gis, 
Bros & Co, Janus, Leghorn 
100 bbls, 5,000 gis, First National Bank, 
Janus, Leghorn 
ORANGE—30 cs, Huth, Gillespie & Co, Me- 
tapan, Kingston 
50 cs, 8,580 lbs, Dodge & Olcotot Co, Ja- 
cona, Messina 
PALM—13 cks, 560 gis, Niger & Co, Cedric, 
Liverpool 
PETROLEUM, 
Oil Co, Caddo, Peru 
80,000 bbls, 3,360,000 gis, Tidewater Oil Co, 
Byron D Benson, Port Lobos 
30,000 bbls, 1,260,000 gis, Standard Oil Co, 
F W Weller, Port Lobos 
65,000 bbls, 2,730,000 gis, 
Pennsylvania, Port Lobos 
65,000 bbls, 2,730,000 gis, Standard Oil Co, 
Ario, Port Lobos 
66,000 bbls, 2,772,000 gis, Huasteca Petro- 
leum Co, W H Doheny, Tampico 
65,000 bbls, 2,730,000 gis, Standard Oil Co, 
Agwisia, Port Lobos 
66,000 bbls, 2,772,000 gis, Huasteca Petro- 
leum Co, P H Harwood, Tampico 
RAPESEED—500 dms, Vacuum Oil Co, Ced- 
ric, Liverpool K 
500 bbis, 2,5 gis, Vacuum Oil Co, Cedric, 
Liverpool 
5 bbls, 250 gls, E S Kuh & Volk Co, Fran- 
cisco, Hull 
20 bbis, 1,000 gls, B H Kellogg & Co, Fran- 
cisco, Hull 


River National 


Brown 


CRUDE-—S8,890 tons, Standard 


The Texas Co, 





pia IEE 


OIL PAINT AND 


150 bbls, 7,500 gis, National City Bank, 
Francisco, Hull 
1,500 bbis, 75,000 gls, Vacuum Oil 
Francisco, Hull 
ROSE—1 cs, Cospodin 
Wilson, Trieste 
YLANG YLANG—11 cs, Geo 
Patria, Marseilles e 
OCHER, POWDERED—150 bbls, 117,000 Ibs, 
J Lee Smith & Co, Patria, Marseilles 
792 bbls, 617,760 Ibs, Reichard Coulston, 
Inc, Patria, Marseilles 
OPIUM—55 cs, 9,900 Ibs, Consignees to follow, 
Sahale, Salonica 
ORANGE WATER—5 cks, J 
Patria, Marseilles ‘ 
PAPAIN—2 cs, 92 Ibs, A Joensson & Co, Kath- 
lamba, Colombo 
PAPRIKA—28 bgs, 3,640 Ibs, Betanconst Bros, 
Janus, Alicante 
200 bes, 26,00 Ibs, J Carnana, Janus, Ali- 
cante ; 
35 bes, 4,550 Ibs, L Crosley, Janus, Alicante 
50 bgs, 6,500 Ibs, A C Spencer & Co, Janus, 
Alicante 
25 begs, 3,250 Ibs, Gomez, 
tinez, Janus, Alicante 
PAW_PAW JUICE—10 cs, 550 Ibs, Carter, 
Cummings & Co, Kathlamba, Colombo 
16 cs, 880 Ibs, Overton & Co, Maine, London 
PEPPER, BLACK—2,300 bgs, 345,000 lbs, Catz 
American Co, Half Moon, Batavia 
882 begs, 132,300 Ibs, J R Henderson & Co, 
Half Moon, Batavia 
1,503 bes, 225,455 lbs, Catz American Co, 
Half Moon, Batavia 
WHITE—335 bgs, 50,250 lbs, Jaeger & Co, 
Ajax, Singapore 
500 bes, 7,500 Ibs, Jaeger & Co, Half Moon, 
Batavia 
750 begs, 112,500 Ibs, F R Henderson & Co, 
Half Moon, Batavia 
1,000 begs, 150,000 Ibs, Catz American Co, 
Half Moon, Batavia 
280 bgs, 14,00 Ibs, C T Wilson & Co, Half 
Moon, Singapore 
PERFUMERY, sSYN—2 cs, J W Lyon & Co, 
Ryndam, Rotterdam 
6 cs, Morana, Inc, Ryndam, Rotterdam 
1 dm, Polak’s Frutal Works, Inc, Ryndam, 
Rotterdam 
PIMENTO—1,050 bgs, 136,500 Ibs, J E Kerr & 
Co, Princess May, Jamaica 
69 begs, 8,970 Ibs, J E Kerr & Co, Bogota, 
Kingston 
PLASTER—1,800 tons, J B King & Co, D M 
Munro, Windsor 
1,850 tons, J B King & Co, Wildwood, Hills- 
boro 
1,800 tons, J B King & Co, 
John, Windsor 
3,400 tons, J B King & Co, Wm B Fanchar, 
Windsor 
2,400 tons, 
Walton 
PLUMBAGO-—30 bbls, 18,000 Ibs, H W Peabody 
& Co, Penang Maru, Colombo 
20 bbis, 12,000 Ibs, H W Peabody & Co, 
Kathlamba, Colombo 
220 bbls, 132,000 Ibs, G F Pettinos, Kath- 
lamba, Colombo 
311 bbis, 186,600 lbs, G F Half 
Moon, Colombo 
POTASH—62 cks, 31,000 Ibs, A Klipstein & Co, 
Wurttemburg, Hamburg 
BROMIDE—74 cs, 13,611 Ibs, Blackburn 
Trading Co, Mount Clay, Hamburg 
12 cs, 3,128 Ibs, Kucharin Trading Co, 
Wurttemburg, Hamburg 
CARBONATE—150 cks, 171,600 Ibs, A Klip- 
Stein & Co, America, Bremen 
51 bbls, 69,390 lbs, Brown Bros & Co, Sax- 
onia, Hamburg 
CHLORATE—500 bbls, 250,000 Ibs, 
Product Co, Patria, Marseilles 
CHROMATE—12 cks, 2,851 lbs, Pfaltz & 
Bauer, America, Bremen 
HYDROXIDE--22 cs, 5,616 Ibs, 
Bauer, America, Bremen 
MURIATE—1,000 bgs, 200,000 Ibs, A Vogel, 
Peninsular State, Bremerhaven 
PERCHLORATE—100 bbls, 50,000 Ibs, Meteor 
Product Co, Patria, Marseilles 
SULPHATE—2,000 bgs, 400,000 lbs, A Vogel, 
Mount Clay, Hamburg 
30 bbis, A Vogel, Seydlitz, Bremen 
100 bbis, 12,716 lbs, A Vogel, America, 
Bremen 
1,000 bgs, 200,000 Ibs, A Vogel, Peninsula 
State, Bremerhaven 
QUICKSILVER—500 flasks, 37,500 Ibs, 
Bros, Old North State, London 
QUININE SULPHATE—14 cs, 7,000 oz, R W 
Greef & Co, Ryndam, Rotterdam 
ROCHELLE SALT—100 cks, Wm 
Ryndam, Rotterdam 
ROOTS, ALKANET—17 bis, 2,270 Ibs, J L 
Hopkins & Co, Wurttemburg, Hamburg 
COLCHICUM—164 bgs, J L Hopkins & Co, 
Wurttemburg, Hamburg 
IPECAC—1 cs, 200 lbs, M A De Leon & Co, 
Panama, Cristobal 
JALAP—30 bgs, 5,400 Ibs, Anderson, Hillier 
Co, Monterey, Vera Cruz 
14 bgs, 2,520 lbs, Traders’ Service Co, Mon- 
terey, Vera Cruz 
LICORICE—10 bgs, 2,197 lbs, S B Penick & 
Co, Janus, Marseilles 
MEDICINAL—l4 bls, 2,041 Ibs, Anderson, 
Hillier Co, Mount Clay, Hamburg 
ORRIS—72 bgs, 11,088 lbs, P H Petry & Co, 
City of Eureka, Leghorn 
55 bgs, 6,606 lbs, G W Sheldon & Co, City 
of Eureka, Leghorn 
68 bgs, 11,171 lbs, G W 
City of Eureka, Leghorn 
RHUBARB—12 cs, 2,580 Ibs, John 
egan, Port Macquarie, London 
12 cs, 2,580 lbs, McKesson & Robbins, Port 
Macquarie, London é 
SARSAPARILLA—10 bls, 2,000 Ibs, Traders’ 
Service Corp, Monterey, Vera Cruz 
25 bis, 5,000 lbs, H Triest & Co, Inc, Mon- 
terey, Vera Cruz 
YELLOW DOCK-—28 bgs, Anderson, Hillier 
Co, Maine, London 
ROSE WATER—50 cs, 
Patria, Marseilles 
RESIN—7 cs, Peek & Velsor, Presidente Wil- 
son, Trieste 
6 cs, Ungerer & Co, Patria, Marseilles 
SAFROL—5 dms, 6,573 Ibs, Fritzsche Bros, 
Wurttemberg, Hamburg 
SAGO FLOUR—724 bgs, 108,600 Ibs, L Little- 
john & Co, Ajax, Singapore 
1,120 bgs, 168,000 lbs, Jaeger & C 
Singapore 
786 bgs, 117,900 Ibs, 
Moon, Singapore 
SEEDS, AMBRETTE—4 bgs, J L Hopkins & 
Co, Janus, Marseilles 
ANISE—200 bgs, 22,000 lbs, C E Armstrong, 
City of Eureka, Barcelona 
60 bgs, 6,600 lbs, McLaughlin, Gormley & 
King, Janus, Alicante 
ANNATTO—I17 bgs, 3,400 Ibs, A S Lascelles 
& Co, Bogota, Kingston 
60 bgs, 12,000 lbs, J E Kerr & Co, 
Kingston 
CANARY—645 bgs, 70,950 lbs, W R Grace 
& Co, Bronte, Buenos Aires 
CARDAMOM—19 cs, 1,710 lbs, A Joensson & 
Co, Kathlamba, Colombo 
88 cs, 3,420 lbs, A Joensson & Co, 
Mackay, Colombo 
CELERY-—5S0 bls, F W Gertzen & Co, Capto, 
Marseilles 
100 bgs, A Joensson & Co, 
seilles 
FENNEL—31 bgs, 4,419 lbs, 
Janus, Marseilles 


MEDICINAL—11 bgs, Anderson, 
Presidente Wilson, Trieste 


Co, 


Jortcheff, President 


Lueders & Co, 


Manheimer, 


Ferran & Mar- 


Lewis H St 
Danebrog, 


Rock Plaster Corp, 


Pettinos, 


Meteor 


Pfaltz & 


Haas 


Neuberg, 


Sheldon & Co, 


Schoen- 


Dodge & Olcott Co, 


Ajax, 


Jaeger & Co, Half 


Bogota, 


Clan 


Janus, Mar- 
Melivain Bros, 


Hillier Co, 


a Seer 


DRUG REPORTER 


8 bgs, 1,001 libs, Anderson, Hillier Co, 
Mount Clay, Hamburg 
73 begs, W J Bush & Co, Magara, Bordeaux 
MUSTARD—250 begs, 50,000 lbs, R F Down- 
ing & Co, Maine, London 
SUNFLOWER—1,010 bgs, 111,100 Ibs, W R 
Grace & Co, Bronte, Buenos Aires 
SHELLAC—500 bgs, 82,000 lbs, E E Andro- 
vette, City of Bagdad, Calcutta 
100 cs, 16,400 lbs, Rogers & Pyatt Shellac 
Co, Panang Maru, Calcutta 
200 bgs, 32,800 lbs, Mitsui & Co, Panang 
Maru, Calcutta 
125 bgs, 20,500 lbs, Ralli Bros, Port Mac- 
quarie, London 
300 bgs, 49,200 lbs, E E Androvette, Kath- 
lamba, Calcutta 
GARNET LAC—33 bgs, 5,412 lbs, Kasebier, 
Chatfield Shellac Co, Saxonia, Hamburg 
SOAP—21 cs, 1,050 lbs, Hensel, Bruckmann & 
Lorbacher, Mount Clay, Hamburg 
6 bbls, A H Ringk & Co, America, Bremen 
77 cs, Park & Tilford, La Touraine, Havre 
750 cs, 35,393 lbs, C L Huisking, Janus, 


Leghorn 

750 cs, 35,479 lbs, Leghorn Trading Co, 
Janus, Leghorn 

750 cs, 35,347 lbs, J D Nordlinger, Janus, 
Leghorn 


SODA, HYPOSULPHIDE—200 cks, 100,000 Ibs, 
Weisenthal & Co, Minnekahda, Hamburg 
NITRATE—75,376 begs, 15,075,200 Ibs, H J 
Baker & Bro, Gasconier, Ostend 
PERBORATE—25 dms, 4,881 lbs, Hans Hin- 
richs Chem Corp, Saxonia, Hamburg 
SULPHYDRATE—37 dms, 33,300 ibs, C 8S 
Grant & Co, Seydlitz, Bremen 
74 dms, 62,927 lbs, C S Grant & Co, Amer- 
ica, Bremen 
74 dms, 67,927 lbs, C S Grant & Co, Penin- 
sula State, Bremerhaven 
SPONGES—357 bis, 5,700 Ibs, A 
Siboney, Havana 
SQUILLS—50 bgs, Anderson, Hillier Co, 
cano, Palermo 
SUMAC—350 bgs, 52,500 lbs, Mediterranean & 
General Traders, Inc, Vulcano, Palermo 
700 bgs, 105,000 lbs, Neumann & Co, Vul- 
cano, Palermo 
250 bgs, 37,500 Ibs, Lunham & Moore, Vul- 
cano, Palermo 
350 begs, 52,500 Ibs, A Klipstein & Co, 
cano, Palermo 
TALC—600 bgs, 120,000 Ibs, Hammill & Gil- 
lespie, East Side, Bordeaux 
900 bgs, 180,000 lbs, L A Salomon & Bro, 
‘East Side, Bordeaux 
2,650 bes, 530,000 Ibs, Chas Mathean, Dante 
Aleghieri, Genoa 
400 begs, 80,000 lbs, L A Salomon & Bro, 
Dante Alighieri, Genoa . 
300 bgs, 60,000 Ibs, C B Chrystal, 
Aleghieri, Genoa 
TAMARINDS—5 bbls, M J Walsh, Wm Tupper, 
Dominica 
TAPIOCA FLOUR—940 bgs, 131,600 Ibs, Stein, 
Hall & Co, Half Moon, Batavia 
1,000 bgs, 140,000 lbs, Equitable Trust Co, 
Half Moon, Batavia 
1,841 bgs, 257,740 ibs, Java American Ex- 
port Co, Half Moon, Surabaya 
762 bgs, 106,680 Ibs, Spier, Simons & Co, 
Half Moon, Surabaya 
7 bgs, 1,050 Ibs, Perkins Glue Co, 
Moon, Surabaya 
1,525 bgs, 61,000 Ibs, 
Half Moon, Surabaya 
PEARL-—738 bgs, 103,320 lbs, J W Phyfe & 
Co, Ajax, Penang 
600 begs, 84,000 Ibs, J H Recknagel & Sons, 
Ajax, Singapore 
SEED—400 bgs, 56,000 lbs, East Asiatic Co, 
Ajax, Singapore 
358 begs, 54,320 lbs, Catz American Co, Half 
Moon, Batavia 
TARTAR, CRUDE—16 cks, 19,388 lbs, Tartar 
Chem Works, City of Eureka, Leghorn 
30 cks, 33,400 lbs, Tartar Chem Works, Vul- 
cano, Naples 
20 cks, 23,911 Ibs, 
Janus, Leghorn 
VALONIA--515 bgs, 123,000 lbs, G W Sheldon 
& Co, Sahale, Smyrna 
VARNISH—20 cs, A E  Louderback, 
London 
VENETIAN RED—50 cks, 30,000 lbs, J Lee 
Smith & Co, Vulcan City, London 
WAX, BEES—7 bgs, 1,050 Ibs, Cordillera Com 
Co, Lake Winthrop, Puerto Plata 
5 bes, 750 lbs, Yglesias Co, Inc, Luksefjell, 
Sanchez 
85 cs, Davies, 
Havre 
440 pkgs, 112,000 Ibs, 
Co, Clontarf, Lisbon 
ZINC OXIDE—150 bbls, 45,000 Ibs, Reichard, 
Coulston, Inc, Patria, Marseilles 
66 cks, 19,800 Ibs, L H Butcher & Co, 
Cedric, Liverpool 
200 bbis, 60,000 Ibs, B F Drakenfeld & Co, 
Ryndam, Rotterdam 
SULPHIDE—2 cs, 435 lbs, Schrader & Euler, 
Wurttemburg, Hamburg 


Imports at New York in Transit 


ACID, CITRIC—300 cks, 33,000 lbs, Goffney, 
Palermo, South America 
ANILINE COLORS—13 cks, 3,900 lbs, W V 
Doorn, Ryndam, Rotterdam, Toronto 
1 ck, 300 lbs, L B Fortner & Co, Lafayette, 
Havre, Philadelphia 
COCONUT—200 cs, 24,000 Ibs, 
Colombo, Boston 
GAMBIER—147 begs, 22,050 Ibs, E Bonstead & 
Co, Ajax, Singapore, Boston 
IODINE—22 kgs, 2,530 Ibs, Maine, 
Philadelphia 
LOGWOOD EXTRACT—70 cks, 28,000 Ibs, 
West Indies Chem Works, Metapan, King- 
ston. Antwerp 
cCSSENTIAL 
Mail S S Co, 
Cruz 
LINSEED—576 bbls, 28,800 gis, Patton, Pit- 
cairn, Ryndam, Rotterdam, Pittsburgh 
MINERAL—75 bbls, Janus, Marseilles, Phila- 
delphia 
OSSEINE—1,590 bgs, 
Bordeaux, Boston 
PEPPER, BLACK—125 bgs, 18,750 lbs, Ajax, 
Singapore, Montreal 
25 bgs, 3,750 lbs, Ajax, Singapore, Quebec 
WHITE—125 bgs, 18,750 Ibs, Ajax, Singapore, 
Montreal 
25 bes, 3,750 lbs, Ajax, Singapore, Quebec 
ROOT, GINGER—I18 bgs, 2,340 lbs, Metaphan, 
Kingston, London 
SEED, CORIANDER—250 bgs, 27,500 Ibs, 
Janus, Marseilles, Philadelphia 
SODA, CAUSTIC—87 dms, 60,900 Ibs, Cedric, 
Liverpool, Vera Cruz 
SPONGES—10 bls, 1,000 lbs, Siboney, Havana, 
Montreal 
TAPIOCA, PEARL—25 bgs, 
Singapore, Quebec 
175 begs, 24,500 lbs, Ajax, Singapore, Mon- 
treal 
SEED—25 bgs, 
Quebec 
50 bgs, 7,000 lbs, Ajax, Singapore, Montreal 


Isaacs & Co, 


Vul- 


Vul- 


Dante 






Half 


Catz American Co, 


Tartar Chem Works, 


Maine, 


Turner & Co, Lafayette, 


Strohmeyer & Arpe 


Kathlomba, 


London, 


New York & Cuba 
Havre, Vera 


14 cs, 
Lafayette, 


OIL, 


174,900 lbs, East Side, 


3,500 Ibs, Ajax, 


3,500 lbs, Ajax, Singapore, 


Containers Returned 


BARRELS—365, West India Oil Co, Clare, .San 
Juan 
13, West 
mingo 
153, West 
Hamilton 
CYLINDERS—2, G 
Nicaragua 
1, H L Hershey, Algonquin, San Domingo 


India Oil Co, Norfolk, San Do- 


India Oil Co, Fort Hamilton, 


Amsinck & Co, Ecuador, 
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30, W R Grace & Co, Algonquin, San 


Domingo 


7, West Indies Sugar Finance Co, Algon- 
quin, San Domingo 

14, Liquid Carbonic Co, Norfolk, San 
Domingo 

9, Armour & Co, Dromore Castle, Cape 
Town 

16, Armour & Co, Dromore Castle, Algoa 
say 


5, Asiatic 
Curacao 
17, H M Ran, Philadelphia, 


Petroleum Co, Philadelphia, 


San Juan 


5, Liquid Carbonic Co, Bogota, Port Co- 
lombia 

360, Simon, Israel & Co, Bogota, Port Co- 
lombia 


51, Swift & Co, Bronte, Buenos Aires 

15, Thomas F Turrill & Co, Sibaney, Hav- 
ana 

DRUMS—15, 

Panama 

13, Liquid Carbonic Co, Panama, Port au 
Prince 

70, The Texas Co, Clare, Mayaguez 

61, Tidewater Oil Co, Clare, Arecibo 

158, Tidewater Oil Co, Clare, San Juan 

115, The Texas Co, Commewyne, Demarara 

25, Gold Seligman, Porto Rico, San Juan 

20, Thomas F Turell & Co, Siboney, Havana 

1,255, A D Strauss & Co, Janus, Casablanca 

391, La. Framex, Janus, Alger 


Recent Charters 
BONES—1,714 tons, S S Nereus, Buenos Aires 
to Philadelphia, $5 


Fidanque Bros & Sons, Panama, 





Imports at Baltimore 


MANGANESE FERRO—600 tons, Rogers, 
Brown & Co, West Quechee, Liverpool! 
ORE—5,577 tons, Lavins Shipping Agency, 

Bassa, Accra 
6,900 tons, Charles Hardy & Ruperti, Lady 
Charlotte, Rio Janeiro 
PETROLEUM, CRUDE—1,680,000 gis, Pruden- 
tial Oil Corp, Borgestad, Tuxpan 
SODA, CAUSTIC—50 cs, Wm H 
Falco, Gothenberg 
NITRATE—8,940 bgs, W R 
Cacique, Iquique 


Imports at Philadelphia 


BARK, CINCHONA—1,198 bls, Blijendijk, 
Rotterdam 

BARIUM CARBONATE—500 bgs, Union Trust 
Co, Blijendijk, Rotterdam 

BARY TES—3653,500 kilos, Irving 
Bank, Blijendijk, Rotterdam 

CHEMICALS—18 cks, J Meyer & Sons, Blijen- 
dijk, Rotterdam 

CHALK, BLOCK—5U0 tons, 
Co, Southwestern Miller, 

500 tons, Baring Bros & Co, 





Mass: n, 


Grace & Co, 





National 





jaring Bros & 
London 


Southwestern 


Miller, London 
CLAY, CHINA—6,530 tons, 17 ewt, various 
consignees, Kofuku Maru, Fowey 
COPRA—20 bgs, Atlantic Fruit Co, Amelia, 


Port Antonio 
CORK BOARDS—1,000 es, 
Co, Besseggen, Seville 
SHAVINGS—650 bls, Armstrong 
Bessengen, Seville 
WOOD—1,200 bls, Armstrong Cork Co, Bes- 
seggen, Seville 
\ 13 dms, Rapidan, Glasgow 
ANESE—1,000 tons, Kathlamba, Ca! 
cutta 
MAGNESITE- 
Ine, Schoharie, Hamburg : 
1,589 bgs, Chas Kurz & Co, Inc, Schoharie, 
Hamburg 
CODLIVER—25 bbls, 
Schoharie, Hamburg 
HAARLEM—2 cs, Genuine Haarlem Oil Co, 
Blijendijk, Rotterdam 
LINSEED—4,547 bbls, 
Blijendijk, Rotterdam 
1,162 bbls, various consignees, Southwestern 
Miller, London 
PALM—24 cks, Meltonian, Liverpool 
PETROLEUM, CRUDE-—94,000 bbls, The 
Sun Co, J N Pew, Tuxpan 
POTASH MURIATE—i500 begs, A Vogel, Scho- 
harie, Hamburg 
PYRITES ORE—6,746 
Narbo, Huelva 
SALICIN—5 es, Powers, Weightmann & 
Rosengarten, Southwestern Miller, London 
SEED, MUSTARD—270 bes, Manchester 
Miller, London 
673 bes, Blijendijk, Rotterdam 


Armstrong Cork 





Cork Co, 





GRE 


MAN 








6,026 bgs, Chas Kurz & Co, 


OIL, Megee Steer Co, 


various consignees, 


tons, The Pyrites Co, 


SODA, SULPHATE—200 bgs, Storm King, 
Antwerp 

SULPHITE—88 dms, National City Bank, 
Storm King, Antwerp 


WOOL GREASE—10 bbls, Manchester Im- 
porter, Manchester 

100 bbls, Fourth Street National 
Manchester Importer, Manchester 


_~e--” 


London Essential Oils 


LONDON, May 12, 1922. 
Is higher at 2 6d. per 
f.—latter May-June 


Bank, 









AINSE OIL. 
pound spot and ec. i. 
shipment. 

CASSIA OIL.—Has gone the turn in 
buyer’s favor at 5s. 3d.@5s. 4'%4d. per 
pound spot for 80-85 per cent. c a.; 
ec. i. f. is 4s. 4%d. 

DILL SEED OIL.—Lower at 
ewt. spot. 

JUNIPER BERRY OIL.—Cheaper at 
6s. 3d.@6s. 6d per pound. 

SPEARMINT OIL.—Higher at 15s. 
spot per pound, with c. i. f. at 14s. 9d. 





30s. per 





Foreign Tariff Notes 


STARCH.—The new budget of the 
Union of South Africa proposes to change 
the import duty on starch from 20 per 
cent. ad valorem to 1c. per pound. 

CHICLE.—The duty on chicle export- 
ed from British Honduras has been de- 
creased from 3c. to 1%c. per pound by an 
ordinance now in effect. The new duty 
applies to chicle produced in the colony 
as well as that shipped in transit through 
the colony. 

OILS.—Lubricating oils, turpentine and 
naphtha are among the materials pro 
posed to be placed on the free import list 
of the Union of South Africa. 


——————— — 


Fuel Oil Schedule Cancelled 


WASHINGTON. May 19, 1922 

Tne Navy Department has issued the 
following announcement in connection 
with its fuel oil requirements on which 
bids were recently requested :— 
Schedule 9631, opening May 23, 1922, covering 
“C"’ grade fuel oil. to be delivered at various 
East Coast points during the period of July 
1, 1922, to December 31, 1922, copies of which 
were recently forwarded to you, is hereby can- 
celled 

It bids have been mailed, they will be re 
turned unopened 


- > 


German Dye Export Tax Cut 


Berlin dispatches report announcement 
by the German Government of a reduc- 
tion in export taxes on dyestuffs. De- 
tails are lacking. 
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Coal Tar Products 
(Continued from page 71) 


and prices very firm at old levels of 
65@70c. per pound for strictly chlorine- 
free goods. The technical grade has 
not been in such extreme demand, but 
resale goods were largely eliminated 
and the market took strength from the 
position of U. S. P., and remained at 
55@60c. 

BETA NAPHTHYL AMINE.—Sales 
at $2.30@2.35 per pound were made in 
some directions. Supplies were tightly 
held for the most part, although, like 
the balance of the coal tar products, 
there were enough weak holders to 
make the securing of supplies at some- 
thing less a possibility. 

CLEVE’'S.—Unchanged at $1.50@1.55 
per pound in first hands, sales have 
been made as low as $1.25 in other di- 
rections, but supplies were extremely 
erratic, and it was impossible to de- 
pend on dealers for stocks. Supplies 
at best were small, but there was such 
a poor demand that factors found car- 
rying them irksome. 

GAMMA.—Makers asked $1.80@2 per 
pound, and there has been some de- 
mand at those prices for small quan- 
tities. Nothing like big business has 
gone through for the past few months, 
and with summer approaching none of 
the makers seemed to expect much in- 
crease in the volume of orders. 

H.—Demand has been light, but sup- 
plies were large and the market was 
unsettled. Some professed to see an 
improvement in inquiries, but the tone 
remained very weak, and prices ranged 
from 85c. to $1 per pound. Supplies 
were much in excess of present con- 
sumptive requirements, and there was 
little doubt that there had been over- 
production to the detriment of stabil- 
ity in prices. 

METANILIC.—Supplies were short 
and pricés more or less nominal at 90c. 
@$1 per pound. There has been no 
demand, and production has been 
practically ended. Only a few small 
stocks remained on hand, and for these 
there was no eall. 

NAPHTHIONIC. Producers have 

lowered the prices of both grades, and 
at the lower prices there been an 
increase in demand. Refined was quot- 
ed at 65@70c. per pound and crude at 
60@65e. 
_ NEVILLE AND WINTHER.—Lead- 
ing producers had ample stocks of this 
material on hand, and reported the 
usual routine call, but little else. The 
market was lacking in interesting de- 
velopments, as prices remained at for- 
mer levels of $1.25@1.30 per pound. 
There was nothing available from 
second hands, and supplies were nar- 
rowly distributed, although by no 
means short. ; 

SALICYLIC.—Both technical and 
U. S. P. grades were strong in tone. 
Resale goods were scarce and difficult 
to locate in quantity, and dealers 
quoted at firm levels. First hand ideas 
of prices were also on the strong side. 
Technical was quoted from 24e. to 
“6c. per pound; and U. S. F., 26e. to 29e. 

SULFANILIC.—Producers reported 
sales at lower prices. Technical was 
quoted from 22c. to 25c. ner pound, ac- 
cording to quantity. Iefforts to hold 
the market steady proved unsuccess- 
ful, as supplies were heavy, and while 
there has been a better demand of late 
there were too many trading in the ma- 
terial. 


Other Intermediates 


ALPHA NAPHTHOL.—Both grades 
were neglected. Crude was in much 
better supply than refined, as some of 
the larger makers had no stocks of that 
grade on hand and were unable to 
quote. Crude was named from $1 to 
$1.15 per pound; and refined from $1.15 
to $1.30. 

ALPHA NAPHTHYL AMINE.—Mak- 
ers quoted at 30c. per pound, but sales 
at slightly less were reported in some 
quarters, although with demand hold- 
ing up well there was little disposition 
anywhere to shade prices. 

ANILINE OIL. Was extremely 
weak and prices were knocked down 
another cent by makers and quoted at 
14@15c. per pound in tanks. Even 
had been accepted in some quar- 
ters early in the week in an endeavor 
to move stocks. Recent estimates on 
the cost of production of this inter- 
mediate indicated that the lowest pos- 
sible price at which it could be made 
was ldc., and that allowed of no profit 
to the maker at all. There have been 
a number of export inquiries received, 
but there has been practically no busi- 
ness transacted as yet. Producers 
stated that while demand has been 
somewhat more active at these low 
the market could not be stabil- 
ized, as there were too many manufac- 
turers and supplies were altogether too 
excessive. Oil for red was nominal] at 
40@45e. per pound, 

ANILINE SALT from 22c¢ 
to 24c. per pound according to seller 
Prime Was not abundant, but 
was weak on account of the dullness. 
Odds and ends of off grade salt have 
been offered by dealers, but the quality 
made unattractive. 

BENZIDINE 
supply, with makers 
to 90c. per pound and 
ited demand at 
goods sold as low as 83c., it 


has 


less 


prices 


99 


Ranged 


salt SO 


prices 
base was in good 
quoting from 85e 
reporting a lim 

prices. Resale 


was stated, 


those 


OIL PAINT AND DRUG REPORTER 


but offerings in that section appeared 
to be greatly exaggerated as to vol- 
oa = ciligent inquiry revealed lit- 

e to be had. Sulfate was zlec 
at 80@85c. ite was neglected 

BETA NAPHTHOL.—Was another 
weak item. Prices sagged sharply to 
24@26c. per pound, and even 23c. was 
broached as a possibility on a firm bid. 
Supplies were being dumped on the 
market, and there was not enough de- 
mand to absorb even a fraction of 
them. This should be the beginning of 
the active season for beta, as there is 
always a good summer call. What this 
summer will bring forth remains to be 
seen, but the opening has not been aus- 
picious to say the least. Sublimed has 
also sold occasionally in a small way 
at 50@55c. per pound, although some 
makers would not quote under 60c. 

BETA NAPHTHYL AMINE.—Tech- 
nica] has been more active since prices 
were reduced to 95c.@$1 per pound. 
Even lower has been rumored, but sup- 
plies were not excessive, and it was 
unlikely that anything lower could be 
had readily. Sublimed remained 
neglected at $1.50@1.55. 

DIMETHYL ANILINE.—Export in- 
quiries have been received for dimethyl, 
but not a great deal of business has 
been done. Foreign buyers have not 
found prices exactly to their taste, but 
the fact that inquiries were sent to 
this market have been taken as an op- 
timistic occurrence. Domestic interest 
was not of the keenest and the market 
rather dragged, with prices from 3é6c. 
to 33 per pound from first hands. 
Dealers have been offering occasional 
lots, but no extensive quantities were 
located in second hands. 

G SALT.—Was very steady at 65@ 
70c. per pound. The market jogged 
along quietly in routine channels, and 
prices have held steady because sup- 
plies were in control of firm hands and 
there has been no overproduction. 

META NITRO ANILINE.—AI] sorts 
of prices have been heard on this ma- 
terial. From to 75ic. per pound 
were quoted in producing quarters, and 
at those levels some business has been 
transacted. Supplies have been on the 
light side, but there was too much com- 
petition to result in a steady tone. 

META PHENYLENE DIAMINE.— 
No change occurred here, but demand 
was fair, and the market did not pre- 
sent such a dreary appearance as other 
sections. Supplies were adequate and 
the range 90c.@$1.05 per pound. Spot 
goods were hard to locate under the $1 
price. 

ORTHO AMINO PHENOL.—Prices 
were lower at $2.20@2.40 per pound, 
with demand showing very little expan- 
sion over that of recent weeks. Sup- 
plies were easy, and the whole market 
tended toward lower levels on account 
of competition. 

PARA AMINO PHENOL.—Base was 
moving fairly well at $1.20@1.25 per 
pound. The market was altogether too 
well stocked, and a good many have 
gracefully withdrawn from the field, 
owing to the heavy supplies and the 
keen state of competition which has 
made it almost impossible to do busi- 
ness at a profit. Factors claimed that 
at $1.25 there was money in the case, 
but under that figure the margin of 
profit vanished. Hydrochloride was 
$1.25 @1.50. 

PARA NITRO 


72c. 


ANILINE.— Interest 
has improved and the market was 
again on one of its upward swings. 
How long the present movement would 
last remained a matter of conjecture. 
Prices were firm at 75@79c. per pound. 
Resale goods were scarce. 

PARA NITRO PHENOL.—A much 
better demand developed and the mar- 
ket showed signs of reviving. Quota- 
tions held at 60@70c. per pound. So- 
dium salt was quoted at 42c. and was 
moving briskly as well. 

PARA PHENYLENE 
Held quite steady at 
pound. Supplies were 
While demand has not 
routine, the tone was even enough, 
and factors did not anticipate any 
changes in the immediate future. 

PARA TOLUIDINE.—Producers in- 
variably quoted at $1@1.10 per pound, 
but business recently has been put 
through at considerably under those 
figures. There was a general aver- 
sion to shading, however, except in 
those cases where by so doing a good 
volume of goods could be disposed of. 

R SALT.—Lower prices were in evi- 
dence here, some makers now quoting 
per pound, while others made 
continued to name 60c. 
not been anything ex- 


DIAMINE.— 
$1.60@1.70 per 
adequate, and 

exceeded the 


at 55c. 
no change and 
Demand has 
ceptional. 
RESORCINOL 
improvement in 


TECHNICAL The 
demand _ previously 
noted has been maintained, and a 
steady tone characterized prices. Quo- 
tations were $1.35@1.40 per pound, ac- 
to seller, and the difference in 
price was attributed to the superior 
quality of the higher priced article. 
Consumers did not seem to show much 
preference either way. 

X YLIVINES.—Have 
a couple of cents and were 
firm at the higher levels, with quota- 
tions now 42@45c. per pound, and a 
good demand at those levels. Supplies 
were none too generous and demand 
has been much better. Basic mate- 
rials were not available at low prices 


cording 


advanced 
extremely 


been 


and even when to be had quantities 


were generally restricted. 


*1° 
Aniline Colors 
Sharply lower prices were in eyl- 
dence on many of the acid colors last 
week. Producers continued to reduce 
prices, although there has been quite 
a good demand for them, The reason 
principally for the continued down- 


ward trend in prices out of proportion 
with the declining costs of production 
has been the excessive competition. 
Textile mills have been running on 
low schedules and consequently con- 
sumption of dyes has been light. Pro- 
duction of colors has been carried on 
in many directions with the result 
that there was now insufficient outlet 
for stocks. Producers have come into 
competition with other producers and 
as the most attractive price wins to- 
day, have cut prices sometimes to 
below actual making costs. 


Among the reductions of the past 
week were changes principally in the 
red acid colors. A number of these 
were now available at extremely at- 
tractive levels from one _ producer. 
Eosine G has been cut to $1.90@2.25 
per pound; Bordeaux was 75c; fuch- 
sine lana B, 7T5c., and phloxine G, 
$1.40. The whole list has_ received 
more or less attention in the matter 
of price readjustments, and it did not 
look as though the end was in sight 


yet. 


Dye License Time Limit Set 


WASHINGTON, May 18, 1922. 

Licenses issued by the dye and chemi- 
eal section of the Treasury Department 
will in the future be limited to use within 
six months after issuance. This has been 
suggested by F. S. Dickson, head of the 
section, and has been approved by the 
chief of the customs service, A treasury 


79 


decision embodying this regulation will be 
issued shortly. 

Heretofore there has been no time limit, 
and occasionally persons have taken ad- 
vantage of this to delay their importa- 
tions over many months, it is said. 


Dye and Color Council 


Discusses Fastness Tests 


A report by J. Merritt Matthews on the 
tests which different fabrics should be 
able to stand to prove the fastness 
of their dye was read at a meeting of 
the National Council of Dyes and Colors 
held last Friday at the United Waist 
League of America, 29 East Thirty- 
second street, this city. 

The report dealt with the tests which 
light, washing, hot pressing, perspiration, 
fresh and salt water, bleaching, weather 
and rubbing put on various materials, 
and methods of predetermining’ the 
effects thereof. 

The materials that Dr. Matthews’ re- 
port took up included ladies’ waist and 
dress material, gentlemen’s dress mate- 
rial, linings, hosiery, hat trimmings, neck- 
tie fabrics, underwear and sleeping gar- 
ments, shirtings, hat felt, hat straw, 
carpets and rugs, upholstery and drapery, 
window shade material, curtain material, 
awnings, bookbinders’ cloth, horse 
blankets, fabrics for rubberizing, and 
bathing suits. 

The report may be accepted by_ the 
National Council as a standard for fast- 
ness requirements. 


Japan Plans Dye License 
WASHINGTON, May 15, 1922. 
A system of licensing for imports of 
dyestuffs into Japan*has been proposed 
and will likely be adopted within the 
next few months, American Trade Com- 


missioner Butts, at Tokio, cables to the 
U. S. Bureau of Foreign and: Domestic 
Commerce. Mr. Butts states, however, 
that the system is not expected to be 
inaugurated in less than three months, 
and that the public will be given advance 
notice of at least 30 to 60 days. 


Exports of Domestic Merchandise, 
Districts Other Than N. Y., February 


(Continued from last week) 


$18; Salv, 600 


355 Ibs, 
$633; Austr, 


ASH—Nicar, 
21,500 Ibs, 


lbs, 9; Mex, 2 
1,120 [ $56; total, 23,575 lbs, $711 
BICARBONATE—C Rica, 700 Ibs, $26, Hond, 

1,120 lbs, $34; Salv, 4,368 lbs, $170; Mex, 
30 Ibs, $501; Chi, 1,208 lbs, $64; total, 
Ibs, $795 
Nicar, 7,500 Ibs, $298; Mex, 35,200 
total, 42,700 Ibs, $1,771 
a Ocea, 400 Ibs, $10 -. 
SILICATE—Br Col, 42,581 lbs, $754; Mex, 
11,200 lbs, $308; Hong, 44,800 lbs, $1,252; 
Fr Ocea, 6,274 Ibs, $126; total, 104,855 
Ibs, $2,420 
SPONGES—Br $13 
STARCH—Br Col, 220 lbs, $24; : 
Ibs, $275; Chi, 480 Ibs, $58; Chos Chi, 
120 lbs, $15; Hong, 1,440 Ibs, $164; Jap, 
250 Ibs, $: Kwant, 160 lbs, $22; total, 
6,398 Ibs, ; 
come Man 3.995 Ibs, $507; Chi, 1,696 Ibs, 
$214; Chos Chi, 221 lbs, $27; Jap, 144 Ibs, 
$17; P I, 144 lbs, $18; total, 6,200 lbs, 
778 s 
SULPHUR, REF’D—Br_ Col, 8.850 lbs, $132; 
Guat, 4,950 lbs, $174; Hond, 224 lbs, $36; 
Nic, 33,000 lbs, $975; Salv, 6,380 Ibs, 
$177; Arg, 89,340 Ibs, $568; Austrl, 33,600 
lbs, $1,059; Fr Ocea, 2,240 Ibs, $78; 
N Zeal, 9,240 lbs, $192; total, 122,823 lbs, 
INEDIBLE—Fr, Ibs, 


3,391 
TALLOW. 218,770 $14,- 
150; Eng, 319,000 lbs, $16,054; Guat, 12,- 
600 lbs, $1,135; Nicar, 60,000 lbs, $3,825; 
Mex, 132,796 lbs, $8,159; Ecu, 20,000 lbs, 
$1,275; total, 763,166 lbs, $44,598 
rANNING EXTS—Mex, 2,800 Ibs, $224 
TURPENTINE, SPIRITS—Guat, 30 gls, 
Hond, 20 gis, $23; Nicar, 70 gis, $111; 
Col, 250 gis, $318; Jap, 200 gis, $200; 
P I, 500 gis, $585; total, 1,070 gis, $1,267 
VARNISH—Guat, 18 gis, $102; Hond, 100 gis, 
$257; Nicar, 35 gis, $52; Mex, 10 gis, $14; 
Chi, 16 gis, $32; Java, 4 gis, $16; Jap. 
1.550 gis, $3,349; P I, 5 gis, 26; Fr 
Ocea, 6 gis, $14; total, 1,744 gis, $3,862 
WASHING POWDER-—Chi, 172 lbs, $15 
WHITE LEAD—Guat, 2,300 Ibs, $25 Nicar, 
120 Ibs, $13; Mex, lbs, $95 , 7,500 
lbs, $713; Br Ocea, 220 Ibs, $ Ocea, 
232 lbs, $80; total, 11,197 Ibs, $1,130 
ZINC OXIDE—Nicar, 100 Ibs, $13; Mex, 800 
lbs, $104; Col, 5,512 lbs, $770; total, 6,412 
lbs, $887 


SUDA, 


Col, 10 Ibs, 


Mex, 3,728 


$30; 


Savannah 


Belg, 1,748 bbls, 

$1,116; Ger, 9, bbls, 

1,636 bbls, $6,899; Neth, 
$1,806; Pol, 794 bbls, 00; 
782 bbls, $3,188; Swed 
Eng, 10,275 bbls, 
bbls, $1,600; Jap, 
total, 32 9 bbls, 

TURPENTINE, SPIRITS 
$67,320; Den, Ger, 72,473 
gis, $62,952; Eng, $54,876; 
Scot, 11,500 gis, $9,785; total, 275,: 


$196,583 
Seatile 


lbs, $65 

Jap, 11,200 gls, $10,528 
19,000 Ibs, $3,240 
UNMFD—Br Col, 90 
Ibs, $1,850; total, 39,- 


$651; China, 

5,089 lbs, 
[, 1,100 lbs, 
9 


ROSIN 
bbls, 
Italy, 


7 
$40,563; 
439 bbls, 
Rus_ Eur, 
bbls, $1,411; 
; Br Ind, 279 
bbis, $25,285; 


76,500 gis, 


ACIDS—Br Col, 328 
ALCOHOL, WOOD 
BENZOL—Far E Rep, 
BONES AND HOOFS, 
Ibs, $5; Jap. 39,824 

914 Ibs, $1,855 
CHEMICALS—Br Col, 
6,750 lbs, $175; 
$844; Jap, 1,100 lbs, 
$1,209; total, 24,401 
CLAYS—Br Col, 1 ton, 
FIRE—Br Col, 30 tons, 
$168; total, 43 tons 
GASOLINE—Br Col, 6.652 
GINSENG—China, 1,200 
13,667 Ibs, $96,600; 
$106,560 
GLASS—Br 


10,412 lbs, 
Far E Rep, 
$400; P 
Ibs, $3,2 
$14 
$878; P I, 13 
$1,041 
gis, 
lbs, 
total, 


tons, 
$1,346 


$9,960; 
14,867 


Hong, 
lbs, 


Hong, 23 
1,300 Ibs, 


$1,294; 
$43; P I, 


Col, 2,795 lbs, 
i; Jap, 266 Ibs, ° 
total, 4.384 lbs, $1,684 


UNSILVERED—P I 1,630 sq ft, 


PLATE, 
$3,440 
GLUE, ANIMAL-—Br_ Col 
Jap, 35, $4,462 
total 


GREASE, 


34,369 $3,478 
Austrl, 20 Ibs, $5; 


Ask An Advertiser. Q§R-Be An Advertiser 


$240 
LARD—Br Col, 
COMPOUND 
LIME, ACETATE 
CHLORIDE—Br Col, 
MEAL, COTTONSEED—Br 
$244 a 
LINSEED—Br Col, 2,000 Ibs, $54 
MED PREVS—Br Col, 783 lbs, $815 
OILS, COCONUT—Pra Prov, 61,160 Ibs, $4,587; 
Br Col, 4,313 Ibs, $724; total, 65,473 lbs, 
$5,311 
ESSENTIAL—Br Col, 4 Ibs, $28 
GAS AND FUEL—Br Col, 96,000 gis, $1,923 
ILLUMINATING—Br Col, 550 gis, $152 
LINSEED—Far E Rep, 200 Ibs, $25 NM 
LUBRICATING—Br Col, 50,691 gis, $11,859; 
Far E Rep, 865 gle, $415; total, 51,556 


gis, $12,274 
PAINTS—Br Col, 21 Ibs, $8; China, 50,903 Ibs, 
$7,412; Siam, 216 lbs, $28; total, 51,140 lbs, 
119 gis, $433; 


$7,448 
READY MIXED—Br Col, 


China, 8 gis, $8; Jap, 180 gis, $360; total, 
302 gis, $801 x 

PARAFFIN, REFD—China, 1,121,621 
$47,672 

PERFUMERY—Br Col, 24 Ibs, $20 

POTASH—Br Col, 2,062 lbs, $77 

RED LEAD—Br Col, 105 Ibs, $10 

ROSIN—Br Col, 26 bbis, $120 . i 

SOAP—Br Col, 2,690 Ibs, $399; China, 637 lbs, 
$100; Far E Rep, 4,422 ibs, $199; total, 
7,749 Ibs, $698 

FANCY—Br Col, 750 Ibs, $334; Jap, 60 lbs, 

$18; total, 810 lbs, $352 

SODA, SILICATE—Br Col, 648 Ibs, $31 

SPONGES—Br Col, 67 Ibs, $140 

TALLOW, INEDIBLE—Br Col, 20,000 Ibs, 
$1,100 

TURPENTINE, SPIRITS—Br Col, 1,084 gls, 
$1,166 

VARNISH—Br Col, 8 gis, $48; Far E Rep, 441 
gis, $288; total, 449 gis, $336 3 

WASHING POWDER—Far E Rep, 250 Ibs. $24 

WHITE LEAD—Br Col, 2,099 Ibs, $154; Far E 
Rep, 300 lbs, $34; total, 2,399 Ibs, $188 

ZINC OXIDE—Br Col, 1,754 lbs, $139 


Tampa 


ACID—O B W I, 100 lbs, $24; Cuba, 506,784 
Ibs, $11,580; total, 596,884 lbs, $11,604 
SULPHURIC—O B W I, 302 2 


48,222 lbs, $5,655 
Br Col, 1,372 Ibs, $166 
Jap, 1,134,998 Ibs, $27,514 
200 Ibs, $12 
lbs, 


Col, 10,000 


lbs, 


CHEMICALS—O B W I, 350 Ibs, 
FERTILIZERS—O B W I, 1 ton, $48 
GASOLINE—Hond, 500 gis, $185; O B_W TI, 
1,280 gis, $308; Cuba, 15,078 gls, $2,913; 
total, 16,858 gis, $3,406 
GLASS—Cuba, 55 Ibs, $22 a 
COMMON WINDOW—Cuba, 954 bx. $3,227 
PLATE, UNSILVERED—Cuba, 88,272 sq ft, 
$15,437 
GLUE, ANIMAL—Cuba, 1,222 Ibs, $201 
GREASE, LUBRICATING—Cuba, 12 Ibs, $12 
LARD—O B W I, 1,185 Ibs, $164; Cuba, 4,640, - 
532 Ibs, $547,212; total, 4,641,717 Ibs, $547,- 
376 
COMPOUND—O B W 6,568 lbs. $809; 
Cuba, 51,330 Ibs, $5,755; total, 57,898 Ibs, 
$6,564 
NEUTRAL—Cuba, 89,232 Ibs, $11,449 
LIME—O B W I, 10 bbls, $36 
MED PREPS—O B W I, 602 Ibs, $292; Cuba, 
17,029 lbs, $2,980; total, 17,631 lbs, $3,272 


OIL, CORN—Cuba, 75 Ibs, $12 
ILLUMINATING—Hond, 1,490 gis, $417; O B 
W I, 704 gis, $124; Cuba, 50 gis, $13; 
total, 2,244 gis, $554 
LARD—O B W I, 57 lbs, $10 
LUBRICATING—C 26,350 gis, $4,568 
OLEO—Cuba, 1 é , $1 
PARAFFIN, SATII 
gis, $2,160 
VEGETABLE—O B W _! 
OLEOMARGARINE—O B W I, 
PAINTS—Cuba, 156 lbs, $72 
READY MIXED—®@ B W I, 7 gis, $21 
PARAFFIN, REFD—Cuba, 60,000 Ibs, $564 
ROSIN—Finland, 190 bbls, $750 Ger, 5,739 
bbls, $24,820; Swed, 630 bbls, $2,584; Eng, 
11,390 bbls, $51,677; Scot. 3,1 bbis, $15,- 
041; Cuba, 4,254 bbls, $12,¢ Arg, 6,810 
bbls, $29,831; Brazil, 13,372 bbls, $61,144; 
Urug, 2,506 bbls, $1,395; total, 48,016 bbis 
$206,771 
SOAP—O B W I, 
TOILET—Cuba, 22,005 Ibs, 
SODA, SAL—O B W I, 1,200 Ibs 
STARCH—O B W J] 48 lbs, $ 
TALLOW, INEDIBLE—Cuba 
TURPENTINE SPIRITS—Ger 
$31,974; Eng, 98,220 ¢ 
5.050 gis, $4,343; Cub 
141.7 gis, $120,651 
WASHING POWDER—©O B W I, ® Ibs, $3; 
Cuba, 22,500 Ibs, $1,212; total, 22,560 Ibs, 


$1,215 


i—Cuba, 24,177 


80 lbs, $11 
30 Ibs, $8 


300 lbs, 3: 
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the Muscle Shoals 
he characterized as ‘“‘glori- 
zed the offer 
unreason- 
its offer 


subsidy to 


offers for properties. 


Some of them 


Fertilizer Materials 
(For New York Market See Page 69) . te Span s.” He critici: 
0 enry Ford as contain 


Baltimore able terms, and declared 


would mean the iting of a 
* bill for a govern- 












BALTIMORE, May 18, 1922. Ford. Senator Norris 

‘or E ? ri take over e *( - 

The last week has brought out some addi- M@NMt corporation to take ov = _ prop. 
tional orders for mixtures, and a number of &'tieS and operate them was not opp 

have been made, but the active by the witness, but he predicted that 

interfere with the working 


shipments 
season has now come to a close and little is 
looked for in the way of hew commitments 


politics would 
out of this plan 


The validity of the between 


Alabama 


contracts 


tor some time to come, 
FISH SCRAP.—The menhaden season is now the War Department and the 
close at hand, and most of the vessels to en- Power Co., covering the Gorgas power 
gage in this activity are practically ready to plant, having been called in question in 
Committee on 





Ppartici- some quarters, the House 





Indications point to general 


go out. 
pation in the fishing Some herring scrap is Military an Seeds . male . 
ie ; , on Military Affairs has asked Attorney- 
Sune oteres on. the eee eons po General Daugherty for an opinion on this 
Fe - a which it hopes to receive within 





cheapness of 
tended to 


10, The 
markets has 
tories, 

due 


point, 


scra face 
crap face «1 week, 


favor the 


a The market was quiet, to pines 

the absence of urgent requirements. An easy » ‘ 

feeling prevails, and the “prices named are Phosphate Rock Sales 

decidedly lower than those that prevailed Lower in 1921 Than 1920 
c 


some time ago. Nearby materials are obtain- 
it is said, on the basis of $3.25 and 10 WASHINGTON, May 16, 1922. 


able, 
for high-grade ground stocks. Sr 
BLUUD.—Quiet prevails in the market. No Phosphate rock sold in the United 
Much is dependent States last year totaled 1,968,000 long 


special requirements exist, 
upon the outcome of work on the farms be- 
tween now and the time when further tilling 
is to be done. Western figures for high-grade 


tons valued at $10,928,300, according to 
conservative estimates made by the U. 8 
Geological Survey from incomplete re- 
considerable de- 


ground blood are probabiy around $5.20 per turns This indicates a 
unit. a ia 5 ee : 0° 

’ > PHATE. —N ally ee = crease from the figures of 1920, when 

ACID PHOSPHATE.—Nominally, th pre- 4.103.982 long tons of the rock was sold, 


valued at $25,079,572. 





vailing figures are $¥ for.14 per cent. and $10 
for 16 per cent. stocks, though some of the mn : . i 
buyers talk of being able to place orders on The total production of Florida was 
the basis of $8.50 for 16 per cent. acid phos- approximately 1,675,000 long tons, valued 
phate. at $9,036,000. 

NITRATE OF SODA.—The talk in_ the Tennessee followed with an approximate 
market for nitrate of soda here is of $2.87 for total of 293,000 long tons, valued at $1,- 
spot stocks, which amounts to a slight in- 892.300, which included a small quantity 
crease over the figure that has prevailed. of brown rock from Kentucky. 

Stocks either of spot nitrate or of imports The Western States were represented 
are reported to be small, with the inquiry ap- by only one producer, and South Carolina 
dropped out entirely. 


parently active enough to take up any supplies 
which may be offered. . 
Government Nitrate of Soda 
Awarded to Eighteen Bidders 


SULPHATE OF AMMONIA.—Business con- 
tinues to be of an uneventful character. The 
ruling quotations continue to be around $3.75 
WASHINGTON, May 18, 1922. 
War Department has disposed of 
17,000 tons of sodium ni- 








or perhaps a shade less, and the movement is 
not of impressive proportions. 

POTASH.—tThe shortage which appeared not 
long ago in some of the potash items appears 


to have been Overcome at least in part, though The 


approximately 


it cannot be said that the offerings cause 
pressure upon the market. Importers’ prices trate, stored at Middletown, Pa., through 
are unchanged at the figures which have been gealed bids opened yesterday by Mayor 


District Ordnance Salvage 
was learned at 
the War Department this morning. A 
total of 79 bids were received from 37 
bidders and awards were made on 28 bids 
from 18 bidders, as recollected by Major 
Baxter, in charge of such matters at the 
department’s headquarters in Washing- 
ton. Major Baxter attended the sale in 
Philadelphia yesterday and brought the 
Atlanta list of awards down last night for appro- 

ATLANTA, Ga., May 20, 1922. val by Secretary of War Weeks. 
talk is uppermost in the fer- Secretary Weeks approved all _ the 
tilizer material market. Preparations are Wards as recommended in Philadelphia 
being made for the Interstate Cottonseed and the documents were at once returned 
Crushers’ convention in New Orleans and the to the Quaker City. As there is no rec- 


Fertilizer Manufacturers at Green Brier, both ord of the sale in Washington and_ will 
There has been no change in local be none until the board in Philadelphia 


muriate at 


$6.50 Roberts of the 
$6.0) 


quoted for some time past, with 
Philadelphia, it 


$32 and other grades scaling down to 
tor bulk and $8.50 for bagged kainit. 

BONE.—The quotations are well sustained, 
though the demand for the present is small 
because of the absence of immediate require- 
ments. The price named for 4% and 48 ground 
raw bone is $40, with 3 and 50 ground steamed 
bone about $9 less. 


Board at 





Convention 


in June, ; 
quotations for materials, but prices continue makes its report, no definite details of 
nominal throughout the list. Current quota- the sale could be obtained here this morn- 
tions for round lots are about as follows:— jnp. 

Georgia com- Unofficial information allots the quanti- 


per ton, $42, 
tankage, $3.75 and 
ton, Atlanta. 
Nitrate of 


Cottonseed meal, 
mon points. Blood, $3.75; 
10; 6% and 30 tankage, $32 per 
Fish guano, $3.50 and 10, Norfolk. 


ties disposed of as follows :— 
Agricultural Chemical Co., 


American 
3.000 tons at $37.20; Atlas Powder Co., 





soda, new crop, fall, $2.40; spring, $2.45 at 

the ports. Sulphate of ammonia, per ton, 500 at $38; Batelle & Renwick, 400 at 

$60, Pensacola and Atlanta. Acid phosphate, ¢40; Brandon Chemical Co., 375 at $40; 
Potash—Kainit, per ton, (Caleo Chemical Co., 400 at $38.50; EB. L. 


$8 interior, $9 coast. I 
$7.25; manure salt, per ton, $10.50; 
7ic. per unit, ex vessel, South Atlantic 


Pont de Nemours & Co., 200 at $40.20 


muriate, du 
2.000 at $40.30; Farmers Chemical 


rts, 
po and 


Phosphate rock, $4, Florida mines. Pyrites, Co 100 at $40: Grasselli Chemical Co 
15@15%c. per unit of sulphur at the ports. 100 at $40; ‘Hubbard Fertilizer Co., 100 
. at $42 and 100 at $38; International Agri- 

Chicago cultural Corporation, 165 at $40; King 

‘ ‘AG ao 999 Powder Co., 500 at $40; Merrimac Chemi- 

CHICAGO, May 18, 1922. cal Co., 150 at $38.20; Senior Powder Co., 

Several sales of considerable lots are re- 100 at $41.40. 100 at $41. 100 at $40.70 
ported, but usually at concessions. The ad- and 100 at $40.30; Geo. F. Taylor & Co., 


200 at $41, 200 at $40; 200 at $39 and 200 
at $388; Trojan Powder Co., 200 at $42.20, 
200 at $41.20, 200 at $39.20, 200 at 
and 2,400 at $37.20; Union Explosives 
Co., 250 at Wessel, Duval & Co.. 
$000 at $38.10; York Chemical Co., 100 
at $40 and 100 at $38. 


———— 


vance of the season is restricting demand for 
feeding tankage to small proportions, and 
buyers of fertilizer stock are out of the mar- 
ket. They are talking of further reductions 
in price and the tendency seems downward, 
as some accumulations of stock are reported. 
The following prices are loose, car lots, f. 0. b. 
Chicago or freight adjusted:— 

BLOOD (Per Unit of Ammonia).—High-grade, 





39.20 


2 
$39; 





ground, §$3@3.25; unground and_ crushed, 
$2.75@3. ° 
TANKAGE (Per Unit of Ammonia).—Fer- Recent Incor r t _ 
tilizer stock, high-grade, ground, $ : po a 10nS 
feed stocks, high-grade, ground, $: ; D 1 

elaware 





lower grade, ground, $2.50@3; high-grade, un- 
ground, $2.50@3; lower grade, unground, $2.25 


unground, $1.60@2.10; Wilmington, 


Charter 


Petroleum Corporation, 


Equity 
(Delaware 






@2.75; renderers’ alana iL $10 

ground concentrated, §$2.25@2.75; unground og uce oil, $10,000,000. 

concentrated, $2@2.50; hoof meal, $2@2.25; 0.7. . ; E 

liquid stick, $2@2.50; hair tankage, $1@1.25; Dunn Consolidated Oil Corporation, Wilming- 
, ; . ton, refine, $6,000,000. (Corporation Trust Co. 


garbage tankage, per ton, $3.75@4.25. meee 
BONE MATERIALS ‘(Per ‘Ton).—Ground ©f America.) $2,500,000 
2 500, 006 





Michigan Oil & Gas Co., produce 









steamed, $22@25; dry unground steamed, $12@ ‘ ue See 1 
18; raw bone meal, $27.50@32.50; cattle jaw, Hi oa Horswill, J. W. Johnston, William Lang, 
skull and knuckle, $26.50@28.50; hog bones, Pittsburgh. (Delaware Registration Co.) 
$19@21; 2§ 9@21; grin x hoofs, Maple lea il Co., ilmington, $500,000 
$19@21; junk bones, $19@21; grinding hoof (Corporation Trust Co. of America.) 


Corporation, $100,000: H. J. Strief 


pigs’ toes and waste horn materials, $21@23.50 Atiag 0} 
Wichita Fall 


CRACKLING.—Pork, $60@70; beef, $40@50. °G 
GLUE AND GELATINE STOCK (Per Ton).— : : 


Smith, M E. Strief, 


Texas (Colonial Charter Co.) 





Sinews and pizzle $19@21; hide trimmings, F : J 
; G59 mao ‘rank J. Hubley Corporati: Philadelpt 

@20: r s, $22.50@26; jectec ‘ o ry ition, lilac Lia, 
$18@20; horn piths, $22.50@26; rejected manu aboratory supplies, $100,000 (Corporation 


ust Co.) 
Export Phosphate Co., Wilmir 
operate plants, $1,750,000. (Corporation 
Co. of America.) 

Scotts Preparations, 


$40@50. ceee ; =e 
Coil dried hog, 1@1%c.; Guarantee & Ti 
cattle switches, each ys 


facturing bones, 

HAIR (Per Pound). 
processed hog, 2%@4c.; 
fair count, 24 





yn 
rrust 








dicinal, 


Wilmington, m l 
Amer- 












- s ,000,000. (Corporation Trust Co. of 
Muscle Shoals Hearing — ik y Chemical Co f Delawar Cc 
. ° ae . t . oO aware ipital 
Brings Another Offer  £1:%00,000. and 15,000 shares no par. St. Louis, 
. ital, ¢ Manufacturing, buying and 
WASHINGTON, May 18, 1922. nied oie a raat ly dealing in ch ‘mica and 
Dr. Tollman, chief of the nitrogen fixa- teau. M.A” Bruse and. H. B fd L wrens 
tion laboratory, Agricultural Department, Wilmington, D P ™ : 
testifies this week before the Senate Com ure Oil Cor yn, Dov $100,000 Bric 
mittee on Agriculture on chemical and & Ma D ) 
technical questions related to the dispo De sylvania ¢ rpora 1, $100,000: G. B 
sition of the Muscle Shoals properties \rno 1, Georg I. Young, William Devli 
L. Stern, consulting engineer, Baltt I A bur ~ (Capital Trust Co. of Delaw ) 
more, has submitted the latest offer for Sete Tru : coe, mingt $20,000. (R 
those properties, which went direct tO © frankso: Da , atin © erbtatacuas oka 
the Senate committee, at the suggestion je, $250,000 (Capital Trust Co. of ‘Del 
of Secretary of War Weeks. Mr. Stern, ware.) . , 
who was heard by the committee the Cambria Oil & Gas Co., Dover, market 
other day, offered to take over the plants $100,000, (U. S. Corporation Co.) 
for twenty-five or fifty years, or such 
other time as may be agreeable, to repay Illinois 
expenditures heretofore made at Muscle © 
Shoals at the rate of 2 per cent per an- _Co., 40 East Kinzie street, Chicago 
num, and to use power developed at the 30,000 Manufacture and dé u in var 
Stains, ename!s, paints, et neorpor 


Hazlett, W. J. Rankin, George H 
Correspondent McGilvray Jame 

Tilley, Title & Trust Bui 

1762, 111 West Wash 
‘apital, $100,000 Ir 


fertilizers ‘to atace Se. 
Johnston 
Vaughan & 
Nottuln Oil & Gas Co., 
ington street, Chicago. ( 


Shoals for manufacturing 
such extent as may be feasible.” 

The committee recently heard O. C. 
Merrill, secretary of the Federal Power 
Commission, who inferentially opposed 
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PAINT AND DRUG REPORTER 


JF you manufacture or are 


headquarters on products 


which can be used in var- 
10us industries among them 
Paint, Varnish, Printing Ink, 
Paper, Soap or other manu- 
facturers for distribution in 


the State of Ohio. 
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Steel Drums 


We have 2000 new 14GA 110 


Address BOX 374 


Care of this paper 





In Stock 


Gallon Drums in stock— 
Ready to ship 





interested, let us hear from you 





THE AMERICAN STEEL PACKAGE C9. 


DEFIANCE, OHIO 


UNUSUALLY 
TTRACTIVE OFFICES 


81-3 Fulton Street 
N. W. corner of Gold Street 


Market & Fulton Bank Bldg. 


Entire Floor of 3600 sq. ft, 


Rent very low—make offer 


Charles F. Noyes Company 


118 William Street 








presses 


No. 
and 
and 


Phone John 2000 








May 22, 1922 











FOR SALE 


MIXERS, KETTLES, STILLS 
1—1,300 gal. DOPP Jacketed Vacuum 
Still or Mixing Kettle with agitator. 















1—800 gal. Jacketed Mixer Kettle, 

22—600 gal. Day JUMBO Mixers. 

i—550 gal. Valleiron Mixing Kettle. 

1—425 gal. Jacketed Mixing Kettle. 

1—300 gal. ALUMINUM Jacketed Kettle 
with Cover and Stand; NEW. 

17—275 gal. Horiz. STOKES Jacketed 
Mixers, 





2—250 gal. Copper Jacketed Kettles. 

1—200 gal. COPPER Jacketed Vacuum 
Still with Condenser and Pump 

1 150 gal. Jacketed DAY Mixer. 

7—150 gal. WERNER & PFLEIDERER 

MIXERS, size 15, Type VI., Class BG, 








Jacketed Power tilting device and 
double agitators, 
Evaporating or Crystal- 





1 Buflokast 
lizing Pan with agitator, 6 ft. dia. 
1 50 gal. Jacketed Still. 









1—40 gal. Enamelled Autoclave. 
CENTRIFUGALS 
26 in. Troy Centrifugal Extractors, 
2—36 in. Tolhurst Extractors; NEW. 
9—40 in. Tolhurst Extractors, 
Tolhurst Extracto Self Bal. 





2—40 in. 
Type with Bottom Discharge. 
4i—44 in. RUBBER lined EXTRACTORS. 
1—48 in. Tolhurst Extractor. 
FILTERS 
Experimental Filter. 
Cast Iron Filter Press, 
Wooden Filter Presses, 






1—Sweetland 
1—24 in. 8q. 






i—30 in. 8q. 
83—30 in. Filter Press SKELETONS. 
3—42 in. sq. Wooden Filter Presses. 






1—Sweetland Filter No, 2; 16 in. dia. 
ENGINES and PUMPS 

3—30 HP Westinghouse Steam Engines. 

25 HP Horizontal Steam Engine, 

3—Worthington Pumps, 6 x 4 x 6. 

1—Wagner Duplex Steam Pump, 10 x 
5% x 10; NEW. 

2—Westinghouse Compressors, 9144 x 13 x 


~ 10, 
MISCELLANEOUS 
-ABBE MILLS, 30 in. x 42 in. 



















1—PEBBLE MILL, 5 ft. x 4 ft. 


1 Ross Cannon Ball Mill. 
DRYER; 
Vacuum Pump. 


1—DEVINE Vacuum SHELF 
with Condenser and 
1—4 ton Ammonia Refrigeration Unit. 
1—8 ton Brunswick Refrigeration Unit. 
1—12 ton Remington Refrigeration Unit. 
1—Ayars Liquid Plunger Can Filling 
Machine; NEW with conveyors, 
40—Steam Heating Coils. 


60—FPressure and Storage 
100 gals. to 10,000 gals. 


Machinery & Equipment Co., Inc. 


225-231 Sherman Avenue 
Newark, N. J. 
Phones 7707—7708 Waverly 



































Tanks, from 







INLAND FACTORIES 


Wishing high class New York firm to represent them East 
and or for Export—please address Box 391, care this paper 


28”, 30”, 36”, 
42”, 48”, & 60” copper and iron baskets. 
rotary — 4’x 
30’, 5’°x30’ and 6’x35’. 
Direct-heat rotary—3’x25’, 4’x30’, 6’x 
35’, 5%’x40’, 6’x50’, 
Drum dryers—48”x40” and 6’x12’. 
Rotary vacuum dryers—6’x30’, 6’x15’, 
and 21%’x6’. 
—— drum dryers—52”x10’ 6”, and 
40”x60", 
Shelf dryers—6 shelves, 12 shelves, 17 
and 20 shelves, 











FILTER PRESSES — Plate and frame 
ef all sizes and types. No. 1100, 

850, No. 650, No. 450, No, 250, No. 160 
No. 30. Kelly's No. 10, No. 9, No. 6 

No. 4. Sweetland’s No, 9 Sweetland, 
6’x12’, 8’x8’, 6’x6’, 6’x4’, 6’x 


lead-lined, 


3’, and 2’x2’ Oliver rotary filters. 
W. P. HEINEKEN, Engineer, 95 LIBERTY STREET, NEW YORK 
Telephone Cortlandt 1841 


MACHINERY FOR SALE 


CENTRIFUGALS—24”, 26”, 
40”. 
DRYERS—Steam-heated air 











MILLS—No. 0, No. 00, No. 000, No. 0000, 
No. 1, 3 and 4 and 5 roll Raymond's; 3’, 
4%’, 6’ and 8’ Hardinge mills, No. 32 


Marcy mill; 2%’x2’ 9”, 3’x3%’, 3%’x4’, 
5’x4’, 6’x5’, 6’x8’ pebble and ball mills; 
’, 5%’ and 6’ tube milis; 7”x10”, 


4%’, 5’, 
5”, 10”x16”, and 12”x24” jaw crushers; 

18” and 24” Coggswell mills; 36” and 42” 

cage mills. 

NITRATORS and SULPHONATORS—2,400 


gal., 2,000 gal., 1,500 gal., 800 gal., and 300 


gal. 
STILLS—For ether, alcohol and solvent 
recovery with columns, 15” to 60” in dia- 
meter. Also copper vacuum stills, 
COPPER VACUUM STILLS—50, 75, 250, 
1,000 and 5,000 gal, Also some iron stills. 
Glass enameled lined, and copper kettles 


and tanks. 
Air compressors and vacuum pumps. 





NOTICE IS HEREBY GIVEN that the partnership, here- 


tofore existing between Clayton F. 


Shoemaker und Miers 


Busch, under the firm name of Shoemaker & Busch, has been 


\ll parties 


dissolved. 


indebted to the said firm are requested 


to make payment, and all creditors of the said firm to present 


their claims t 


businesss, trading as Shoemaker & Busch, at 511-515 


o Miers Busch, who will continue to carry on the 


Arch 


Street, Philadelphia, Pennsylvania. 


May 12, 1922. 





AYTON F 
MIERS 


SHOEMAKER, 
BUSCH. 
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May 22, 1922 


OIL 


PAINT AND DRUG REPORTER 


BUSINESS OPPORTUNITIES AND CLASSIFIED ADVERTISEMENTS 


Minimum rate without display, $2.00 per insertion; if more than 48 words, 25c. for each addtional six words, payable in advance 


WANTED 


Chemist for varnish and enamel man- 
ufacturing concern. State training and 
experience in application, F, M. Shum- 
way, 130 West 42nd street, New York, 
Paws 


Representatives calling on the whole- 
sale and retail drug trade to carry a 
line of biological products Council 
passed. Attractive commission. The 
Persson Laboratories, Mt, Clemens, 
Mich, 


A copy of 1921 and 1922 International 
Handbook of World’s Chemical Indus- 
try and Trade by Dr. Dietz. Quote 
price. Address BOX 333, care of this 
paper. 


Up-to-date directory giving names of 
chemical, dye, oil, paint and drug man- 
ufacturers in Great Britain. Quote 
price. Address BOX 334, care of this 
paper. 


Centrifugal] Extractors 20 in. to 54 in.; 
Filter Presses, Wood or Iron, 12 in. to 
36 in.; Mixers and Kettles, 25 gals. to 
600 gals.; 8-Vacuum or Atmospheric 
Dryers. Address BOX 426, care of this 
paper. 


Financial Partner. Two Chemical En- 
gineers having long experience with 
the two largest chemical and dyestuff 
concerns in country desire to organize 
a chemical company to manufacture 
chemicals and by-products. Location 
preferred, New York or vicinity. Ad- 
dress BOX 429, care of this paper. 
Wanted to buy I. C. C. heavy 55-gal- 
lon drums; must be clean and in good 
condition. Describe fully and state 
what former contents were, if any. 
Address BOX 431, care of this paper. 


Salesmanager—To handle men selling 
established line of package medicines 
and toilet goods in Northeastern States. 
Territory rapidly extending. Leaders 
of line advertised in newspapers and 
otherwise. Must be vigorous man not 
over forty and with experience in both 
selling and_ superintending. Must 
spend time in field. Desk theorist not 
wanted. Give full details, including 
salary. Correspondence’ confidential. 
Address POX 432, care of this paper. 


Wanted to rent a plant or arrange with 
a plant now running to grind from five 
to ten tons daily blast furnace slag to 
100 mesh, mix this with another pow- 
der and bag. Preferred location, New 
Jersey or Eastern Pennsylvania. Ad- 
dress BOX 433, care of this paper. 


What have you to offer for 
manufacturer at a profit in a plant 
equipped with the following machin- 
ery: Autoclaves, Filter Presses, 
Pumps, Lead and Wood Tanks, Jacket 
Enamel Kettles, Driers, Steam and 
electric power, etc.? We can use all 
or part of this equipment. Address 
BOX 435, care of this paper. 


Chemists 


Lacquer man with thorough experience 
in manufacturing Nitro - Cellulose 
Lacquers and enamels. University 
graduate preferred. Large experience 
is necessary. Must be able to work 
out formulas as well as control manu- 
facturing. Give entire past history and 
salary expected in first letter. Big 
opportunity for big man. Address BOX 
438, care of this paper. 


New England 
nishes and Enamels, 
air drying, requires 
New Jersey, Pennsylvania and New 
York, either whole or part time. Up- 
to-the minute line with service and 
prompt deliveries. Address BOX 439, 
care of this paper. 


manufacturer of Var- 
both baking and 
representative in 


second-hand power 
Write giving 
Address 


hoop 
de- 


BOX 


A new 
driving 
tails and 
440, care 


or 
machine. 
price asked. 


of this paper. 


Prominent local house is interested in 
obtaining the services of an experi- 
enced executive in the buying, selling 
and management of a Tragacanth, 
Arabic, Indian Gum and Vanilla Bean 
department. Replies will be held 
strictly confidential, and it is desired 
that full details be given. Address 
BOX 444, care of this paper. 


Reliable 
young man 


firm has opening for capable 
who can produce business 
buying and selling raw material of 
every kind and nature. Good future. 
Profit sharing basis. Capital not 
sential. Address L. H., 100 William 
street, room 1200. 


es- 


Pharmacist, manufacturing experi- 
ence. Write fully to The Drug Prod- 
ucts Co., Inc., 156 Meadow St., Long 
Island City, N. Y. 


POSITIONS WANTED 


Chemist wishes position with progress- 
ive firm. Now employed; extensive 
experience manufacturing chemicals, 
chemical specialties, Organic com- 
pounds, Intermediates, Dyestuffs, Shoe 
dressings, Inks, Adhesives, Coatings. 
University education, but not a kid 
glove laboratory man. Get out factory 
production as well as develop new proc- 
esses. Address BOX 408, care of this 
paper. 


Graduate Chemical Engineer. For 12 
years in responsible position in ecrush- 
ing and refining cotton oil, refining 
bean and corn oil and the manufacture 
of grease, glue and fertilizers. At pres- 
ent employed, but free June 1 on ac- 
count of plant closing down. Record 
good. Address BOX 430, care of this 
paper. 


Chemist, research, experienced in shel- 
lacs and manufacture of dry shellac 
substitutes, pastes, Zlues, organic 
chemicals, responsible position. 
Address BOX 436, care of this paper. 


seeks 


A New England representative of 
prominent New York house in the drug 
trade, who has been unusually success- 
ful with present line, has high stand- 
ing with wholesale and manufacturing 
drug trade, desires one important but 
non-conflicting line for same territory. 
Can give highest references. Address 
Producer, Box 445, care of this paper. 


Experienced traveler, 10 yrs., wholesale, 
retail, manufacturing drug and depart- 
ment trade. Sold in every State, nearly 
every city. Now open for good connec- 
tion. References. Address BOX 446, 
care of this paper. 


Massachusetts Institute of Technology 
graduate in Chemical engineering, 1921, 
desires opening in either laboratory or 
plant in any industry. Salary of sec- 
ondary consideration. Best of refer- 
ences furnished. Address BOX 449, 
care of this paper. 


Chemist—A varnish man understand- 
ing all the regular line and some others 
beside. With wide experience in paints 
and disinfectants. A thorough knowl- 
edge of factory practice, gained by 
years of experience. New York refer- 
ences. Address BOX 453, care of this 
paper. 


FOR SALE 


Linoleates—Cobalt, manganese, lead, 
magnesium, True linoleates made from 
pure linseed oil only. Completely de- 
hydrated. “Every pound the same.” 
Made and sold by the Pantasote 
Leather Co., Passaic, N. J. 


(Concrete 
of lead 


Fluosilicate of Magnesium 
Hardener) and _ Fluosilicate 
(Lead Plating Solution); Asbestos 
Roof Cements and Glazing Cements; 
Paints, all colors. Will ship for you 
under your brand if desired. The In- 
terstate Products Co., 5700 Train ave- 
nue, Cleveland, Ohio, 


Bargains—Filter Presses, all sizes; 275 
gal. Stokes and 600 gal. Day Jumbo 
Jacketed Mixers; 27—W. & P. Jacketed 
Mixers, 100 and 150 gal. size; 9—40 in. 
Tolhurst Extractors. Machinery & 
Equipment Co., Inc., 225 Sherman Ave., 
Newark, N. J. 
Schultz-O'’ Neill 
slightly used, 1 
& P Mixers, Tanks, Kettles and all 
kinds chemical equipment. These 
are bargains. W. H. Campbell, Inc., 30 
Church St., New York City. Telephone 
‘ 


‘ 


Cortlandt 5 


Pulverizers, 2 
also have W. 


Limited 
new. We 


of 


(N. J.) district, 
manufactur- 
property. All 
shape and of 
efficiently arranged. 
for a new con- 
manufacturer 
Principals 
of this 


Paint Plant in Newark 
completely equipped Paint 
ing plant and on 
equipment in first 
modern type. Very 
Excellent opportunity 
cern or for established 
desiring an additional unit. 
only. Address BOX 43 care 
paper, 


lease 


] " 
Ciass 


Genuine Oregon Balsam of Fir made 
perfectly clear by dehydration and fil- 
tration, a product specially adapted to 
the Drug and other trades requiring a 
clear, unadulterated Oregon Balsam of 
uniform consistency. Sample on re- 
quest S. C. Schwarz, 127 East Six 
teenth Street, Portland, Oregon. 

EE ES SE a ee 
70 in. chasers; 24 in. x 72 in. vibrating 
screens, new machines at second hand 
prices; Rebuilt 20 in. to 42 in. stone 
paint mills; 24 in. and 36 in. stone dry 
mills; iron paint mills; disintegrators; 
stone roller mills, ete. P. F. Campbell, 
55 Laurel St., Philadelphia, Pa. 
factory in ideal location near 
York manufacturing Coal Tar 
Products, paints, ete. Splendid oppor- 
tunity for right man with reasonable 
capital. Running expenses low. Address 
BOX 450, care of this paper. 


Small 
New 


FOR SALE 


One new enameled Pfaudler Kettle, full 
jacketed, with agitator, bottom outlet, 
200 gallons; also one new 30 inch iron 
Shriver Filter Press, open delivery, 
washing top; also one high pressure 
Autoclave without stirrer, 75 gallons 
capacity. A. Daigger & Co., 54 W. Kin- 
zie St., Chicago, Ill. 


One 5% in. Pressure type Thermostat 
controlling high and low temperatures, 
range 0 to 65 deg. Centigrade. One Po- 
tentiometer Indicator with six (6) 
Thermo couplers and switch, range 0 to 
100 deg. Centigrade. One Temperature 
Regulator for operating 1 in. steam and 
water valve controlling high and low 
temperatures. One forty-gallon stone- 
ware acid elevator. Full information 
given on request. National Oil Prod- 
ucts Co., Harrison, N. J. 


1—20 in. and 1—24 in. Disintegrator or 
cage mill. 1—18 in. tron Filter Press. 
1—24 in. Iron Filter Press. 2——-24 in. 
wood filter presses. 2—30 in. Wood 
Filter presses, 3—100 gal. Copper stills. 
1—8 Ton Frick Refrigerating Machine. 
Address BOX 443, care of this paper. 

Bargains in New 
steel plate kettles, 
and bottom, 3 ft. 6 


Kettles—Two new 
full jacketed sides 
in, dia. by 3 ft. 6 in. 
deep, 2 in. bottom outlet; C. I. Cover, 
triple agitator. Now in warehouse in 
New York. Address BOX 447, care of 
this paper. 


75,000 Corrugated Paper Boxes with 
divisions for 12 sections; size of 
boxes, 12x12x12 inches; boxes plain, no 
markings, in original crates. Manu- 
factured by Robert Gair Co. Same can 
be had at much below maker’s price. 
H. W. Smith, 441 Eighteenth Street, 
West New York, N. J. 


MISCELLANEOUS 


Representative of 
concern about to 


American chemical 
leave for Germany 
and Holland would negotiate personal 
or commercial business for individual 
or corporation. Address BOX 437, care 
of this paper. 

-atent and Trade 
N. W., Wash- 
of highest 
Reasonable 
In- 


Es- 


Lacey & Lacey, 
Mark Lawyers, 639 F St., 
ington, D. C. References 
class furnished on request. 
fees. Patent-Sense, “the book for 
ventors and Manufacturers,” free. 
tablished 1869. 


British Firm of Chemical Manufactur- 
ers and Merchants, highest financial 
standing with representatives covering 
U. K., Warehouses and Motor Trans- 
port, will entertain agencies and pur- 
chase of goods, particularly for Rub- 
ber, Paint, Linoleum and Kindred 
Trades. Address BOX 441, care of this 
paper. 


Small plant, well equipped, near New 
York, desires to contract to distill coal 
tar oils, disinfectants, etc., etc., on the 
per gallon basis. Only continuous 
work considered. Address BOX 448, 
care of this paper. 


3 
MISCELLANEOUS 


Chemicals—Well established concern 
financially responsible willing to rep- 
resent out of town manufacturers in 
the New York market on commission 
or other agreed terms. Would pur- 
chase outright and carry stocks if nec- 
essary. References required and given. 
Address BOX 442, care of this paper. 


Two partners, Christian, experienced 
calling on Manufacturing and Jobbing 
trades, Chemicals, Colors, etc., want 
additional lines, large or small. Will 
carry New York stock if necessary. 
References exchanged. Address BOX 
451, care of this paper. 


27,000 SQUARE FEET 
FACTORY TO LEASE 


JERSEY CITY, N. J., within 10 minutes 
trucking of New York ferries, 3 minutes of 
R. R. Station and 4 minutes of trolley. Pri- 
vate spur track to building. Building strict- 
ly modern reinforced concrete, fireproof, 
daylight construction, light all sides, in per- 
fect repair, 9,000 sq. ft. on each of three 
floors. Sewer, water, gas, electric light and 
power, sprinkler system, floors 250 Ibs. per 
ft., ceilings 12 to 14 ft., elevator 2 tons. 
for any kind of mfg. except ob- 
noxious odors. Wonderful location. Com- 
plete details on request. No. 14473. 


J. Sterling Drake, 29 Broadway, New York 


sq. 


Suitable 


vy ( 
HIPPERS CA® Ae 


FOR ALL 


TANK CAR PURFOSES 


Bought, Sold, Leased or Exchanged, 
Fair Prices—Reliable Service, 


TANKS OF ALL KINDS 


SHIPPERS’ CAR LINE, Ince. 
165 Broadway, New York City 


STEEL TANKS 


1,500—New and slightly used 
steel tanks in all sizes and 
kinds. Pressure tanks, mixing 
tanks, storage tanks, pump 
tanks, heating tanks, etc. 


Write for Bulletin No. 7, giving sizes 
and descriptions 


NASHVILLE INDUSTRIAL CORPORATION 


Jacksonville, Tenn. 


DRYER HEADQUARTERS 


1—Proctor 28 Truck Dryer 
2—Proctor 24 Truck Dryers 


6—Proctor Dryers—3, 6, 9, 12 and 15 Trucks 


1—Gordon B2 Dryer 


3—Devine No. 11, 17 Shelf Vacuum Dryers 40 in. x 43 in. 
2—Devine No. 11, 17 Shelf Vacuum Dryers 59 in. x 78 in. 
1—Buffalo 20 Shelf Vacuum Dryer, 42 in. x 42 in. 
2—5 ft. x 33 ft. Devine Rotary Vacuum Dryers 
2—5 ft. x 30 ft. Devine Rotary Vacuum Dryers 
1—6 ft. x 40 ft. American Process Direct Heat Dryer 
1—4!/ x 40 ft. American Process Indirect Heat Dryer 
2—5 ft. x 25 ft. Louisville Steam Dryers 
1—5 ft. x 8 ft. Perrin Drum Dryer 
1—4 ft. x 9 ft. Clawson Double Drum Dryer 

Filter Presses—Grinders—Tanks—Kettles 


IN STOCK FOR IMMEDIATE DEL!IVERY 


Consolidated Products Co., Inc., ra’ sarciay 00345 


15 Park Row 


New York 


WE OWN AND OFFER 


600 NEW DRUMS 


110 Gallon. 


14 Gauge. 


I. C. C. No. 5 


Black Iron—Extra Rolling Hoops 


600 USED DRUMS 


55 Gallon. 


16 Gauge. 


ic. €i Ne; § 


Galvanized Iron—Extra Rolling Hoops 


GLUCK STEEL BARREL CO. 


PERTH AMBOY, N. J. 





OIL PAINT AND 


In the Stock Markets 


Decided strength was shown in a num- 
ber of industrial stocks last week, and 
several of the issues quoted below made 
new highs for the year. The sharp ad- 
vance in the price of lead attracted atten- 
tion to the stocks of lead producing com- 
panies and among the stocks which made 
new highs were American Smelting & 
Refining, American Zinc, Lead & Smelt- 
ing, Callahan Zinc & Lead, and National 
Lead. Some of the other stocks which 
recorded new highs for 1922 during the 
period under review were Certain-Teed 
Products, American Cotton Oil, Coco Cola 
ayd U. S. Industrial Alcohol. 


Listed oil stocks held steady, although 
there was not so much public interest 
manifested in them as was the case a 
short time ago. Mexican Petroleum 
showed strength and registered an ad- 
vance of 44 points for the week. Stand- 
ard Oil of New Jersey showed a fractional 
advance, While not a great deal of bull- 
ish sentiment was shown on the surface 
of the oil market, there was no bearish 
activity and very little evidence of liquida- 
tion by recent buyers. 


Among the unlisted stocks of the big 
companies there were some declines dur- 
ing the period, the issues that have shown 
the most marked advances recently _be- 
ing the ones which eased off most. Pipe- 
line stocks were not particularly strong. 


Records for the Week 


c——1922——.,, Close, 
High. Low. May 1%. 

im 45% 544 
Allied Chemical & Dye.... 695% Bove 68 

Do, pfd 100% 101 109 
Am. Agricultural Chem... 47% 20% 

Do. pfd Hos 
American C@an...--seeeeee 5 32% 

Do. 93% 
American Chicle 3: 7 
American Cyanamid 

Do. pfd ° 
American Cotton 

Do. pfd. 

Am. Drug Stores, Class A. 

American Druggists’ Synd. 

American Linseed Oil.... 
Do. pfd.. 

Am, Smelting & R 

Am. Zinc, Lead & Smelt. 

Do. 904... 
Armour, pfd..... 
Callahan Zinc & Lead.... 
Casein Co. of America.... .. 
Certain-Teed Products.... ! 
Coca Cola....... 
Continental Can.... 
Corn Products.... 

Do, 
Davison Chemical 
Dow Chemical.. 


Do. pfd.... 
Eastman Kodak, new 
Glidden 
Grasselli 

Do. 

Heyden Chemical 
Federal Chemical 
Hercules Powder 

Do. 

Internationa] Agri. 

Do. pfd 
International 
Mathieson Alkali 
Merrimac Chemical 
Merck & Co 

Do. pfd.... 
Mulford Co... 

New Jersey Zinc. 
National Lead.. 

Do. 

Owen Bottle 

Parke, Davis & Co 
Pennsylvania Salt 
Sherwin-Williams 
Sterling 

Swift 

Tennessee Copper & Chem. 
Union Carbide 

United Drug.... 

Do. pfd 
U. 8S. Food Products 
U. S. Industrial Alcohol... 547 

Do. 

Virginia Car. 

Do. pfd 
V. Vivaudou 
West End Chemical...... é 
Wrigley 


Air Reduction.. 


19% 
41 

1% 

41% 
293% 
59% - 54% 
67% 43% 
20% 12% 
4814 


284 
58 
aa 
2% 
61% 


36% 


Oil... 00 


Low. May 19. 
109 124 
23% 87% 
19% 477 
19% 33% 
B35 *370 
8444 #96 
10% 121% 
434% 5616 
3% 7 
*195 
*109 
3% 
231 
*140 
44% 
#35 
*135 
#98 


Associated Oll........0.0. 
Atlantic, Gulf & W. I1.... 38% 
Barnsdall—Class 564 
Do. 39 
375 
101 
Caddo 15% 
California Petroleum 
Carib. Syndicate 
Chesebrough 
Do. pfd 
Creole Syndicate 
Cition Bervice.....ccccoces 2 
Continental Oil........... 
Cosden Co 
Crescent Pipeline 
Cumberland Pipeline 
Eureka Pipeline.. 
Freeport, Texas 
Galena Signal Oi 
Do, pfd., new 
Dd. pfd., old 
Gilliland Oil 
SE. Ei ivcccacctcceces 
Humble Oil & Ref 
Illinois Pipeline........... 198 
Indiahoma Refining 
Indian Refining 
Indiana Pipeline 
Rs | ere 20% 
Island Oil 3 
Kansas & Gulf 
Kirby Petroleum......... 2 
Maracaibo 
Marland 
Merritt & 
MEMENOMS FOC. cccccccconces 135% 
Do. pfd 
Middle States Oil 
Mutual Oil 
National Transit.......... é 
New York Transit 
Northern Pipeline 
Ohie Oil ..... 
Pacific Oil 
Pan-American Pet........ 
Do..pfd., Class B....... & 
Pierce Oil.... 2 
Prairie Oil & Gas........ 632 
Prairie Pipeline 45 
Pure Oil 
Royal Dutch 
Salt Creek Producers 
Sapulpa Refining 
Simms Petroleum 
Sinclair Con 
Skelly Oil 
Solar Refining 
Southe’n Pipeline... 


» Close, 
Low. May 19 
165 *217 
91% 113% 
837% «6 10614 
noo #60 
440 *82 
160 *190 
169 188% 
113% 115% 
S41 *403 
380 *460 
113% *%116 
4 4% 7% 
#30 
484 
30% 
*130 
17 
22% 


South Penn Oil........ 
Standard Oil of California 
Standard Oil of Indiana... 
Standard Oil of Kansas 
Standard Oil of Kentucky 
Standard Oil of Nebraska 
Standard Oil of N. . 
Do. pfd 
Standard Oil of New 
Standard Oil of Ohio... 
Do. pfd 
Superior 
Swan & 
ED Cs cv ecivsedocesesse 
T. & P.C. & 
Tide Water 
Transcontinental 
Union Oil 
Union Tank Car 
Vacuum Oil 
Washington 
White Eagle 
White Oil 


*Bid, 


12 
Logo's 
nih 
OO 
.210 
.196 
oes ALGY 
York.428 
-+.480 


Finch...ssecscces 39 
Tg 


Oil. 


#5 
*415 
*20 
26 


10% 


Oil 
Oil 


tAsked 


Financial Notes 


VIVADOU, INC., has added 
Foran to its Boa¥d of Directors. 


PACIFIC OIL CO. has 
dividend of $1.50 a share, 
20 to stock of record June 


EMPIRE TRUST CO. has been ap- 
pointed transfer agent of the capital stock 
of the Plains Petroleum Co., Ine, 


ACTON OIL CORPORATION has de- 
clared a monthly dividend of 1 per cent., 
payable June 15 to stock of record May 
20. 


CONTINENTAL OIL CO. has declared 
the usual quarterly dividend of 2 per 
cent., payable June 15 to stock of rec- 
ord May 25. 


INTERNATIONAL SALT CO. has de- 
clared its usual quarterly dividend of 1% 
per cent., payable July 1 to stock of 
record June 15. 


GULF REFINING 
an unqualified denial 
that company is to 
Standard Oil Co. 


STANDARD OIL CO. OF NEBRASKA 
has declared regular semi-annual divi- 
dends of $5 a share, payable June 20 to 
stock of record May 25. 


BLACK PANTHER OIL & REFINING 
CO. stockholders have made application 
in the Philadelphia courts for the ap- 
pointment of a receiver. 


NATIONAL LEAD CO. has declared 
the regular quarterly dividend of 1% 
per cent. on the common stock, payable 
June 30 to stock of record June 16. 


GALENA SIGNAL OIL CoO. has de- 
clared the regular quarterly dividend of 
2 per cent. on the preferred stock, pay- 
able June 30 to stock of record May 31. 


IMPERIAL OIL COMPANY, Ltd., has 
declared the regular quarterly dividend 
of 75c. a share, payable in Canadian 
funds, June 1, to stock of record May 18. 


STANDARD OIL CO. OF NEW JER- 
SEY’S annual meeting of stockholders 
and election of directors will be held at 
the company’s office in Bayonne, N. J., 
June 6, at 10:45 a. m, 


STANDARD OIL CO. OF KENTUCKY'S 
subscription rights on the new stock ex- 
pire June 1. The directors will meet in 
the near future to take action on the first 
dividend on the new stock. 


VIRGINIA - CAROLINA CHEMICAL 
CO.’S new 25-year, 7 per cent. first mort- 
gage bonds, to the amount of $22,500,000, 
have been admitted to list by the New 
York Stock Exchange. 


E. I. DU PONT DE NEMOURS & CO. 
stock was being offered last week by a 
group of brokers that recently purchased 
a block from a large stockholder, at 
112%, to yield 7.12 per cent. 


STANDARD OIL CO. OF OHIO has de- 
clared an extra dividend of 1 per cent. 
in addition to the usual quarterly divi- 
dend of 3 per cent. on the common stock, 
both payable July 1 to stock of record 
May 26. 


PHILLIPS PETROLEUM CoO. had a 
record month in April, when net earn- 
ings, after taxes but before depletion and 
depreciation, were over $790,000, which is 
at the annual rate of approximately $9,- 
500,000, or over $14 a share on the capital 
stock. 


DAVISON 


Arthur 


declared a 
payable July 


20. 


officials make 
that 
the 


co. 
of the story 
be absorbed by 


SULPHUR PHOSPHATE 
6 per cent. bonds to the amount of $1,- 
200.000 have been converted into stock 
by holders who had until the first of last 
March to make the conversion at 60. 
The total amount of the bonds outstand- 
ing was $1,914,000. 


STANDARD OIL CO. OF NEW JER- 
SEY has declared the regular quarterly 
dividends of $5 per share on the old $100 
a share common stock, $1.25 per share 
on the $25 common stock and $1.75 per 
share on the preferred, payable June 15 
to stock of record May 26. 


IMPERIAL OIL CO., LTD., 
to a ruling of the Committee on Listing 
and Securities of the New York Curb 
Exchange, will not be quoting ex-dividend 
of 75 cents per share until June 1. A 
due bill for the dividend must accompany 
all deliveries until that date. 


PRAIRIE OIL & GAS CO.’S balance 
sheet as of December 31 last shows cash 
$11.935.810, against $9,748.480 the prev- 
ious year ; merchandise $42,529,064, against 
$46,695,914; surplus $86,796.851, against 
$93,567,112; total assets-liabilities $130,- 
905,758, against $153,076,981. 


MATHIESON ALKALI WORKS report 
net profits of $151,668 for the first quarter 
of this year, as compared with a loss of 
$61,571 for the same period of last year. 
These earnings are after setting up depre- 
ciation reserves of $133,707 and all 
charges, and are at the rate of $600,000 
per annum, which is equivalent to approx- 
imately $3.30 a share on common stock 
after allowance for dividends of 7 per 
cent. on preferred, 


& 


according 


DRUG REPORTER 


SIMMS PETROLEUM 
its subsidiaries for 1921 
deficit of $1,890,700, after 
and charges. There was a 
deficit of $12,757,937 in 
ance sheet, against a profit and loss 
deficit of $3,768,850 for 1920, 

TEXAS GULF SULPHUR CO. has de- 
clared a quarterly dividend of $1 a share, 
payable June 15 to stock of record Juné 
1. This definitely places the stock on a 
$4 per share per annum basis. The last 
dividend, which was paid in March, was 
50c. quarterly and 50c. extra. 


COSDEN & CO. OF DELAWARE. for 
the year ended Dec. 3 1921, report a 
net income of $423,654 after interest, de- 
preciation and depletion. After allowing 
for the preferred dividend, this amount 
was equal to 17 cents a share earned on 
the common stock of no par value out- 
standing. 


SINCLAIR CONSOLIDATED 
CORPORATION additional interim re- 
ceipts for $5,000,000 first lien collateral 
fifteen-year 7 per cent. gold bonds, Series 
A, due March 15, 1937, have been ad- 
mitted to the list by the Committee on 
Securities of the New York Stock Ex- 
change, 


SIMMS PETROLEUM CO. directors 
have authorized a change in the par 
value of the company’s stock from shares 
of no par value to shares of $10 par. 
of 1,000,000 shares of capital stock au- 
thorized, 718.180 are outstanding. ‘The 
company’s annual report for 1921 ex- 
pected shortly. 


VENTURA CONSOLIDATED OIL 
FIELDS reports for year ended Decem- 
ber 31, last:—Gross profit of $4,847,191, 
against $4,555,838 in 1920; net after ex- 
penses, $3,934,829, compared with $3,912.- 
485 in previous year; balance after de- 
preciation tax, ete., $1,859,730, compared 
with $1,878,673, and a surplus after divi- 
dends of $599,687, against $923,771 in the 
previous year. 


UNION CARBIDE & CARBON COR- 
PORATION reports for the nine months 
ended December 31 last, net earnings of 
$8,176,897 after Federal taxes, deprecia- 
tion, interest and preferred dividends, 
equivalent to $3.07 a share earned on the 
2,659,731 shares of no par value. The 
balance brought forward to surplus 
amounted to $197,704. The profit and 
loss surplus account now stands at $65,- 
473,192. 

GILLILAND OIL CoO. receivers and 
J. B. Smitherman have filed an applica- 
tion in the Federal Court at Shreveport, 
La., for authority to execute the sale of 
1,300,000 barrels of Haynesville and Homer 
crude, pipe lines, steel storage, loading 
rack and complete equipment for oil 
transportation other than rail to the 
Atlantic Refining Co. for approximately 
$3,500,000. 


CONSIDINE MARTIN OIL 
organized a new corporation 
laws of California to be 
Texas Consolidated Oil Co. This company 
intends to issue at once 600,000 shares 
of stock of $10 par value and will ex- 
change share for share with the 400,000 
shares of the Consodine Martin § stock 
outstanding. The entire block of 100,000 
shares of the Considine Martin stock 
not taken by present stockholders has 
been underwritten by Sutro & Co., of this 
city, at $2 a share. 


_ISLAND OIL & TRANSPORT CO. cer- 
tificate holders are urged by the commit- 
tee representing the voting trust certifi- 
cates to deposit their certificates with the 
Lincoln Trust Co. before June 7. Inter- 
ests identified with the company explained 
that while it is not certain that the stock- 
holders’ protective committee will succeed 
in negotiating a plan of reorganization 
which the committee can recommend to 
the stockholders for acceptance, it is 
probable that if the stockholders do not 
co-operate with the committee any inter- 
est they may have in the company will 
be eliminated. 


SINCLAIR OIL CORPORATION stock- 
holders, at the annual meeting last week, 
elected E. V. R. Thayer a director to 
succeed D. G. Jackling. The other retir- 
ing directors were re-elected and John R. 
(une daensaitniachesoesttenieciccendntiniesbienhiaieanteniansiantimpaintamsaiatamentemsi¢inaae, 
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Lard compounds 
Countries. Pounds. Value 
Germany 276 $41 
Netherlands $2 3 
Norway 55,400 6,080 
Portugal 300 51 
Switzerland 44,608 5,442 
Ukraine 26,050 
England 
Scotland 
Canada— 
Maritime Provinces. 
Quebec and Ontario. 
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British Columbia and 
Yukon , 
British Honduras...... 
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Mexico 
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50,179 
20,304 2 1 
540 
180 
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14,098 7 
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British 
China 
Chosen 
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Palestine and Syria. 
Philippine Islands..... 
British Oceania........ 
French Oceania 

New Zealand 

Other Oceania......... 
British West Africa.. 
British East Africa... 
Egypt 


Totals 
February 


12.343 
Indie 


woo 

228, 30) 
30,628 
1,920 


Indies 
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Guiana..... 


100 


: 1,573,227 $185,833 
re 1,624,554 178,602 
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was added to the board. In 
to a question from a stockholder, 
Sinclair, president of the corpora- 
tion, who presided at the meeting, said 
that the company is in a satisfactory 
condition and is in a position to pay divi- 
dends when the directors decide. In 
reply to another question as to why depre- 
ciation charges last year were around 
$12,000,000, compared with about $11,- 
000,000 in 1920, although the volume of 
business in 192 was smaller than that 
transacted in 1920, Mr. Sinclair said that 
it always had been the policy of the 
corporation to bé liberal with charges for 
depreciation, 


VIRGINIA - CAROLINA 
CO.’S bonds to the amount of 
have been underwritten by a 
bankers and are being offered 
lic. One of the new issues is 
first mortgage twenty 
cent. sinking fund gold 
1, 1947, which will be offered 
yield about 7.12 per cent. 
issue is of $12,500,000 fifteen 2 
per cent. convertible sinking fund gold 
bonds The syndicate includes Blair & 
Co., Ine.; Hallgarten & Co., the Equitable 
Trust Co. and the Chase Securities Cor- 
poration. Tae new financing will provide 
for the purchase or retirement at or 
before maturity of all the company’s 
existing funded obligations and will sup- 
ply additional working capital. The total 
authorized amount of the first mortgage 
bonds is $35,000,000, of which it is pro- 
posed to issue at present 22,500,000. 
They are to be secured by a mort- 
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group of 
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The other 
year 71. 


to 
$22 


first 
gage on all the company’s physical prop- 
erties and will be further secured by the 
deposit of the entire $10,000,000 capital 
stock of the Southern Cotton Oil Co. and 
the stock of other subsidiaries. 
MEXICAN SEABOARD OIL CoO. last 
week paid 50c. per share in dividends 
and paid off $1,000,000 of its bonds, mak- 
ing a total payment of $1,500,000. This 
is the same amount that was disbursed 
on April 15, when the company also paid 
50c. per share dividend and paid _ off 
$1,000,000 of its bonds. Its outstanding 
bonds have now been reduced to $6,000,- 
000, and at the current rate of retirement 
will all be paid off by November. It is 
expected that after the payment of the 
bond issue has been completed a similar 
amount of funds each month will be 
available for additional disbursements in 
dividends. 
MOUNTAIN PRODUCERS’ CORPO- 
RATION stockholders, at the annual 
meeting at Wilmington, Del., on May 15, 
approved the purchase of 168,900 shares 
of the capital stock of the Wyoming As- 
sociated Oil Corporation for $1,200,000 
and 750,000 shares of stock of the Moun- 
tain Producers’ Corporation. The stock 
purchased represents 48 per cent. of the 
total which is not already owned by 
Mountain producers. In addition to the 
authorization of the foregoing deal, the 
stockholders voted to increase the capital 
stock of the Mountain Producers from 
1,000,000 shares of $10 par value to 
1,750,000 shares, the 750,000 shares being 
those used for the purpose of taking 
over Wyoming Associated. 
———_—_e-o 


Lard Compound 
Exports Increase 


March Trade Shows Gain 
Over February in Most 
Items of Group 


WASHINGTON, May 
Domestic exports of lard 
and margarines made from \v 
in March aggregated 3,657,236 
valued at $403,501, according to the U.S. 
Bureau of Foreign and Domestic Com- 
merce. Exports of such compounds made 
from animal fats during the month 
totaled 1,725,191 pounds, valued at $212,- 
207. The March totals, 5,382,427 pounds, 
at $615,708, compares wita 3,388,910 
pounds at $380,499 in February. This 
trade is shown in detail in the following 
table: 
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